Carter elected President 
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ST. LOUIS (AP) - For the first time 
since 1946, Missouri has a Republican in the 
U.S. Senate. It took John C. Danforth six 
years, but he finally achieved that goal with 
a resounding defeat of former Gov. Warren 
£ liearr.es 


‘i'v e waited for tonight for a long, long 
time,” the 40-yearoId attorney general told 
supporters at a Jefferson City victory party 
as he rolled up a 219,000 vote margin over 
the Democrat. “I've waited for the last six 
GOP files complaint 
in Sikeston election 


An 
attorney 
for the Scott County 
Republican Party Committee has filed a 
complaint with the U.S. district attorney's 
office in St. Louis against the activities of 
Lena Felker, 333 N. Kingshighway, at the 
Park Precinct polling place in Sikeston. 
Mrs. Felker, a Democratic Party worker, 
was reportedly sitting near the election 
Judges during the day, checking off the 
names of voters as they voted. 
Mary Doggett, 801 N. Kingshighway, 
Scott 
County 
Republican 
Committee 
chairwoman, said Mrs. Felker's activities 
were "out of order.” 
She said the election law does not allow 
any one to remain in the polling place all 
day unless they have credentials. She said 
Mrs. Felker did not have credentials or the 


approval of County Clerk Bob Kielhofner. 
GOP election judge Anita Hope, 623 N. 
Ranney 
St., 
filed 
a 
complaint 
with 
Kielhofner against Mrs. Felker, according 
to Mrs. Doggett. She added that Mrs Hope 
did not at first realize there was anything 
wrong at the polling place because 
was 
so busy with voters. 
Mrs 
Doggett said she asked her 
Democratic counterpart, Ben F. Marshall 
of Blodgett, to have Mrs. Felker leave, but 
Marshall apparently did not do so. 
Mrs. Felker could not be reached for 
comment today, but Tuesday she told 
newsmen she did not think she was doing 
anything improper. 
Kielhofner also was not available for 
comment. 
Robbery suspect bound 
over ; other dismissed 


One of two men accused of the Sept. 16 
robbery of the Bank of Sikeston Midtown 
Bank facility, 120 S. Main St., was bound 
over Tuesday and ordered to appear in 
Circuit Court on Nov. 11. Charges against 
the second man were dropped 
Roosevelt Baldwin, 38, of Cairo, 111., was 
bound over on a bank robbery charge 
following a brief hearing before Magistrate 
Lloyd Briggs in the Sikeston City Cour­ 
troom. 
Charges against the second man, Carnell 
Littleton, 33, of Cairo, were dropped after 
Baldwin testified that Littleton had nothing 
to do with the robbery. 
The two men were arrested shortly after 
the robbery in an automobile parked in the 


Sikeston High School parking lot. 
But Baldwin said that the first he told 
Littleton of the robbery was when he saw 
Highway Patrol Sgt. A. E. “Bud” Mills 
approaching. 
Baldwin claimed he had asked Littleton to 
park near the Travelodge Motel on East 
Malone Avenue and told him he was going to 
walk down to the corner for a moment. 
He claimed he robbed the bank, returned 
to the car and Littleton drove off without 
ever knowing what had happened. 


Prosecuting Attorney James E. Moore III 
said there was no way of proving Littleton 
had any connection with robbery, so he 
asked Judge Briggs to droo the charge. 


WASHINGTON (AP) - President-elect 
Jimmy Carter’s long, once-solitary Journey 
from Plains, Ga„ will carry him to the 
•White House in January with a victory 
forged from the traditional Democratic 
party coalition of the Old South and in­ 
dustrial North. 
Carter was declared the victor over 
President Gerald Ford early today when his 
electoral vote total reached 272, two more 
than the 270 needed for election. Wisconsin 
was the state that put Carter over the top. 
The 
latest 
returns 
showed 
Carter 
carrying 23 states with 272 electoral votes. 
Ford carried 24 states with 186 electoral 
votes. 
The popular vote totals from 90 per cent of 
the nation’s precincts gave Carter 36,505,737 
and Ford 34,519,511. 


“I pray that I can live up to your con­ 
fidence and never disappoint you,” Carter 
told jubilant supporters in Atlanta after the 
results were clear. "It's time for us to get 
together, to correct our mistakes, to answer 
difficult questions and to make our nation 


Carter praised Ford as "the most for­ 
midable opponent that anyone could 
possibly have.” And he called his defeated 
opponent “a good and decent man.” 
Neither Ford, the first incumbent denied 
a new term since Herbert Hoover was swept 
from office in 1932, nor his running mate, 
Sen. Bob Dole of Kansas, appeared at a 
Republican “victory party” in Washington. 
A White House spokesman said Ford had 
gone to bed before Carter was declared the 
winner. 


Voters’ 
desires for a change in 
Washington overcame their qualms about 
Jimmy Carter and their respect for Ford’s 
experience in office, an Associated Press 
poll showed. 
Carter won by coaxing support from the 
traditional Democratic blocs, despite their 
feelings, expressed in the survey, that he 
has promised more than he can deliver and 
that he will be a less than excellent 
president. 
The former Georgia governor drew 
strong support from the lower income 
groups, labor union members, blacks and 
the less educated, all the traditional bases 
of Democratic strength. 
Thus, on Jan. 20,1977, James Earl Carter 
Jr. will take the oath as the 39th president of 
the United States. Taking office as vice 


president will be Sen. Walter F. Mondale of 
Minnesota, a man who once toyed with the 
idea of running for president himself, but 
then decided against putting himself 
through the rigors of a national campaign. 
Carter will be the first deep Southerner to 
reach the presidency by election since 
Zachary Taylor in 1848. 
And after eight years of Republican 
control of the White House, the Democrats 
once again will be in command of both the 
executive and legislative branches of 
government. 
Democratic domination of the House and 
Senate was 
unchanged by Tuesday’s 
election results. Although the party lineup 
in the Senate will be familiar, a lot of the 
faces will be new. At least 16 newcomers 
will take Senate seats in January. 


15c PER COPY 
OUR 67TH YEAR 


SIKESTON SCOTT COUNTY, MISSOURI 
WEDNESDAY, NOVEMBERS, 1978 
NUMBER 212 


November Calendar Girl 


Karla Adami, 17-year-old daughter of Mr. and Mrs. Dewavon Adams, 115 
School St., is The Dally Standard’s November Calendar Girl. Named Miss 
Sikeston at this year's Cotton Carnival festivities, Karla is a senior at 
Sikeston High School, where her favorite subject is history. She is 5 feet 8 
inches tall and has brown hair and green eyes. 
(Daily Standard photo) 
Danforth wins 
Senate seat 


Sikeston 
Teasdale upsets Bond 
approves 
bond issue 


years with great anticipation.” 
It was the second try for Danforth, who 
lost to Sen. Stuart Symington by 38,500 votes 
in 1970. He becomes the first Republican 
U S senator since James P. Kern of Kansas 
City was elected in 1946. 
“I win them and I lose them, and I think 
I'm able to take both of tmem the same 
way,” Heames said. He said a Democratic 
National Committee poll taken last week 
showed him receiving only 29 per cent of the 
vote 


Sikeston voters approved a 8250 million 
revenue bond issue by a 4*1 margin Tuesday 
to build a new steam-powered electrical 
generating plant. 
The final vote was 4,412 in favor of the 
issue to 1,149 against. The vote gives the city 
authority to issue the bonds to pay for 
construction of the plant. 
The bond issue carried in every precinct. 
Its lowest margin was in Sunset Precinct, 
where it carried 166-123, and the largest 
margin came in Allen Precinct, where it 
carried 691-138. 
The power plant will produce power to 
meet Sikeston’s needs from 1981, the year 
the plant will be completed, until the year 
2,000. 
Excess power generated during that time 
will be sold to 11 other communities 
throughout the state. 
The bonds will be paid off through the sale 
of power in Sikeston and to the othe com­ 
munities. 
The voting breakdown, by precinct, was: 
Park Precinct, SeMo Motor Co.. 417 N. 
Main St., 582 yes, 118 no; Airport Precinct, 
Northeast Fire Station, 506 N. Main St., 460 
yes, 114 no; Allen Precinct, Lee Hunter 
Elementary School, Baker Lane, 691 yes, 
138 no; Delmar Precinct, Sikeston Activity 
Center, 201 S. Kingshighway, 523 yes. 138 
no; Sunset Precinct, Lincoln School, 229 
Westgage, St., 166 yes, 123 no. 
Clayton Precinct, Lewis Furniture Co., 
650 W. Malone Ave., 482yes, 116 no; Armory 
Precinct, National Guard Armory, 300 S. 
Main St., 685 yes, 137 no; Broadway 
Precinct, Imperial Bowling Lanes. 1601 E. 
Malone Ave., 441 yes, 128 no; Big Prairie 
Precinct, Sikeston Motor Co., 1030 S. Main 
St,, 180 yes, 123 no 
Absenteee ballots included 202 votes in 
favor of the bond issue and 14 against. 


ST. LOUIS (AP) — Joseph Teasdale, 
discounted only a few weeks ago as having 
any chance of winning the governor's 
mansion, pulled a surprising but narrow 
upset today by unseating GOP Gov. Christ­ 
opher S. Bond. 
But while the former Jackson County 
Prosecutor 
was 
stunning 
Missouri 
politicians for the second gime of the 
campaign season, GOP Lt. Gov. William 
Phelps was fighting back from a deficit to 
take a 4,000 vote lead over Democratic 
House Speaker Richard Rabbitt. 
With 98 per cent of the precincts reporting 
in the governor’s race, Teasdale who gained 
notoriety in walking across the state four 
years ago, had 936,662 votes or 51 per cent to 
Bond’s 917,910 votes or 49 per cent. 
Phelps had 895,724 votes or 50 per cent to 
Rabbitt’s 891,596 votes or 50 per cent with 97 
per cent of the precincts reporting. In 
becoming the first GOP lieutenant-governor 
in 40 years in 1972, Phelps won by only 8,900 
votes over Democratic State Rep Jack 
Schramm 
The only bright spot for the Republicans 
on the statewide level was the victory by 
former 
Auditor 
John 
Ashcroft 
over 


Democratic State Rep. James Baker in the 
race for attorney general. With 95 per cent 
of the precincts reporting, Ashcroft had 
859,241 votes or 51 per cent to Baker's 
839,971 votes or 49 per cent. 
The two Democratic incumbents seeking 
re-election to statewide office—Treasurer 
James Spainhower and Secretary of State 
James C. Kirkpatrick—scored lopsided vic­ 
tories over their Republican challengers to 
suggest a possible Democratic sweep of all 
the statewide offices. 
Teasdale, as victor in the governor's race, 
will also appoint a successor to Democratic 
Auditor George Lehr, who is resigning with 
two years left in his term because of per­ 
sonal reasons. Lehr had said if Teasdale 
won, he would not resign until the new 
governor took office in January. 
Teasdale declined to issue any statement 
early today because of a computer break­ 
down in St. Louis county that delayed final 
tabulation of votes from about 90 precincts. 
“He’s Just being ■ little cautious ” a 
spokesman said. 
Earlier, Teasdale told supporters in 
Kansas City, “I’ve been through too much 
to come down prematurely. It looks like I 


won, but please pray the remaining votea 
come in. I'll do everything I can to make 
you proud of me " 
Teasdale said he would have a statement 
later today. 
Bond, 37, mentioned as a possible GOP 
vice presidential nominee this summer, 
attributed Teasdale’s surprise showing to 
"heavy television advertising" in the final 
days of the campaign and pledges to cut 
taxes and utility rates. 
“Perhaps we didn’t do a good enough Job 
of selling our record,” Bond said. “Perhaps 
we spent too much time building a record 
and not telling the people about it.” 
Teasdale, after jumping to an early lead, 
steadily built that edge up to between 40,000 
and 50,000 votes. He defeated Bond two-to- 
one in St. Louis City where Bond had con­ 
centrated his final campaign efforts 
Bond had been pinning his hopes on 
returns from St. Louis county and South­ 
west Missouri, where he has traditionally 
rua w«U. And while he began to eat away at 
Teasdale’s lead as the final returns came ii. 
he was unable to carry those areas by the 
margins needed to offset Teasdale wins in 
Kansas City and elsewhere. 
Stoddard re-elects Mouser 


BLOOMFIELD— Democrats won every 
position voted on in Tuesday’s general 
election in Stoddard County except for 
sheriff, the only contested office. 
Balloting was close all night as the 
returns came in, but the final tally was 5,005 
for incumbent Sheriff Ralph Mouser and 
4,826 for his challenger, former sheriff 
Edsel Edwards. 
Mouser won in 14 precincts, Edwards won 
in 12 precincts and the two candidates tied 
in Gray Ridge precinct, with each receiving 
124 votes. 
The sheriff’s race held the most interest 


in the county, next to the national and 
gubernatorial races, with all of the coun- 
tywide positions being filled by unopposed 
Democrats. 
On the national level, the Carter-Mondale 
ticket 
beat the Ford-Dole ticket by a 
substantial margin. The final vote in the 
county was 8,097 for the Democrats. 3,989 
for the 
Republicans and 24 for the 
Independent ticket of McCarthy-Barrett. 
In the Senatorial race, Hearnes won in 
Stoddard County by over a thousand votes 
against his Republican opposition, John 
Danforth. The vote in that race in the county 
Shelly is re-elected 


CARUTHERSVILLE - Thad O. Shelly, 
former Pemiscot County Sheriff, who was 
ordered to vacate his office last month for 
failure to post a required 850,000 bond 
requested by the County Court, has won re- 
election to the sheriff’s office. Pemiscot 
County Clerk John Allford said today that 
Shelly will be sworn in Jan. 1,1977. 


Shelly, who was forced from office after 
his name was placed on the general election 
ballot, defeated Republican James C. 


Green, and three write-in candidates, to win 
back his office. 
According to officials at the Pemiscot 
County Prosecuting Attorney’s office, there 
are no criminal actions pending against 
Shelly at this time, but several civil matters 
have been filed. Among the civil matters 
pending against Shelly is a suit filed by his 
former wife for separate maintenance and 
support. An ouster suit filed by Prosecutor 
Mike Hazel for failure to turn over fine 
mnnev on time is still under consideration. 


In addition, state auditors are still looking 
over Shelly ’s books 


Shelly posted 2,480 votes while his closest 
opponent, Clyde Orton, a former Pemiscot 
County sheriff who was ousted in 1971 for 
allowing illegal gambling in the county, 
took in 1,486 votes. 


The current sheriff. Charles A. Farris, 
received 1,265 votes, and John Turnage got 
612 Green received 646 votes 
Dennis apparent Senate winner 


BENTON — Scott County Sheriff John 
Dennis is the apparent winner in the race 
for the state Senate seat from the 27th 
District, leading Cape Girardeau Mayor 
Howard Tooke 32,033 to 21,773, with all but 
five precincts reporting in the eight-county 
district. 


Dennis won handily in the counties of 
Bollinger, Reynolds and Scott, and by a 


good margin of victory in Ripley County. 
The only county Tooke won was his home 
county of Cape Girardeau. 
The vote tallies, as released by Scott 
County Clerk Bob Kielhofner, are: 
Bollinger County, Dennis 2,650, Tooke 253; 
Reynolds County, Dennis 2169, Tooke 840; 
Mississippi County, with one precinct still 
unreported, Dennis 3,174, Tooke926; Carter 
County, with one precinct unreported, 


Dennis 640, Tooke 400; Ripley County, 
Dennis 2,398, Tooke 1,585; Wayne County, 
with two precincts unreported, Dennis 1,804, 
Tooke, 1,343; Cape Girardeau County, with 
one precinct unreported, Dennis 9,390, 
Tooke 11,338; and Scott County, Dennis 
9,808, Tooke 3,489. 
The Senate seat is now occupied by Albert 
M. Spradling of Cape Girardeau, who has 
announced his retirement. 
Mississippi County rejects solid waste tax 


CHARLESTON — Mississippi County 
residents soundly defeated a solid waste tax 
proposal on Tuesday’s general election 
ballot by a margin of 1,858 in unofficial 
returns. 
The tax, proposed by the County Court for 
operation of a sanitary landfill, was not to 
exceed 10-cents per 8100 valuation. 
Voting for the measure were 1,179 to 3,037 
against. 
As 
expected, 
in the predominantly 
Democratic county Democratic candidates 
on federal and state levels received the 
highest number of votes. 


Complete unofficial returns were not 
available until after 9 a.m. today when 
judges in East Prairie Precinct Two 
brought their tally books to the County 
Clerk’s office. 
In the presidential race, the Caiter- 
Mondale ticket received 3,406 votes to Ford 
and Dole’s 1,734. Independent candidates 
McCarthy and Barrett received 17 votes. 
In the U.S. Senate race, native born son, 
Warren E. Hearnes of Charleston, tallied 
3,721 votes in his unsuccessful bid against 
Republican John C. Danforth, who received 
1,273. Lawrence "Red” Petty received four 


votes. 
In the Governor's race, Democrat Joseph 
Teasdale 
outpolled 
Republican 
Gov. 
Christopher Bond by 1,699 votes. Teasdale 
tallied 3,316 votes to Bond's 1,617 and Leon 
Striler was given three votes. 


Democrat Richard Rabbitt won easily in 
the county in the lieutenant governor’s race 
with 3,359 votes to incumbent Republican 
William "BUI” Phelps’, 1,387. 
For 
secretary 
of state, 
incumbent 
Democrat Jim Kirkpatrick overwhelmingly 
defeated Mildred Huffman by 3,219 votes in 
the county. Kirkpatrick polled 4,009 to 


Huffman’s 718, with Evelyn F. Carmack 
receiving one vote. 
Congressman Bill D. 
Burlison won 
handily over his Republican opponent, Joe 
Carron with 4,087 votes. Carron received 
747. 
On the Attorney general's ballot, 3,336 
votes were cast for Democrat James Baker. 
Republican John Ashcroft totaled 1,335. 
Unofficial returns in the County also gave 
Sheriff John Dennis of Benton the win over 
Mayor Howard Tooke of Cape Girardeau in 
his bid for election as state senator from the 
27th District. Dennis tallied 3,637 to Tooke’s 
1,076 


In uncontested Democratic races, voting 
in state and county offices were as follows: 
State representative, 180th District, Fred 
DeField, 4,092; state representative, 161th 
District, Gene Copeland, 126; Circuit Judge 
Marshall 
Craig, 4,027; 
County 
Court 
associate judge First District, Lindsay 
Hurley, 2,164; County Court associate judge 
second district, Teddy Bennett, 1,972; 
prosecuting attorney, Edward C. Graham, 
3,962; Norris Grissom, sheriff, 4,063; county 
assessor, Ed DeField, 4,243; coroner, Elgin 
McMikle, 4,184; and county surveyor 
Raymond Lee, 3,841. 
See No. 1 Page 4 


was 5,635 for Hearnes, 4,266 for Danforth 
and nine for independent candidate Petty. 
The gubernatorial race in the county was 
a little closer, with Teasdale receiving 5,315 
votes and Bond receiving 4,616 botes. 
Independent candidate Striler received two 
votes in the county. 
Democrat Rabbitt received 5,333 in his 
race for the lieutenant governor position, 
with Republican Phelps coming in second 
with 4,232 votes and non-partisan candidte 
Fischer receiving 12 votes 
Kirkpatrick ran away with the votes in 
Stoddard County in his bid for re-election to 
the secretary of state position, receiving 
7,064 votes compared to 2,428 for Huffman 
and nine for non-partisan candidate Car­ 
mack. 
Spainhower also ran away with the vote in 
the state treasurer race in the county, 
receiving 7,134 votes and Kemp receiving 
2,423 votes 
Democrat Baker received 5,769 votes in 
his bid for the position of 
Attorney 
General, 
with Republican Ashcroft 
receiving 3,741 votes 


See No. 2 Page 4 


It's inside. . . . 


For county election news roundups, turn 
to . page 4A. 
Advance and Bell City gain victories In 
the Bell City B- team basketball tour 
nament. For sports news, turn to....pages 
4B and 5B. 
Missouri voters approve Proposition 
One and Amendment One and reject 
Amendment Two. 
For details, 
turn 
to., .page6B. 


• • • and outside 


Fair and cooler tonight and Thursday. 
Winds will be northerly 6-12 m.p.h. Low 
tonight 30- 35, high Thursday 50- 55. 
Probabilities of measurable precipitation 
near zero. 
EXTENDED FORECA8T 
Little or no precipitation Friday through 
Sunday. Cool Friday with low about 35 and 
high near 55. Warmer Saturday with low 
about 45 and high near 60. Cooler Sunday 
with low of 40 and hitfi in the upper 50’s. 
HIGH AND LOW 
High and low temperatures for the 24- 
hour period aiding at 7 a.m. today were 63 
and 36 degrees. 


Sunset today..................................5:00 p.m. 
Sunrise tomorrow ....................... 6:26 a.m. 
Moonset tomorrow........................4:17 am ! 
Full Moon (and penumbral eclipse of 
the moon).......................................... Nov. 6 
The Taurid meteor shower is now at its 
maximum. Taurida are slow moving 
shooting stars and as many as 15 of them 
jnight be seen in an hour. 
^ 
----------- 
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POOR CHARLIE SAYS! 
After people get married,there is nothing in fortune 
telling and dream books that covers their cases. 
XXX 
MORE THAN 
OUR PITY 
Saturday, October 23, 1976, marked the twentieth 
: anniversary of one of the heroic, and at the same time the 
most tragic, of all events in minkind’s long, agonizing 
struggle for freedom. It was on that day that the people of 
:Hungary, goaded to desperation by persecution, torture 
and terror, turned against their Communist oppressors. 
. For fifteen magnificent, 
history - making days, 
- Hungarian men, women and youth fought, and died, 
against overwhelming odds. In the end, they were 
crushed beneath the treads of thousands of Soviet tanks 
and tens of thousands of Red Army troops. 
Wrote Archibald MacLeish at that time: “We should 
not forget, in all the suffering and pain, that we owe the 
people of Hungary more than our pity. We owe them also 
pride and praise. For their defeat has been itself a 
•triumph. Those Hungarian students and workers and 
wofnen and fighting children have done more to close the 
future to Communism than armies or diplomats have 
done before them. They have given more and done more. 
For what they have done has been to expose the brutal 
hypocrisy of Communism for all of Asia, all of Africa, all 
•the world to see. So long as men live in any country who 
remember the murder of Hungary, Soviet Russia will 
yiever again be able to pose before the world as the 
benefactor of mankind. The Hungarian dead have torn 
¡that mask off. Their fingers hold its tatters in their 
graves.” 
< Today, the people of Hungary still live under the op­ 
pressive heel of their Soviet masters, with an area only 
¿bout the same as the State of Indiana, Hungary is oc­ 
cupied by four full divisions of Soviet troops, each 
composed of 12,000 to 16,000 men, two of them tank 
divisions with over 650 tanks, plus armored cars and a 
Vast array of weapons. In addition, the Hungarian people 
are kept in line by one of the most vicious- secret- police 
systems of all the captive nations.The AVH — also known 
as “Avos” — has done much to earn the hatred, as well 
as the fear, of the people. This contemptible organization 
was formed by the USSR immediately after Soviet oc­ 
cupation following World War II by simply switching the 
armbands of the Hungarian Fascist Arrow Cross Party 
which had earned its reputation by the killing of Jews. 
The ranks of the Fascist Arrow Cross- AVH units were 
then filled by common criminals who were released by 
the Communists from the jails on the promises that they 
would serve the Reds as informer- enforcers. 
; Those who love freedom must never forget the 
¡courage, and the sacrifices,of the people of Hungary. 
: 
xxx 
; It was over 50 years ago that Humorist Will Rogers 
¡wrote:“The Stock Market has spoiled more appetites 
¡than bad cooking.” 
: 
xxx 
I American business bears a massive tax load. In 1974, 
. .'the federal government collected $291 billion from the 
.’nation in taxes — 40 per cent of which came from 
¿business. State and local governments claimed even 
¿more from business — more than $125 billion or 60 per 
¿cent of their revenues. 
xxx 
j Looking back to 1967 (the year from which Consumer 
¿Price Index changes are measured) offers even more 
•stark contrast. Prices are now 64 per cent higher than in 
•that year with the average family’s tax liabilities at least 
• 150-200 per cent higher. 
• i 
XXX 
j ! While the general cost of living has climbed about 40 
¡per cent since 1966, the total bill for taxes has jumped by 
¡65 per cent. 
I P.S. TO THE NEWS I 


. 
By PHYLLIS SCHLAFLY 
Copley News Service 


! The 
announcement 
that 
¡Milton Friedman, probably the 
•world’s most famous champion 
of the free market, has received 
the Nobel Prize for economics is 
the latest in a series of events 
•this year confirming the new 
¡respectability of conservatism. 
; In 
the 
most 
unexpected 
^places, 
people 
are 
demon­ 
strating their discovery that 
¡socialism is a failure. The voters 
in Sweden this fall defeated the 
Socialist government that has 
ruled there almost steadily for 
14 years. 
The British Socialist leaders, 
aced 
with 
the 
plummeting 
/alue of the pound, have finally 
-ecognized what should have 
oeen 
a 
self-evident 
truth, 
namely, that wealth cannot be 
redistributed unless it is first 
created, and that government 
has no creative powers 
Friedman was honored by the 
Nobel 
trustees 
for 
his 
‘ achievements in the fields of 
c o n s u mp t i o n 
a n a l y s i s , 
monetary history and theory, 
and for his demonstration of the 
complexity 
of stabilization 
policy." 
"Stabilization 
policy" 
is 
academic jargon for wage and 
price control. Friedman didn't 
merely prove that wage-price 
control 
is 
"com p lex." 
He 
demonstrated 
that 
it 
is 
“ in h e re n tly 
im m o r a l," 
inescapably inequitable and, in 
plain language, doesn’t work. 
For this, he deserves not only 
coveted honors from the elite, 
but the gratitude of the general 
public. 
One 
of 
the 
proudest 
achievements of what we af­ 
fectionately call “the American 
way of life" is the substitution of 
the rule of law for the rule of 
men. The rule of law isn’t 
perfect, 
since 
laws can 
be 
tyrannical. But the rule of law 
rather than men is a primary 
I factor in extending individual 


freedom 
and 
narrowing 
our 
subservience to the arbitrary 
whim of big government. 
Friedman 
has 
been 
an 
eloquent and often lonely voice 
in academic circles explaining 
that wage and price controls are 
a giant step away from the rule 
of law back into the despotism of 
man. It takes government out of 
its proper function as referee 
and 
enforcer of voluntary 
contracts, 
and gives it 
the 
authority 
to set millions of 
prices and wage rates that rest 
solely on arbitrary judgment 
and political power. 
Friedman has pointed out the 
many unjust effects of gover­ 
nment-managed 
stabilization 
policy. Not only is Big Brother 
continually 
looking over our 
shoulders, 
but our neighbors 
are, too. The system builds a 
nation of informers. If one man 
doesn’t like the price he has to 
pay, he runs to a government 
bureau and tattles. 
Another unhappy effect of 
government interference is the 
minimum 
wage 
law, 
which 
Friedman calls "the moot anti­ 
black law on our statute books- 
in its effect, not its intent.” He 
points out that many blacks and 
teen- agers, on the average, 
have lower skills than whites 
and older workers. 
Both groups are made worse 
off when the minimum wage law 
discourages 
employers 
from 
hiring them. 
The minimum wage law thus 
deprives both blacks and teen­ 
agers of on-the-job training, 
which is the main route whereby 
unskilled workers can become 
skilled. 
For 
nearly 40 years, 
the 
Keynesian 
economists 
have 
been in near-total control of 
American 
universities. 
It 
is 
devoutly 
to 
be 
hoped 
that 
Friedm an’s 
well- 
earned 
distinction will encourage other 
conservative 
professors 
of 
economics to speak out and to 
teach their students the fallacies 
of wage and price controls. 


__________ 
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“Can vou spar© a dim©? For a down payment on a cup of 
coffee.” 


TOMORROW 
NOVEMBER4— 
THURSDAY 
ALEXANDRIA’S 
CHRIST­ 
MAS 
CORNER. 
Nov 
4- 
6. 
Sponsor: 
Alexandria 
Com­ 
munity Y, Gradie Philipp, Prog. 
Dir, 602 Cameron St, Alexan­ 
dria, VA 22314. 
MISCHIEF NIGHT. Nov 4. 
England. The evening of Nov 4 is 
celebrated as "mischief night" 
in many places. See Nov 5, Guy 
Fawkes’ 
Day, 
and 
the 
an­ 
niversary of the “Gunpowder 
Plot" to blow up the Houses of 
Parliament in 1605. Bonfires and 
firecrackers 
commemorate 
failure of the plot. 
NATIONAL RESPIRATORY 
THERAPY WEEK. Nov 4- 10. 
Purpose: 
To 
promote 
technological 
advances 
in 
respiratory 
therapy, 
and 
to 
stimulate 
development 
of 
educational programs in the 
field of respiratory therapy. 
Sponsor: American Assn. For 
Respiratory Therapy, Michael 
Jouett, Educ Dir, 7411 Hines 
Place, Dallas, TX 75235. 
ROGERS, WILL: DAY.Nov 4. 
Oklahoma. 
XXX 


ACTION IS IMPERATIVE 
One of the most critical U.S. 
energy shortages in terms of 


domestic supply is to be found in 
the case of natural gas. It is no 
coincidence that this shortage 
situation comes after 20 years of 
federal regulation of natural gas 
prices 
at 
the 
w ellhead- 
regulation which set price levels 
so low as to discourage ex­ 
ploration, 
development 
and 
production to increase supplies 
and encourage uneconomic uses 
of this highly efficient fuel. 
Today, natural gas is the 
largest 
domestic 
source 
of 
energy, representing more than 
40 
percent 
of the 
energy 
produced in the United States as 
compared with 30 percent for 
petroleum. Despite this high 
dependence 
on 
natural gas, 
proven domestic reserves, it is 
estimated, will fall short of 
supplying demand by 50 percent 
in 1980- only six years from 
now. To correct this ominous 
situation 
and 
call 
forth 
maximum effort, not only to 
conserve natural gas, but to 
increase the supply of it, certain 
specific actions must be taken. 
The president of the American 
Gas Association, Mr. F. Donald 
Hart, 
has 
said 
without 
equivocation, “The single most 
important 
step 
toward 
achieving any degree of energy 
independence is the immediate 
deregulation of the wellhead 


price of new natural gas sup­ 
plies. In addition, it is essential 
that incentives be provided to 
attract the capital required for 
the various segments of the gas 
industry, 
including long-term 
research 
and 
development.” 
Backing up this effort, he calls 
for a $2.3 
billion, five-year 
research plan enlisting public, 
private and government talent 
and financial resources. 
These are heroic efforts, as 
well 
they 
must 
be 
if 
the 
catastrophic trend in domestic 
natural gas supply is to be 
reversed. Failure to act soon 
and positively 
to avert a 
growing shortage of domestic 
natural gas supply can only be 
described as the height of folly. 
XXX 
BOWWOW BLUES 
By RAY CROW 
If you've a way to shush the 
mutts 
Around my place, I’ll try it— 
But I’ll be glad to bet you, sir, 
That barking dogs don't buy 
it! 
XXX 
REGULATORY BURDEN 
MUST BE LIGHTENED 
Regulatory “reform" has now 
joined tax “reform" as a subject 
all public officials, economists 
and 
businessmen 
can 
favor 
without ever seeming to agree 


Washington Merry-Go-Round 


By Jack Anderson 


SECRET GAO REPORT 
OFFERS DIM LOOK AT 
NUCLEAR ENERGY 
By JACK ANDERSON 
and 
Les Whitten 
WASHINGTON - Hidden in a 
technical report, stamped with 
stern secrecy warnings, 
are 
findings that could affect the 
lifestyle of every American. 
The 78-page study strongly 
suggests 
that 
the 
nuclear 
reactors, which the government 
is counting on to produce 40 per 
cent of America’s future electric 
power, may never get beyond 
the blueprints. 
This 
could 
mean 
that 
Americans tomorrow may no 
longer enjoy the unlimited use of 
lights, heaters, air conditioners 
and other homeappliances. 
Even automobile driving may 
be restricted unless government 
planners stop making promises 
and start developing other fuel 
sources. 
Only a few key officials have 
had access to the disturbing 
study. This terse warning ap­ 
pears on the cover: “Recipients 
... must not show or release its 
contents for purposes other than 
official review and comment 
under any circumstances." 
We have reason to believe, 
however, that the 
stark fin­ 
dings may be watered down 
before they are released to the 
public. The American people are 
entitled to know the truth in its 
original scientific form, without 
political censorship. We have 
summarized 
the 
highlights, 
therefore, of the secret General 
Accounting Office report. 
It deals with "liquid metal fast 
breeder reactors,” which the 
technicians know by the initials 
LMFBR. The study, charac­ 
teristic of scientific research, is 
cautious. But these clear con­ 
clusions can be drawn: 
- The development of the fast 
breeder has been impeded by 
bureaucratic 
balkanization. 
There has been absolutely no 
government coordination worth 
noting. More than 100 separate 
agencies, committees and other 
entities have a voice in the 
development. 
~ Federal nuclear 
experts 
have grossly misled the public 
about the risks. The report 
contends that the safety of the 


fast 
breeder 
is 
highly 
speculative. 
-Its 
financing 
by 
private 
industry, contrary to official 
statements, probably will prove 
impossible. The technology has 
already cost a hefty $2.8 billion. 
- Government planners are 
concentrating 
almost 
ex­ 
clusively on the fast breeder, 
with 
an 
all-the-eggs-in-one- 
basket abandon. Yet it not only 
may 
never 
work, 
but 
the 
economic fuel reprocessing may 
never 
be 
achieved. 
Theoretically, the fast breeder 
should produce more fuel than it 
uses. But a failure to achieve 
reprocessing would eliminate it 
as a cheap energy source. 
--Even if the fast breeders 
overcome all the obstacles and 
become operative, it will cost an 
estimated $153 billion to build 
the same energy capacity that 
could be constructed for $128 
billion 
with 
conventional 
reactors and $95 billion with 
coal-fired power plants. 
- If the LMFBR program 
fizzles, as now seems likely, the 
nation will have no alternative 
but 
to enforce energy con­ 
servation on the public. This 
would 
introduce 
the 
strict, 
regulated use of energy. For 
alternate energy sources, such 
as fusion, solar energy, sea 
wave generators, wind energy 
and 
shale oil, 
are 
either 
inadequate 
or 
a 
generation 
away. 
--As evidence that the nuclear 
program is stalling, the report 
declare: “Only four new reacotr 
plants (of any kind) were or­ 
dered in 1975 and only one plant 
was ordered during (he first dx 
months 
of 
1976. 
Since 
the 
beginning of 1974, orders for 
over 200 reactors were deferred 
and nearly 30 were cancelled." 
Public opposition to nuclear 
plants has gathered support in 
niany 
states. 
Not 
only 
en­ 
vironmental but financial ob­ 
stacles 
have 
blocked con­ 
struction. 
The fast breed«, meanwhile, 
is so experimental that even a 
small, 380-megawatt test plant 
cannot be ready before 1983. And 
“no 
single, commercial-sized 
reactor has been tested or even 
designed in the U.S.," the study 
points out. 
Nor has anyone yet coordkafted 


the 
four 
factors 
needed 
to 
process fast breeders- building 
the plant, producing the fuel, 
reprocessing the used plutonium 
and 
disposing of the 
lethal 
wastes. 
The nuclear development is 
snarled almost beyond hope in a 
maze of agencies and com­ 
mittees, 
with 
conflicting 
jurisdiction. Declares the report 
dismally: On Capitol Hill alone, 
"33 
comm ittees, 
65 
sub­ 
committees and one panel claim 
some 
jurisdiction 
over 
the 
Energy 
Research 
and 
Development Administration ... 
Twenty-nine different federal 
agencies share responsibility for 
recommending comprehensive 
national energy policy.” 
This doesn’t take into account 
the numerous private utilities, 
financial 
houses 
manufactu­ 
rers 
and 
citizens 
groups 
that 
are 
also 
in­ 
volved 
in 
the 
program. 
These factors all add up to 
delay. 
At best, it will take 13 years to 
build a commercial reactor, 10 
years to get the fuel fabricated 
and 12 years to construct a fuel 
reprocessing facility. 
And at least 10 years will be 
needed to prepare a permanent 
disposal dump in the remote 
Southwest where the deadly 
wastes can be safely buried and 
kept 
from contaminating the 
environment for the necessary 
thousands of years. 
The 
secret 
study 
all 
but 
rejects out of hand the two most 
optimistic 
schedules 
for 
the 
development of the LMFBR 
technology. Its "conservative" 
estimate is that only six fast 
breeders will be in operation by 
the year 2000. 
The economic feasibility of 
these few plants won’t be known 
until "early in the next cen­ 
tury.” 
The possibility also remains 
that the problems of safety, 
pollution and fuel reprocessing 
could block the fast breeder- 
s altogether. 
The report, in part a model for 
setting national energy policy, 
pleads eloquently for "a firm 
decision" to coordinate efforts 
with 
goals. 
Otherwise, 
the 
United States might be com­ 
pelled to return, at least part 
time, to candles and bicycles. 


on what is being discussed or, 
more important, what should be 
done. 
To the businessman "reform” 
means limiting regulations to 
those 
providing 
reasonable 
assurance that products and 
services are safe to produce and 
use and to making sure that all 
business dealings are ethical 
and honest. Most businessmen 
retain their faith that com­ 
petitive enterprise provides the 
most effective regulatory force 
in the public interest. The public 
is well protected because no one 
buys a bad product or service 
twice 
and 
because 
good 
products and services become 
the best sellers. Businessmen 
rightly resent spending large 
sums in an effort to understand 
and comply with often con­ 
tradictory 
and 
useless 
bureaucratic mandates. Since 
every 
company 
and 
every 
community 
have 
wide 
dif­ 
ferences,, 
government 
rules 
cannot be written to apply 
equitably to all and to achieve 
what 
competition 
in 
the 
marketplace has achieved so 
rem arkably 
during 
our 
economic history. 
When public officials speak of 
regulatory 
"re fo rm ," 
they 
usually mean improving the 
administration of regulations 
which exist. They seldom face 
the question of whether the rule 
should be on the books in the 
first place. They are interested 
in 
eliminating 
governmental 
waste (a laudable goal), not the 
waste in what business calls the 
high costs of compliance, costs 
which are passed on to con­ 
sumers. 
No two economists seem to 
have duplicate views on any 
subject, let alone regulatory 
"reform .” Many of them are 
primarily concerned about who 
does 
the 
regulating, 
not 
whether. 
Should 
it 
be 
the 
federal, state or local govern­ 
ments? 
Should 
there 
be 
a 
separate agency for each fun­ 
ction? Or would a super agency 
help avoid duplication? Is self­ 
regulation effective as practiced 
in the professions of medicine 
and law or will government 
controls provide the most public 
protection at the lowest cost? 
These questions can be debated 
endlessly and moat of us don't 
care. 
As 
taxpayers, 
voters, 
and 
shoppers, however, we all have 
the same interest in regulatory 
“reform." All our experience 
shows that the public fares best 
when 
there 
is 
the greatest 
possible freedom of competition 
and 
the 
minimum 
possible 
governmental regulation. 
XXX 
THERE ARE LIMITS 
"One of the unfortunate dif­ 
ferences 
between 
a 
profit- 
making 
corporation 
and 
a 
government 
entity 
is 
that 
business operates on a carefully 
accounted for accrual 
basis 
while our various 
govern­ 
ments— 
local, 
state, 
and 
federal— 
pursue 
a helter- 
skelter 
cash 
flow 
strategy. 
Governments 
have 
deluded 
themselves 
for 
years 
into 
believing that the tax barrel is a 
limitless treasure trove of funds 
to spend. Thus, they have piled 
up liabilities upon liabilities far 
into the future, through pension 
funds and other commitments. 
But the fact is that taxes have 
become so astronomical that 
any additional taxation merely 
erodes the tax base and reduces 
revenues.” 
Robert E. Thomas 
Chairman and President 
MAPCO Inc. 
XXX 
A NOVEL approach in hiring 
the children of employes for 
summer work is used by Hof­ 
fmann- La Roche, the phar­ 
maceutical 
manufacturer, 
in 
Nutley, 
N.J. 
The 
company 
chooses 
its 
vacation- 
time 
replacements in inverse order of 
their 
parents’ 
salaries. 
The 
cnildren of the lowest- paid 
workers get first preference. 
“The 
president's 
son 
never 
stands a chance of getting a 
job,” says a company official. 
New York Times 
XXX 
Leaving the grocery store one 
morning, I noticed a dairy truck 
at the curb. The driver was 
lowering a platform loaded with 
gallon jugs of milk. Suddenly the 
platform tilted, and jug after jug 
came crashing down. A river of 
milk raced down the sidewalk. I 
braced myself for 
an explosion 
of violent language from 
the 
driver. 
Instead, 
he 
looked 
around searchingly and called, 
“Here, kitty. Here, kitty, kitty, 
kitty.” 
Jimmie L. Kitch 


XXX 
A policeman stopped me in 
San Francisco because my car 
had a faulty taillight. He asked 
my address, and I told him that I 
was 
stationed on a 
Navy 
refrigerator ship. "No kidding! ” 
he said with a smile. "I was on a 
reefer myself. Spent four years 
as a bos’n's mate." He was 
starting to put his ticket book 
away when he asked, “What do 
you do on the reefer? ” 
" I ’m the gunnery officer,” I 
replied. 
“An officer!” he snarled— 
and wrote out a ticket without 
another word. 
NatB. Read, Jr. 
XXX 
Interns at the hospital where 
our daughter is a nurse are 
required to fill out forms stating 
their reasons for not attending 


staff 
meetings. 
One 
young 
doctor who had fallen asleep and 
awakened too late to go to a 
meeting gave his reason: OUT 
ON CASE (pillow). 
Mrs. F.W. Roseberg 
XXX 
\ 
In Today’s Secretary, Joseph 
Arkin presents a list of phrases 
commonly 
used in ads for 
secretarial 
help 
and 
the 
secretaries’ translation of those 
phrases: 
“ Young 
S e c r e ta ry , 
Experienced" — you’d better be 
19 years old and have ten years 
experience. 
“One- Girl Office" — be 
prepared to eat lunch at your 
desk so you won’t miss any 
incoming calls. 
“Ability 
to 
Compose 
Own 
Letters”— the boss is a high- 
school dropout. 
"Attractive, 
Poised 
Young 
Woman”— look out for the boss. 
“Mechanical Ability Helpful" 
— not one machine in the office 
really works. 
“Mature Woman Preferred 
— the boss’s wife is jealous. 
“Excellent Fringe Benefits” 
— low pay, but plenty of young 
salesmen call in person. 
"Public 
Contact— 
Greet 
Important Callers” — you get to 
handle disgruntled customers, 
process servers, encyclopedia 
salesmen and the boss’s wife. 
XXX 
After piloting a passenger 
flight to Honolulu, I spent the 
evening at the movies. When I 
came out of the theater, two 
little old ladies recognized me as 
the captain on their flight. I 
overheard one say, “Wouldn’t 
you think they’d get enough of 
the movies in the airplane?" 
Charles Banfe 


XXX 
After my son’s first day of 
work, at a nationally known can 
company, he told us it was hot 


work, but his employer was 
considerately allowing an extra 
15 cents per hour for cola. 
The next day he mentioned 
that it was strange, but cola 
actually cost 20 cents a can in 
the vending machine, so the cola 
allowance for eight hours’ work 
bought just six drinks. 
The third day, during a work 
break, 
he 
commented 
to 
a 
veteran co- worker how hard it 
was to drink the six cans of cola 
provided 
by 
the 
company. 
“What in the world are you 
talking about?" asked the co­ 
worker. 
"The 15 cents per hour they 
give us for cola," said my son. 
“You dummy!" said the co­ 
worker. “COLA stands for Cost 
of Living Adjustment.” 
Wallace E. Bowers 
XXX 
WE CAN DO BETTER 
In 
the 
1972 
Presidential 
election Minnesota, North and 
South Dakota, 
Montana and 
Utah had the highest voter 
participation, with 67 per cent of 
the voting age population in 
each state turning out. That was 
12 percentage points higher than 
the national average. 
At the other extreme, less 
than 31 per cent voted in the 
District of Columbia, 38 per cent 
in Georgia and 39 per cent in 
South Carolina. 
XXX 


WHEN 
NASA 
built 
the 
National 
Space 
Technology 
Laboratories in Bay St. Louis, 
Miss., it brought a space- age 
sophistication to 
a 
sparsely 
populated area where the pine 
trees hid the local moonshine 
industry. One day a policeman 
discovered what the mixture of 
rocketry and the backwoods had 
spawned. 
He came upon 
a 
gleaming 
still, 
totally 
con­ 
structed of stainless- steel parts 
purloined from NASA. 
Wilma J. Knox 
Inside Labor 


By Victor Riesel 


Jerry Ford’s Gift: 
Inside Story of What Labor 
Really Did for Carter In the 
Back Rooms 
WASHINGTON 
- 
Jimmy 
Carter, 
seemingly 
self- 
propelled, almost always self- 
encased 
in 
a 
simmering, 
theological light, never would 
have made it to the final hours 
as a 
viable candidate if it 
weren't 
for 
a 
pulsating 
backroom labor machine rarely 
seen, reported or discussed. 
And it was all a gift from 
Jerry Ford. 
Towards the end there was 
virtually no Carter campaign. 
Just an uptight candidate on a 
stump, courtesy of the union 
chiefs 
It's charitable to folio into 
history the fact that only a mere 
two-thirds of the machinery of 
the man from Plains was sup­ 
plied by the labor movement. It 
went far deeper. 
And it's all being lost in the 
blinding storm of stories on 
labor’s 
footsoldiers, 
on 
the 
union’s retirees grinding out the 
phone calls, on the movement’s 
blizzarding 
the 
nation 
with 
several hundred million leaflets, 
and $100 million. 
The real story is that the 
sophisticated 
labor 
chiefs 
bridged the gap between the 
d isa ffe cte d 
D e m o c ra tic 
National Committee and Car­ 
ter’s cadres, the inner circle of 
Georgian advisers whom one of 
Carter’s most powerful labor 
campaigners 
dubbed 
flying 
“Gauleiters." 
And it was the top echelon of 
labor chiefs who brokered a 
reluctant 
peace 
among 
the 
feuding Democratic forces in 
New York, Pennsylvania, Ohio 
and especially California. In this 
latter 
state 
most 
of 
the 
Democratic 
chiefs 
had 
long 
wanted Carter buried politically 
so one of their men could run for 
President on the Democratic 
ticket in 1980. 
Only 
labor 
could 
have 
brokered 
this 
for 
Carter. 
Regional Democratic politicians 
in California and Pennsylvania, 
for example, must depend on 
labor’s money, machinery and 
manpower for election- and 
must heed the union officials, or 
else. 
So, 
the 
traditional 
politicians listened. And Carter 
profited. 
The most impactful example 
is New York state. Never has 
there been full unity behind a 
candidate. Always, there's been 
feuding 
between 
the 
liberal 
needle 
trades, 
teachers, 
municipal employes, etc., on one 
hand, 
and 
the 
construction 
(hard hats) crafts on the other. 
This year the Seafarers’ Paul 
Hall 
welded 
them 
into 
a 
powerful COPE machine behind 
Carter. And not out of distaste 
for Jerry Ford, but because the 
movement always needs an ally 
in the White House. 
Without 
this 
internal 
diplomacy, this brokering, this 
pushing, much shouting and 
table thumping by the labor 
leaders, Carter would have had 
no (repeat no) effective fron­ 
tline troops in the battlefront 
states- New York, New Jersey, 
Pennsylvania, 
Ohio, 
Illinois, 
Michigan, 
Texas, 
California, 
Florida and even in Indiana and 
Wisconsin. 
In other words, the fantastic 
errors whipped up daily by 


Carter and his young advisers 
were paid for, paved over and 
smoothed 
by 
the 
labor 
movement. The clannish Carter 
inner 
circle's oftimes 
rude, 
arrogant non- understanding of 
traditional old- time Democratic 
politicians was quickly cut short 
by some top union chief rushing 
In, saying, in effect, “Aw, forget 
the Atlanta camps, impudence 
and pushiness. It comes out of 
inexperience." 
The Georgians were called 
"invaders" 
but 
the 
labor 
movement reminded the official 
Democrats that only getting into 
the 
White 
House 
was 
paramount. Yet all this need not 
have been 
Jerry Ford actually had the 
most knowledgeable and suc­ 
cessful labor politicos in his 
camp until he vetoed their two 
most precious bills- that is the 
common 
situs 
extended 
picketing 
proposal 
and 
the 
Energy 
(oil) 
Transportation 
Security Act of 1974 
Somebody 
mousetrapped 
President Ford on those vetoes 
He would not have turned off 
virtually 
half 
labor’s 
high 
command if he had publicly 
disagreed with them right along 
They would have understood 
But someone in the Oval Office 
inner 
guard 
advised 
the 
President 
to 
go 
along 
and 
promise delivery 


This he did personally to Bob 
Georgine, head of the AFL- CIO 
construction trades department 
and to Paul Hall, the Maritime 
department leader and to the 
Marine Engineers chief Jesse 
Calhoon. They then sent word to 
their people that they had the 
White 
House 
pledged 
They 
didn’t. So they lost face and they 
bolted Jerry Ford. 
Yet they were all natural 
allies of the Republican party. 
And they in turn would have 
delivered an official AFL-CIO 
neutrality in 1976- as they did 
for Dick Nixon in 1972. Only 
insiders know that there isn’t 
any 
such 
creature 
as 
a 
“majority" among the 35- man 
AFL- CIO Executive Council. 
There’s a consensus. President 
George Meany and secretary- 
treasurer Lane Kirkland don’t 
vote. 


This leaves 33 national vice- 
presidents. About half of them 
from the maritime and con­ 
structions unions. And they can 
swing others. So it isn’t a 
majority of one. It’s a majority 
of 60, often 75 per cent. 
Against such a powerful bloc, 
the pro-Carter labor chiefs on 
the executive council couldn't 
have gotten an official AFL-CIO 
endorsement. And without the 
waterfront-seagoing-hard 
hat 
combination 
C arter’s 
vote 
machine would have chugged 
uphill on one cylinder. 
So, it was more than money or 
babysitters and phone banks 
which Jerry Ford tossed to 
Carter, it was the unseen force 
of labor power which works the 
back rooms, and keeps the 
professional politicians in line. 
Just why Jerry Ford permitted 
himself to get caught in the 
mousetrap only his book on the 
presidency will tell. For what 
the 
mousetrap 
was 
worth, 
Carter and company can tell 
now. 
Maybe the rains in Plains 
brought him political manna. 


November (Calendar Girl 


Karla Adam*, 17-year-old daughter of Mr. and Mrs. Dewavon Adams, 115 
School St., is The Daily Standard's November Calendar Girl. Named Miss 
Sikeston at this year’s Cotton Carnival festivities, Karla is a senior at 
Sikeston High School, where her favorite subject is history. She is 5 feet 8 
inches tall and has brown hair and green eyes 
(Daily Standard photo) 
Danforth wins 
Senate seat 


ST LOUIS <AP> — For the first tune 
since 1946. Missouri has a Republican in the 
L' S Senate It took John C Danforth six 
years, but he finally achieved that goal with 
a resounding defeat of former Gov W arren 
1 iiearr es 


“ I've waited for tonight for a long, long 
time. ’ the 40-yearold attorney general told 
supporters at a Jefferson City victory party 
as he rolled up a 219,000 vote margin over 
the Democrat “I’ve waited for the last six 
GOP files complaint 
in Sikeston election 


An 
attorney 
for 
the Scott County 
Republican Party Committee has filed a 
complaint with the U.S. district attorney's 
office in St Louis against the activiUes of 
Lena Feiker. 333 N Kingshighway, at the 
Park Precinct polling place in Sikeston 
Mrs Feiker. a Democratic Party worker 
was reportedly sitting near the election 
judges during the day, checking off the 
names of voters as they voted 
Mary Doggett. 801 N Kingshighway, 
Scott 
County 
Republican 
Committee 
chairwoman, said Mrs Feiker s activities 
were “out of order ’’ 
She said the election law does rut allow 
anyone to remain in the polling place all 
day unless they have credentials She said 
Mrs Feiker did not have credentials or the 
Robbery suspect bound 
over; other dism issed 


One of two men accused of the Sept 16 
robbery of the Bank of Sikeston Midtown 
Bank facility, 120 S Main St., was bound 
over Tuesday and ordered to appear in 
Circuit Court on Nov 11 Charges against 
the second man were dropped 
Roosevelt Baldwin, 38, of Cairo, 111, was 
bound over on a bank robbery charge 
following a brief hearing before Magistrate 
Lloyd Briggs in th* Sikeston City Cour­ 
troom 
Charges against the second man, Carnell 
Littleton, 33, of Cairo, were dropped after 
Baldwin testified that Littleton had nothing 
to do with the robbery. 
The two men were arrested shortly after 
the robbery in an automobile parked in the 


Carter elected President 


WASHINGTON (AP) - President-elect 
Jimmy Carter’s long, once-solitary journey 
from Plains, Ga., will carry him to the 
White House in January with a victory 
forged from the traditional Democratic 
party coalition of the Old South and in­ 
dustrial North 
Carter was declared the victor over 
President Gerald Ford early today when his 
electoral vote total reached 272, two more 
than the 270 needed for election. Wisconsin 
was the state that put Carter over the top. 
The 
latest 
returns 
showed 
Carter 
carrying 23 states with 272 electoral votes 
Ford carried 24 states with 186 electoral 
votes. 
The popular vote totals from 90 per cent of 
the nation’s precincts gave Carter 36,505,737 
andFord34,519,511. 


“I pray that I can live up to your con­ 
fidence and never disappoint you,” Carter 
told jubilant supporters in Atlanta after the 
results were clear. “It’s time for us to get 
together, to correct our mistakes, to answer 
difficult questions and to make our nation 
great.’’ 
Carter praised Ford as “the most for­ 
midable 
opponent 
that 
anyone could 
possibly have.’’ And he called his defeated 
opponent “a good and decent man.” 
Neither Ford, the first Incumbent dented 
a new term since Herbert Hoover was swept 
from office in 1932, nor his running mate, 
Sen. Bob Dole of Kansas, appeared at a 
Republican “victory party" in Washington. 
A White House spokesman said Ford had 
gone to bed before Carter was declared the 
winner. 


Voters' 
desires for a change in 
Washington overcame their qualms about 
Jimmy Carter and their respect for Ford’s 
experience in office, an Associated Press 
poll showed 
Carter won by coaxing support from the 
traditional Democratic blocs, despite their 
feelings, expressed in the survey, that he 
has promised more than he can deliver and 
that he will be a less than excellent 
president. 
The former Georgia governor drew 
strong support from the lower income 
groups, labor union members, blacks and 
the less educated, all the traditional bases 
of Democratic strength 
Thus, on Jan. 20,1977, James Earl Carter 
Jr. will take the oath as the 39th president of 
the United States Taking office as vice 


president will be Sen. Walter F Mondale of 
Minnesota, a man who once toyed with the 
idea of running for president himself, but 
then decided against 
putting 
himself 
through the rigors of a national campaign. 
Carter will be the first deep Southerner to 
reach the presidency by election since 
Zachary Taylor in 1848 
And after eight years of Republican 
control erf the White House, the Democrats 
once again will be in command of both the 
executive and legislative branches of 
government. 
Democratic domination of the House and 
Senate was 
unchanged by Tuesday’s 
election results. Although the party lineup 
in the Senate will be familiar, a lot of the 
faces will be new At least 18 newcomers 
will take Senate seats in January. 


approval of County Clerk Bob Kielhofner 
GOP election judge Anita Hope, 823 N. 
Ranney 
St., 
filed a 
complaint 
with 
Kielhofner against Mrs Feiker, according 
to Mrs Doggett. She added that Mrs Hope 
did not at first realise there was anything 
wrong at the polling place bee suae 8« was 
so busy with voters 
Mrs 
Doggett said 
she 
asked her 
Democratic counterpart, Ben F Marshall 
of Blodgett, to have Mrs Feiker leave, but 
Marshall apparently did not do so 
Mrs Feiker could not be reached for 
comment today, but Tuesday she told 
newsmen she did not think she was doing 
anything improper 
Kielhofner also was not available for 
comment 
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Sikeston 
Teasdale upsets Bond 
approves 
bond issue 


years with great anticipation “ 
It was the second try for Danforth. who 
lost to Sen Stuart Symington by 38,500 votes 
in 1970 He become« the first Republican 
US senator since James P Kern of Kansas 
City w as elected in 1946 
“I win them and I lose them, and I think 
I'm able to take both of tmem the same 
way. ” Heames said He said a Democratic 
National Committee poll taken last week 
showed him receiving only 29 per cent of the 
vote 


Sikeston voters approved a 8250 million 
revenue bond issue by a 4-1 margin Tuesday 
to build a new steam-powered electrical 
generating plant. 
The final vote was 4,412 m favor of the 
issue to 1,149 against The vote gives the city 
authority to issue the bonds to pay for 
construction of the plant. 
The bond issue carried in every precinct. 
Its lowest margin was in Sunset Precinct, 
where it carried 166-123, and the largest 
margin came in Allen Precinct, where it 
earned 691-138 
The power plant will produce power to 
meet Sikeston’s needs from 1981, the year 
the plant will be completed. untU the year 
2,000 
Excess power generated during that time 
will be sold to 11 other communities 
throughout the state. 
The bonds will be paid off through the sale 
of power in Sikeston and to the othe com­ 
munities 
The voting breakdown, by precinct, was: 
Park Precinct, SeMo Motor Co.. 417 N 
Main St., 582 yes. 118 no, Airport Precinct, 
Northeast Fire Station, 508 N Main St.. 460 
yes, 114 no; Allen Precinct, Lee Hunter 
Elementary School, Baker Lane, 691 yes. 
138 no. Delmar Precinct. Sikeston Activity 
Center. 201 S Kingshighway, 523 yes. 138 
no. Sunset Precinct, Lincoln School. 229 
Westgage, St, 166 yes, 123 no 
Clayton Precinct, Lewis Furniture Co., 
650 W Malone Ave , 482 yes. 116 no, Armory 
Precinct, National Guard Armory. 300 S 
Main St., 685 yes. 137 no; Broadway 
Precinct, Imperial Bowling Lanes, 1601 E 
Malone Ave,, 441 yes, 128 no. Big Prairie 
Precinct. Sikeston Motor Co , 1030 S Main 
St ,180 yes, 123 no 
Absenteee ballots included 202 votes in 
favor of the bond issue and 14 against, 


ST LOUIS (AP) — Joseph Teasdale, 
discounted only a few weeks ago as having 
any chance of winning the governor's 
mansion, pulled a surprising but narrow 
upset today by unseating GOP Gov Christ­ 
ophers Bond 
But while the former Jackson County 
Prosecutor 
was 
stunning 
Missouri 
politicians for the second gime of the 
campaign season, GOP Lt Gov William 
Phelps was fighting back from a deficit to 
take a 4.000 vote lead over Democratic 
House Speaker Richard Rabbitt. 
With 98 per cent of the precincts reporting 
in the governor s race, Teasdale who gained 
notoriety in walking across the state four 
years ago. had 936,862 votes or 51 per cent to 
Bond's 917,910 votes or 49 percent 
Phelps had 895.724 votes or 50 per cent to 
Babbitt's 891,596 votes or 50 per cent with 97 
per cent of the precincts reporting In 
becoming the first GOP lieutenant-governor 
in 40 years in 1972, Phelps won by only 8,900 
votes over Democratic State Rep Jack 
Schramm 
The only bright spot for the Republicans 
on the statewide level was the victory by 
former 
Auditor 
John 
Ashcroft 
over 


Democratic State Rep James Baker in the 
race for attorney general. With 95 per cent 
of the precincts reporting, Ashcroft had 
859.241 votes or 51 per cent to Baker's 
839,971 votes or 49 per cent. 
The two Democratic Incumbents seeking 
re-election to statewide office—Treasurer 
James Spainhower and Secretary of State 
James C Kirkpatrick—scored lopsided vic­ 
tories over their Republican challengers to 
suggest a possible Democratic sweep erf ail 
the statewide offices 
Teasdale, as victor in the governor s race, 
will also appoint a successor to Democratic 
Auditor George Lehr, who is resigning with 
two years left in his term because of per­ 
sonal reasons Lehr had said if Teasdale 
won, he would not resign until the new 
governor took office in January 
Teasdale declined to issue any statement 
early today because of a computer break­ 
down in St Louis county that delayed final 
tabulation of votes from about 90 precincts. 
“He’s just being a tittle cautious." a 
spokesman said 
Earlier, Teasdale told supporters in 
Kansas City, “I've been through too much 
to come down prematurely It looks like I 


won, but please pray the remaining votes 
come In I'll do everything I can to make 
you proud of me ” 
Teasdale said he would have a statement 
later today. 
Bond, 37, mentioned as a possible GOP 
vice presidential nominee this summer, 
attributed Teasdale's surprise showing to 
' heavy television advertising" in the final 
days of the campaign and pledges to cut 
taxes and utility rates 
“Perhaps we didn't do a good enough Job 
of selling our record," Bond said. "Perhaps 
we spent too much time building a record 
and not telling the people about it." 
Teasdale, after jumping to an early lead, 
steadily built that edge up to between 40,000 
and 50,000 votes He defeated Bond two-le­ 
one m St. Louis City where Bond had con­ 
centrated his final campaign efforts 
Bond had been pinning his hopes on 
returns from St Louis county and South­ 
west Missouri, where he has traditionally 
run wail And while he began to eal away at 
Teasdale's lead as the final returns came it. 
he was unable to carry those areas by the 
margins needed to offset Teasdale wins in 
Kansas City and elsewhere 
Stoddard re-elects Mouser 


BLOOMFIELD— Democrats won every 
position voted on in Tuesday s general 
election in Stoddard County except for 
sheriff, the only contested office 
Balloting was close all night as the 
returns came in, but the final tally was 5,006 
for incumbent Sheriff Ralph Mouser and 
4.826 for his challenger, former sheriff 
Edsel Edwards 
Mouser won in 14 precincts, Edwards won 
in 12 precincts and the two candidates tied 
in Gray Ridge precinct, with each receiving 
124 votes 
The sheriff's race held the moat interest 


in the county, next to the national and 
gubernatorial races, with all of the coun- 
tywide positions being filled by unopposed 
Democrats 
On the national level, the Carter-Mondale 
ticket 
beat the Ford-Dole ticket by a 
substantial margin The final vote in the 
wounty was 6,097 for the Democrats. 3,989 
for the 
Republicans and 24 for the 
Independent ticket of McCarthy-Barrett 
In the Senatorial race. Hearnes won in 
Stoddard County by over a thousand votes 
against his Republican opposition, John 
Danforth The vote in that race in the county 
Shelly is re-elected 


Sikeston Hign School parking lot 
But Baldwin said that the first he told 
Littleton of the robbery was when he saw 
Highway Patrol Sgt A. E. "Bud" Mills 
approaching 
Baldwin claimed he had asked Littleton to 
park near the Travelodge Motel on East 
Malone Avenue and told him he was going to 
walk down to the corner for a moment 
He claimed he robbed the bank, returned 
to the car and Littleton drove off without 
ever knowing what had happened 


Prosecuting Attorney James E Moore HI 
said there was no way of proving Littleton 
had any connection with robbery, so he 
asked Judge Briggs to droo the charge 


CARUTHERSVILLE - Thad O. Shelly, 
former Pemiscot County Sheriff, who was 
ordered to vacate his office last month for 
failure to post a required 850,000 bond 
requested by the County Court, has won re 
election to the sheriff's office Pemiscot 
County Clerk John Aliford said today that 
Shelly will be sworn in Jan 1,1977 


Shelly, who was forced from office after 
his name was placed on the general election 
ballot, defeated Republican James C. 


Green, and three write-in candidates, to win 
back his office 
According to officials at the Pemiscot 
County Prosecuting Attorney’s office, there 
are no criminal actions pending against 
Shelly at this time, but several civil matters 
have been filed Among the civil matters 
pending against Shelly is a suit filed by his 
former wife for separate maintenance and 
support An ouster suit filed by Prosecutor 
Mike Haxel for failure to turn over fine 
monev on time is still under consideration 


In addition, state auditors are still looking 
over Shelly ’s books 


Shelly posted 2.480 votes while his closest 
opponent, Clyde Orton, a former Pemiscot 
County sheriff who was ousted in 1971 for 
allowing illegal gambling in the county, 
took in 1,486 votes 


The current sheriff. Charles A Farris, 
received 1.285 votes, and John Turnage got 
612 Green received 646 votes 


was 5,835 for Hearnes. 4.266 for Danforth 
and nine for independent candidate Petty. 
The gubernatorial race in the county was 
a little closer, with Teasdale receiving 5,315 
votes and Bond receiving 4,616 botes 
Independent candidate Striler received two 
votes in the county, 
Democrat Rabbitt received 5,333 in his 
race for the lieutenant governor position, 
with Republican Phelps coming in second 
with 4,232 votes and non-partisan candidte 
Fischer receiving 12 votes 
Kirkpatrick ran away with the votes in 
Stoddard County in his bid for re-election to 
the secretary of state position, receiving 
7,064 votes compared to 2.428 for Huffman 
and nine for non-partisan candidate Car­ 
mack 
Spainhower also ran aw ay with the vote in 
the state treasurer race in the county, 
receiving 7,134 votes and Kemp receiving 
2.423 votes 
Democrat Baker received 5,769 votes in 
his bid for the position of 
At torney 
General, with 
Republican Ashcroft 
receiving 3,741 votes 


See No 2 Page 4 


Dennis apparent Senate winner 


BENTON — Scott County Sheriff John 
Dennis is the apparent winner in the race 
for the state Senate seat from the 27th 
District, leading Cape Girardeau Mayor 
Howard Tooke 32,033 to 21,773, with all but 
five precincts reporting in the eight-county 
district 


Dennis won handily in the counties of 
Bollinger. Reynolds and Scott, and by a 


good margin of victory in Ripley County. 
The only county Tooke won was his home 
county of Cape Girardeau. 
The vote tallies, as released by Scott 
County Clerk Bob Kielhofner, are: 
Bollinger County, Dennis 2,650. Tooke 253; 
Reynolds County, Dennis 2189. Tooke 640; 
Mississippi County, with one precinct still 
unreported, Dennis 3,174, Tooke 926, Carter 
County, with one precinct unreported, 


Dennis 640. Tooke 400; Ripley County, 
Dennis 2,398, Tooke 1.58S; Wayne County, 
with two precincts unreported, Dennis 1,804, 
Tooke, 1,343, Cape Girardeau County, with 
one precinct unreported, Dennis 9,390, 
Tooke 11,338, and Scott County, Dennis 
9.808, Tooke 3,489 
The Senate seat is now occupied by Albert 
M Spradling of Cape Girardeau, who has 
announced his retirement 


^tl 's inside. 
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Mississippi County rejects solid waste tax 


CHARLESTON 
~ Mississippi County 
residents soundly defeated a solid waste lax 
proposal on Tuesday’s general election 
ballot by a margin of 1,858 in unofficial 
returns 
The tax. proposed by the County Court for 
operation of a sanitary landfill, was not to 
exceed 10-cents per 8100 valuation 
Voting for the measure were 1,179 to 3,037 
against 
As 
expected, 
in the predominantly 
Democratic county Democratic candidates 
on federal and state levels received the 
highest number of votes 


Complete unofficial returns were not 
available until after 9 a m today when 
judges in East Prairie Precinct Two 
brought their tally books to the County 
Clerk’s office 
In the presidential race, the Carter 
Mondale ticket received 3.406 votes to Ford 
and Dole's 1,734 Independent candidates 
McCarthy and Barrett received 17 vote«. 
In the U S Senate race, native born «on, 
Warren E Hearnes of Charleston, tallied 
3,731 votes in his unsuccessful bid against 
Republican John C. Danforth, who received 
1,273 Lawrence “‘Red’’ Petty received four 


votes 
In the Governor's race, Democrat Joseph 
Teasdale 
outpoUed 
Republican 
Gov 
Christopher Bond by 1.899 votes Teasdale 
tallied 3,316 votes to Bond's 1,617 and Leon 
Stnier was given three votes 


Democrat Richard Rabbitt won easily In 
the county in the lieutenant governor's race 
with 3,359 votes to incumbent Republican 
William “BiH" Phelps’, 1,317 
For 
secretary 
of 
state, 
incumbent 
Democrat Jim Kirkpatrick overwhelmingly 
defeated Mildred Huffman by 3,219 votes in 
the county. Kirkpatrick polled 4,009 to 


Huffman's 718, with Evelyn F, Carmack 
receiving one vote. 
Congressman 
BUI D 
Burlison won 
handUy over his Republican opponent. Joe 
Carr on with 4.087 votes Carr on received 
747 
On the Attorney general's ballot, 3,338 
votes were cast for Democrat James Baker 
Republican John Ashcroft totaled 1,335 
Unofficial returns in the County alio gave 
Sheriff John Dennis of Benton the win over 
Mayor Howard Tooke of Cape Girardeau in 
his bid for election as state senator from the 
27th District Dennis tallied 3,837 to Took*’» 
1,076 


In uncontested Democratic races voUng 
in state and county offices were as follows 
State representative. 160th District, Fred 
DeField, 4,092, state representative, 161th 
District. Gene Copeland. 126; Circuit Judge 
Marshall Craig, 
4,027; 
County 
Court 
associate judge First District, Lindsay 
Hurley, 2,164. County Court associate judge 
second district, Teddy Bennett, 1.972; 
prosecuting attorney, Edward C Graham, 
3,982. Norris Grissom, sheriff, 4.063, county 
assessor, Ed DeField, 4,243; coroner, Elgin 
McMikle. 4,184; 
and county surveyor 
Raymond Lee. 3,841 
See No. I Page 4 


For county election news roundups, turn 
to 
page4A 
Advance and Bell City gain victories in 
the Bell City B- team basketball tour 
nament For sports newt, turn to 
page« 
4B and 5B 
Missouri voters approve Proposition 
One and Amendment One and reject 
Amendment 
Two 
For details, 
turn 
to 
page 6B 
. . . and outside 


Fair and cooler tonight and Thursday. 
Wind» will be northerly 8- 12 m p.h Low 
tonight 30- 35, high Thursday 50- 55 
Probabilities of measurable precipitation 
near zero 
EXTENDED FORECAST 
Little or no precipitation Friday through 
Sunday Cool Friday with low about 35 and 
high near 55 Wanner Saturday with low 
about 45 and high near 60 Cooler Sunday 
with low of 40 and high in the upper 50's. 
HIGH AND LOW 
High and low temperatures for the 24- 
hour period ending at 7 s m today were 6a 
and 36 degrees 
Sunset today 
. . . . 
5 00 p m 
Sunrise tomorrow............. 
6 26 a it, 
Moonset tomorrow 
4 17am 
Full Moon (and penumbral eclipse of 
the moon) 
\ uv < 
The Taurtd meteor shower is now at ill 
maximum 
Taurida are slow movinj 
shooting stars and as many ai 15 of then 
ynight be seen in an hour 
^ 
w 
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HOSPITAL NOTES 
MISSOURI DELTA 


R alM std : 
Louie La Plant, East Prairie 
Earnestine 
Jordan and baby 
boy, Sikeston 
M arilyn Eaton, Sikeston 
W illiam Littleton, Sikeston 
M yrtle Mason, East Prairie 
Lillian Surface, Bell City 
Hugh Goodale, Charleston 
Dam ika Patterson, New M adrid 
Offie Hunter, Canatou 
Carl Launlus, Morehouse 
Ardena Russell, East Prairie 
Sherry Tilley, Bloomfield 
Alm a Rayburn, Sikeston 
Patty Vinson and baby boy, 
Advance 
N. Ray McCoy, Matthews 
Hazel Clark, Sikeston 
W illiam Files, Sikeston 
Stella Pearson, Sikeston 
Christine Golightly, Charleston 
Maureen Vanover, Sikeston ' 
Dorothy Null, Sikeston 
Linnie Cherry, Charleston 
Daniel Kinder,Morehouse 
Francis L. Couch, Sikeston 
Irene Rudeseal, Dexter 
Robert Washington, Sikeston 
Penny Tipler, Catron 


PEMISCOT MEMORIAL 


Admitted: 
Nattie Lawson, Hayti 
Chajauna Bateman, Hayti 
Linda Cook, Hayti 
R a y m o n d 
W i m p l e y , 
Caruthersville 
William Reno, Caruthersville 
Lois Kestring, Steele 
Hortense Stallion, Steele 
J.L. Cook, Portageville 
Helen James, Parm a 
Barbara Long, Conrad 
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Released: 
Mildred Graham, Hayti 
Leather M ills, Caruthersville 
Ethel Jameson, Portageville 
Shirley Johnson, New Madrid 
Bruce Thomas, Lilbourn 


DEXTER MEMORIAL 


Released: 
Floyd Taylor, Campbell 
Kenneth Gregory, Advance 


CHAFFEEGENERAL 


Released: 
Paul McDowell, Jackson 
Lacleda Northern, Bell City 
Bertha Schwartz, Chaffee 
Franchon White, Cape G irar­ 
deau 


SOUTHEAST MISSOURI 


Released: 
Judy Medley, lllmo 
Blanche Kirby, Benton 


FIRES 


Firemen 
were called 
to ex­ 
tinguish a fire in the cab of a 
pickup truck about 1 a.m. today, 
according to the Department of 
Public Safety firedivision. 
The truck, parked in a vacant lot 
at 218 Luther St., is owned by 
Jimerson Service Station, 703 W. 
Malone Ave. 
The fire started in the seat of the 
truck, but the cause was not listed. 


ACCIDENT PATIENTS 


Accident patients treated and 
released 
Tuesday 
in 
the 
emergency room at M issouri Delta 
Comm unity Hospital were: 
Doyle D. Burgess, 18, Sikeston, 
foreign object in eye; Robert L. 
Cook, 
43, 
Morehouse, 
pulled 
shoulder out of place, 
Bernice 
Fitts, 46, Sikeston, cut finger with 
knife; Jeffery Brown, 15, Sikeston, 
burned eye while burning wheat; 
Celeste McCollum, 26, St. Louis, 
injured back in fall. 
Glenn Harris, 30, Charleston, 
b ruises 
and 
scratches 
when 
combine header fell on leg; James 
H. 
Taylor, 
33, 
East 
Prairie, 
bruised leg; Barbara B. Sm ith,33, 
Morehouse, 
cut 
hand 
on 
car 
window; 
Kenneth 
Payne, 
12, 
Sikeston, stuck drill in finger; and 
Pauline Brock, 42, Sikeston, heavy 
object fell on head. 


\ 
POLICE ARRESTS 


M E M B E R 
The Inland Daily 
Press Association 
Audit Bureau of 
Circulation 
M issouri Associated 
Dallies 
Associated Press 


NATIONAL NEWSPAPER 
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N N A SUSTAINING 
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The Associated Press is entitled 
e x clu sive ly 
to 
the 
use 
for 
repubilcation of all the local news 
printed in this newspaper as well 
as ail A P news dispatches. 
N a t i o n a l 
A d v e r t i s i n g 
Representative: 
Mathews, Shannon, Cullen, Inc., 
Memphis, Tennessee. 
R A T E S 
C L A S S IF IE D R A T E S 
Minim um charge $2.18. Deadline 5 
P.M. two days before publication. 
No exceptions Classified Display 
$1 89 per inch per insertion; $1 50 
Extra Service Charge for Blind 
Ads; Cards of Thanks$2 50 up to 40 
words, over 40 words up to 80, 
S5 00 
D ISP L A Y R A T ES 
Display Advertising, per inch $1 82 
Reading, Notices, per line 50 cents 
Legal Notices at the Legal Rates 
All 
subscriptions 
payable 
in 
advance 
By carrier in city $2.50 
per month. 
By mail where carrier services 
is not available; 
1 y e a r ........... 
$30.00 
6 months 
$16.00 
3 months 
$ 9.00 


MALL STARTS FRIDAT 


" M a n o in g o" 
LIT THE FUSE- 
DRUB 
IS THE EXPLOSION! 
MALC0 TWIN STARTS FRI. 


A UNIVERSAL PICTURE E 
S 
A UNIVERSAL PICTURE 


R0RF.RT SHAW JAMES EARL JONES PETER BOYLE 
IEYE BUJOLD BtnU BRIDGES GEOFFREY HOLDER "SWASHBUCKLER' 
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Eaton M fg 
Ford AAotor 
57% 
General M otors 
74'/« 
Interstate Brands 
13’/a 
Malone 4 Hyde 
22% 
Mid South Util 
15V2 
J. C. Penney 
57Va 
Union Elect 
15% 
Occidental Pet 
18% 
W alM art Stores 
14V4 
E D IT O R 'S N O T E: The bid price 
is the approximate price if one 
were a seller and the asked price is 
the approximate price if one were 
a buyer. These are listings at the 
close of the previous market. 
Quotations furnished by Hugh T 
M c c o l l u m , 
R e g i s t e r e d 
Representaive for Rowland and 
Co. 1405 East Malone. Phone 471- 
5350. 


GRAIN MARKET 


C H IC AG O 
(AP ) 
— 
Soybean 
and grain futures prices were 
uneven 
im 
early 
dealings 
on 
the Chicago Board of Trade to­ 
day. 
On 
the 
opening, 
soybeans 
were 3Va cents a bushel lower 
to 2V2 higher, 
November 6.74; 
wheat was Vj lower to 2 higher, 
December 
2.78; 
corn 
was 
V. 
lower to l'/j higher, December 
2.54 and oats were Vj lower to 
% higher, December 1.62'/j. 


WEATHER ELSEWHERE 


By The Associated Press 


Kansas City 
64 
3/ 
t i 
ctr 
Las Vegas 
81 
51 
clr 
Littl Rock 
67 
49 
cdy 
Los Angeles 
94 
66 
clr 
Louisville 
61 
44 
cdy 
Marquette 
51 
34 
T 
sn 
Memphis 
66 
48 
1.72 
cdy 
M iam i 
77 
68 
rn 
Milwaukee 
58 
31 
cdy 
Mpls-St. P. 
57 
37 
cdy 
New Orleans 
67 
40 
clr 
New York 
50 
44 
cdy 
Okla. City 
75 
43 
cdy 
Omaha 
62 
37 
clr 
Orlando 
81 
63 
.92 
rn 
Philad'phla 
52 
40 
cdy 
Phoenix 
91 
62 
clr 
Pittsburgh 
49 
46 
cdy 
P'tland, Me. 
38 
23 
cdy 
P'tland, Ore. 
68 
44 
clr 
Rapid City 
56 
28 
clr 
Richmond 
56 
30 
cdy 
St. Louis 
65 
36 
clr 
Salt Lake 
65 
34 
clr 
San Diego 
88 
61 
clr 
San Fran 
77 
61 
clr 
Seattle 
57 
45 
cdy 
Spokane 
46 
34 
1.20 
cdy 
Tampa 
79 
60 
rn 
Washington 
53 
42 
cdy 
HI— Previous day's 
high. 
Lo— This m orning's 
low. 
24 
Prc— Precipitation 
for 
hours ending 8 a.m. 
ern time. 
today East- 


Otlk— Sky 
for today. 
conditions 
outlook 


Thursday .4, rise Friday .1; and 
fall Saturday .3. 
At Cairo the river will fall 
Thursday .8 ; fall Friday .1; and 
rise Saturday .3. 


m 


At the turn of the century. Theodore Hostetler, a noted playboy sportsman from 
Pittsburgh, lost a million dollars gambling--by pitching pennies! 


Wednesday 
HI LO P R C Otlk 
Albany 
47 
40 
. cdy 
Albu'que 
72 
42 
clr 
Am arillo 
72 
35 
.. clr 
Anchorage 
28 
24 
cdy 
Asheville 
55 
28 
.. cdy 
Atlanta 
60 
33 
.. clr 
Birm ingham 
64 
34 
.. clr 
Bism arck 
50 
31 
.. clr 
Boise 
65 
37 
.. clr 
Boston 
46 
38 
.. cdy 
Brownsville 
76 
52 
.. clr 
Buffalo 
50 
40 
cdy 
Charleston 
57 
42 
.02 cdy 
Charlotte 
55 
30 
. 
cdy 
Chicago 
63 
34 
. 
cdy 
Cincinnati 
56 
36 
cdy 
Cleveland 
52 
35 
. cdy 
Denver 
57 
32 
cdy 
Des Moines 
61 
34 
clr 
Detroit 
55 
32 
.. cdy 
Duluth 
46 
29 
sn 
Fairbanks 
1 
03 
.01 cdy 
Fort Worth 
76 
51 
clr 
Green Bay 
57 
31 
cdy 
Helena 
46 
29 
.. clr 
Honolulu 
83 
71 
clr 
Houston 
68 
52 
. clr 
Ind'apolis 
60 
32 
cdy 
Jacks'vllle 
69 
57 
.31 
rn 
Juneau 
49 
47 1.37 
rn 


Dennis 
Lee 
Morgan, 
406 
N. 
Johnson, Charleston, possession of 
marijuana. 
David O Muleahy, 701 Helen St., 
no city 
sticker and failure to 
display current registration. 
John 
E 
Betts, 
715 Warren, 
Charleston, no driver's license, 
carrying a concealed weapon and 
improper registration. 
Robert Earl Isbell, 846 Vernon 
St., driving under the Influence of 
alcohol. 
Allen E . Small, 314 Crowe Piece, 
receiving stolen property. 


BIRTHS 
C A R N E Y — Mr. end Mrs. Jim 
Carney, 
301 
Gilmore 
St., 
ere 
parents of their first child, a 
daughter bom Oct. 28 at Missouri 
Delta Comm unity Hospital. The 
girl weighed 8 pounds, 6 ounces, 
and has been named Jenny Lynn, 
M rs. 
Carney 
is 
the 
former 
Beverly Ingram, daughter of Mr. 
and 
M rs 
Lynn 
Ingram, 
704 
Hickory 
Drive 
Carney is em ­ 
ployed by M. D Lim baugh Con 
struction Co., and is the son of Mr. 
and M rs Dale Carney of Jefferson 
City. 


LOCALSTOCKS 
B ID 
ASK 
Anheuser Busch 
24' 3 
25 
Energy Res Gp 
1% 
l 7s 
Dollar General 
8% 
9 
1st Nat Bk of Sik 
5’ 2 
6' j 
Jerrico 
26V4 27 
Martha Manning 
1% 
2 
Noranda M ines 
34% 35% 
Olson Farm s 
3% 
4% 
Pabst Brewing 
23'» 23% 
Reliable Life 
9% 10’/j 
Sterling Stores 
4Vt 
5 
Wetterau 
16% 16% 
L I S T E D ST O C K S 
Allied Stores 
Am erican Tel & Tel 
Am erican Motors 
Chrysler 
Columbia Gas 


RIVER STAGES 
Mississippi River 
FI 
Now 
Ch 
Chester 
27 
1.5 
— 1 
Cape Girardeau 
32 
7.6 
nc 
New Madrid 
34 
12.6 
+.2 
Caruthersville 
32 
13.7 
+.3 
FORECAST 


At Chester the river will rise 
Thursday .2; rise Friday .1 ; and no 
change Saturday. 
At Cape Girardeau the river will 
be 
no 
change Thursday; 
rise 
Friday .2; and fall Saturday .1. 
At New Madrid the river will be 
no change Thursday; fall Friday 
.7; and fall Saturday .1. 
At Caruthersville the river will 
rise 
Thursday 
.1; no 
change 
Friday; and fall Saturday .7 
Ohio River 
FI Now 
Ch 
Golconda 
40 
19.3 
— .1 
Paducah 
39 
17.1 
nc 
Grand Chain 
42 
22.7 
+.1 
Cairo 
40 
20.7 
nc 
FORECAST 


At Golconda the river will rise 
Thursday .1; rise Friday .5; and 
rise Saturday .1. 
At Paducah the river will fall 


WADE’S FOOD MART 
800 WARNER 
SIKESTON, M0< 


FREE DELIVERY WITH $5°° ORDER 
MUST BE IN BY 2 PM 
H0URS-M0N-SAT-8-7-SUN-10-6 
WE ACCEPT FOOD STAMPS 


IS HE or isn't he planning to 
lay down som e of the burdens 
of his office? According to 
Italian press reports, 
Pope 
Paul VI, 79 and troubled by 
arthritis, may turn over som e 
tasks to a deputy. 


PARTINS WHOLE HOfi SAUSAGE................... 
KING COTTON NO. 1 SLAG SLICED BACON 
US NO. 1 RED POTATOES 


09* L I 
QQc I B 


10 LB M l 80* 
HELLO DELI 


00L0GNAI BRAUNSCHIWEIGER 
79* LI 
KING COTTON LIVER C H EESE...........................................................................*1” H 
KING COTTON LUNCHEON LO A F ....................................................................*1 " LI 
REELF00T PICKLE LOAF.....................................................................................*1 " LI 
ARM0UR-0LD FASNION-KULBASSV-RBQ LOAF 
*1” LI 
KINO COTTON SALAMI 
*1” LI 
FARM CREST ICE CREAM 
79* '/* ML 
UNIT 1 WITH *10” PURCHASE 
0WNERS-J0HN HILL-VERNELL HILL 


THE NO. 1 STORE IN CHOICE MEATS AND FRIENDLY SERVICE 


«a»— 
«»ml 
20% off. 
western shirts 
in our 
Western Shop. 


Sale 9.60 to 12.80 


R ag. 12.00 to 10.00 Here’s the year’s greatest selection 
of men's and boys’ rugged western shirts Get easy- 
care plaids, solids, stripes. Great looks with jeans. 
Here’s your chance to round up all the looks you like 


Sal* prlcM effective through Saturday. 


Shop our catalog 
471-8111 
8:00 am till 9:00 pm JCPenney 
Kingsway Mall; Sikeston, Mo. 
V 
■O pen 9:30 am till 9:00 pm 
m 
471-8111 


NPB**aæaB»iia»è»Éii»aa»a#ai»iiàÉNiaail»adWiaaii#â#a#aàaaaaa»àw^aaàw#a^a»aalaW#aa aádaaa# Dai 
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POOR CHARLIE SAYS! 
•After people get married,there is nothing in fortune 
telling and dream books that covers their cases. 
XXX 
MORE THAN 
OCR PITY 
Saturday, October 23, 1976, marked the twentieth 
anniversary of one of the heroic, and at the same time the 
most tragic, of all events in minkind’s long, agonizing 
struggle for freedom. It was on that day that the people of 
Hungary, goaded to desperation by persecution, torture 
and terror, turned against their Communist oppressors. 
For 
fifteen 
magnificent, 
history 
- 
making days, 
Hungarian men, women and youth fought, and died, 
against overwhelming odds 
In the end, they were 
crushed beneath the treads of thousands of Soviet tanks 
and tens of thousands of Red Army troops. 
Wrote Archibald MacLeish at that time: "We should 
; not forget, in all the suffering and pain, that we owe the 
people of Hungary more than our pity. We owe them also 
pride and praise. For their defeat has been itself a 
triumph. Those Hungarian students and workers and 
w omen and fighting children have done more to close the 
future to Communism than armies or diplomats have 
done before them. They have given more and done more. 
^ or what they have done has been to expose the brutal 
hypocrisy of Communism for all of Asia, all of Africa, all 
ih e world to see. So long as men live in any country who 
remember the murder of Hungary, Soviet Russia will 
pever again be able to pose before the world as the 
benefactor of mankind The Hungarian dead have torn 
,that mask off. Their fingers hold its tatters in their 
graves.” 
Ioday, the people of Hungary still live under the op­ 
pressive heel of their Soviet masters, with an area only 
-about the same as the State of Indiana, Hungary is oc­ 
cupied by four full divisions of Soviet troops, each 
composed of 12.000 to 16.000 men, two of them tank 
divisions with over 650 tanks, plus armored cars and a 
v ast array of weapons. In addition, the Hungarian people 
are kept in line by one of the most vicious- secret- police 
¿ystems of all the captive nations The AVH — also known 
as Avos — has done much to earn the hatred, as well 
as the fear, of the people. This contemptible organization 
was formed by the USSR immediately after Soviet oc­ 
cupation following World War II by simply switching the 
armbands of the Hungarian Fascist Arrow Cross Party 
which had earned its reputation by the killing of Jews 
The ranks of the Fascist Arrow Cross- AVH units were 
then filled by common criminals who were released by 
the Communists from the jails on the promises that they 
would serve the Reds as informer- enforcers. 
: Those who love freedom must never forget the 
j:ourage. and the sacrifices,of the people of Hungary 
XXX 
It was over 50 years ago that Humorist Will Rogers 
¡wrote. "The Stock Market has spoiled more appetites 
¡than bad cooking ” 
XXX 
American business bears a massive tax ioad. In 1974, 
, jthe federal government collected $291 billion from the 
.nation in taxes — 40 per cent of which came from 
•business. State and local governments claimed even 
.more from business — more than $125 billion or 60 per 
•cent of their revenues. 
XXX 
: Looking back to l%7 (the year from which Consumer 
•Price Index changes are measured) offers even more 
¡stark contrast. Prices are now 64 per cent higher than in 
¡that year with the average family’s tax liabilities at least 
; 150-200 per cent higher. 
XXX 


• 
V\ hile the general cost of living has climbed about 40 
¡per cent since 1966, the total bill for taxes has jumped by 
¡65 per cent. 
I P.S. TO THE NEWS | 


freedom and 
narrowing our 
subservience to the arbitrary 
whim of big government 
Friedman 
has 
been 
an 
eloquent and often lonely voice 
in academic circles explaining 
that wage and price controls are 
a giant step away from the rule 
of law back into the despotism of 
man It takes government out of 
its proper function as referee 
and enforcer of voluntary 
contracts, 
and gives it the 
authority to set millions of 
prices and wage rates that rest 
solely on arbitrary judgment 
and political power 
Friedman has pointed out the 
many unjust effects of gover­ 
nment managed 
stabilization 
policy Not only is Big Brother 
continually looking over our 
shoulders, but our neighbors 
are, too The system builds a 
nation of informers If one man 
doesn t like the price he has to 
pay, he runs to a government 
bureau and tattles 
Another unhappy effect of 
government interference is the 
minimum 
wage 
law, 
which 
Friedman calls the moat anti- 
black law on our statute books- 
in its effect, not its intent " He 
points out that many blacks and 
teen- agers, on the average, 
have lower skills than whites 
and older workers 
Both groups are made worse 
off when the minimum wage law 
discourages 
employers 
from 
hiring them 
The minimum wage law thus 
deprives both blacks and teen­ 
agers of on-the-job training, 
which is the main route whereby 
unskilled workers can become 
skilled 
For nearly 40 years, 
the 
Keynesian 
economists 
have 
been in near-total control of 
American 
universities. 
It 
is 
devoutly 
to 
be 
hoped 
that 
Friedman's 
well- 
earned 
distinction will encourage other 
conservative 
professors 
of 
economics to speak out and to 
teach their students the fallacies 
of wage and price controls, 


. 
By PHYLLIS SCHLAFLY 
Copley New* Service 


! The 
announcement 
that 
¡Mdton Friedman, probably the 
world's most famous champion 
of the free market, has received 
the Nobel Prize for economics is 
tht latest in a series of events 
•this year confirming the new 
respectability of conservatism 
; In 
the 
most 
unexpected 
places, 
people 
are 
demon­ 
strating their discovery that 
¡socialism is a failure The voters 
in Sweden this fall defeated the 
Socialist government that h » 
ruled there almost steadily for 
14 years 
The British Socialist leaders, 
aced 
with 
the 
plummeting 
/alue of the pound, have finally 
'«cognized what should have 
oeen 
a 
self-evident 
truth, 
namely, that wealth cannot be 
redistributed unless it is first 
created, and that government 
has no creative powers 
Friedman was honored by the 
Nobel 
trustees 
for 
his 
‘'achievements in the fields of 
co n su m p tio n 
a n a ly s is , 
monetary history and theory, 
and for his demonstration of the 
complexity 
of stabilization 
policy " 
'Stabilization 
policy" 
is 
academic jargon for wage and 
price control Friedman didn t 
merely prove that wage-price 
control 
is 
"complex." 
He 
demonstrated 
that 
it 
is 
“ in h e r e n tly 
im m o r a l," 
inescapably inequitable and, in 
plain language, doesn’t work 
For this, he deserves not only 
coveted honors from the elite, 
but the gratitude of the general 
public 
One 
of 
the 
proudest 
I achievements of what we af- 
• fectionately call "the American 
", way of life" is the substitution of 
\ the rule of law for the rule of 
• rnen 
The rule of law isn't 
¡ perfect, 
since laws can be 
; tyrannical But the rule of law 
• rather than men is a primary 
¡ factor in extending individual 


Sk'uifcfc. N64 
"Can you spare a dime? For a down payment on a cup of 
coffee.” 


TOMORROW 
NOVEMBER 4— 
THURSDAY 
ALEXANDRIA’S 
CHRIST­ 
MAS 
CORNER 
Nov 
4 
6 
Sponsor: 
Alexandria 
Com­ 
munity Y, Gradie Philipp, Prog 
Dir, 602 Cameron St, Alexan­ 
dria. VA 22314 
MISCHIEF NIGHT. Nov 4 
England The evening of Nov 4 is 
celebrated as "mischief night” 
in many places See Nov 5. Guy 
Fawkes' 
Day, 
and 
the 
an­ 
niversary of the "Gunpowder 
Plot" to blow up the Houses of 
Parliament in 1605 Bonfires and 
firecrackers 
commemorate 
failure of the plot 
NATIONAL RESPIRATORY 
THERAPY WEEK. Nov 4- 10 
Purpose: 
To 
promote 
technological 
advances 
in 
respiratory 
therapy, 
and 
to 
stimulate 
development 
of 
educational programs in the 
field of respiratory therapy 
Sponsor: American Assn For 
Respiratory Therapy, Michael 
Jouett, Educ Dir, 7411 Hines 
Place. Dallas. TX 75235 
ROGERS. WILL: DAY. Nov 4 
Oklahoma 
XXX 


ACTION IS IMPER ATIVE 
One of the most critical U.S. 
energy shortages in terms of 


domestic supply is to be found in 
the case of natural gas It is no 
coincidence that this shortage 
situation comes after 20 years of 
federal regulation of natural gas 
prices 
at 
the 
w ellhead- 
regulation which set price levels 
so low as to discourage ex­ 
ploration, 
development 
and 
production to increase supplies 
and encourage uneconomic uses 
of this highly efficient fuel. 
Today, natural gas is the 
largest 
domestic 
source 
of 
energy , representing more than 
40 
percent 
of the 
energy 
produced in the United States as 
compared with 30 percent for 
petroleum 
Despite this high 
dependence 
on 
natural gas. 
proven domestic reserves, it is 
estimated, will fall short of 
supplying demand by 50 percent 
In 1980-- only six years from 
now, To correct this ominous 
situation 
and 
call 
forth 
maximum effort, not only to 
conserve natural gas, but to 
increase the supply of it. certain 
specific actions must be taken 
The president of the American 
Gas Association. Mr F Donald 
Hart, 
has 
said 
without 
equivocation. "The single most 
important 
step 
toward 
achieving any degree of energy 
independence is the immediate 
deregulation of the wellhead 


price of new natural gas sup­ 
plies In addition, it is essential 
that incentives be provided to 
attract the capital required for 
the various segments of the gas 
industry, including long-term 
research 
and 
development." 
Backing up this effort, he calls 
for a $2 3 billion, five-year 
research plan enlisting public, 
private and government talent 
and financial resources 
These are heroic efforts, as 
well 
they 
must 
be 
if 
the 
catastrophic trend in domestic 
natural gas supply is to be 
reversed. Failure to act soon 
and positively to avert 
a 
growing shortage of domestic 
natural gas supply can only be 
described as the height of folly. 
XXX 
BOWWOW HLUEK 
ByRAY(ROW 
If you've a way to shush the 
mutt« 
Around my place. I'll try It— 
But I'll be glad to bet you, sir, 
That barking dogs don't buy 
it! 
XXX 
REGULATORY BURDEN 
MUST BE LIGHTENED 
Regulatory "reform" has now 
joined tax "reform" as a subject 
all public officials, economists 
and 
businessmen can 
favor 
without ever seeming to agree 


Washington Merry-Go-Round 


By Jack Anderson 


SECRET GAO REPORT 
OFFERS DIM LOOK AT 
NUCLEAR ENERGY 
By JACK ANDERSON 
and 
Les Whitten 
WASHINGTON - Hidden in a 
technical report, stamped with 
stern secrecy warnings, are 
findings that could affect the 
lifestyle of every American 
The 78-page study strongly 
suggests 
that 
the nuclear 
reactors, which the government 
is counting on to produce 40 per 
cent of America's future electric 
power, may never get beyond 
the blueprints 
This 
could 
mean 
that 
Americans tomorrow may no 
longer enjoy the unlimited use of 
lights, heaters, air conditioners 
and other homeappliances 
Even automobile driving may 
be restricted unless government 
planners stop making promises 
and start developing other fuel 
sources 
Only a few key officials have 
had access to the disturbing 
study This terse warning ap­ 
pears on the cover: “Recipients 
must not show or release its 
contents for purposes other than 
official review and comment 
under any circumstances ” 
We have reason to believe, 
however, that the 
stark fin­ 
dings may be watered down 
before they are released to the 
public. The American people are 
entitled to know the truth in its 
original scientific form, without 
political censorship We have 
summarized 
the 
highlights, 
therefore, of the secret General 
Accounting Office report 
It deals with "liquid metal fast 
breeder reactors," which the 
technicians know by the Initials 
LMFBR 
The study, charac­ 
teristic of scientific research, is 
cautious. But these clear con­ 
clusions can be drawn 
-• The development of the feat 
breeder has been impeded by 
bureaucratic 
balkanization 
There has been abeolutely no 
government coordination worth 
noting More then 100 separate 
agencies, committees and other 
entities have a voice in the 
development 
- Federal nuclear 
experts 
have grossly misled the public 
about the risks 
The report 
contends that the safety of the 
< 


fast 
breeder 
is 
highly 
speculative 
-Its 
financing 
by 
private 
industry, contrary to official 
statements, probably will prove 
impossible The technology has 
already cost a hefty $2 8 billion 
- Government planners are 
concentrating 
almost 
ex­ 
clusively on the fast breeder, 
with 
an 
all-the-eggs in-one- 
basket abandon Yet it not only 
may 
never 
work, 
but 
the 
economic fuel reprocessing may 
never 
be 
achieved 
Theoretically, the fast breeder 
should produce mere fuel than it 
uses But a failure to achieve 
reprocessing would eliminate it 
as a cheap energy source 
-Even if the (ast breeders 
overcome all the obstacles and 
become operative, it will cost an 
estimated $153 billion to build 
the same energy capacity that 
could be constructed for $128 
billion 
with 
conventional 
reactors and $95 billion with 
coal-fired power plants 
- If the LMFBR program 
fizzles, as now seems likely, the 
nation will have no alternative 
but to enforce energy con 
servation on the public This 
would 
introduce 
the strict, 
regulated use of energy. For 
alternate energy sources, such 
as fusion, solar energy, sea 
wave generators, wind energy 
and 
shale oil, 
are either 
inadequate 
or 
a 
generation 
away. 
-As evidence that the nuclear 
program is stalling, the report 
declare "Only four new reacotr 
planti (of any kind) were or­ 
dered in 1975 and only one plant 
was ordered durrg the first ax 
months 
of 
1976 
Since 
the 
beginning of 1974, orders for 
over 200 reactors w«re (feferred 
and nearly $0 were cancelled " 
Public opposition to nuclear 
plants has gathered support in 
many 
states 
Not only en­ 
vironmental but financial ob­ 
stacles 
have blocked con­ 
struction 
The fast breeder, meanwhile, 
ie so experimental that even a 
■mall. 380-megawatt test plant 
cannot be ready before 1983 And 
"no single, commercialsized 
reactor has been tested or even 
designed in the U S ," the study 
points out 
Nor has anyone yet cuordraled 


the 
four 
factors 
needed 
to 
process fast breeders- building 
the plant, producing the fuel, 
reprocessing the used plutonium 
and disposing of the lethal 
wastes 
The nuclear development is 
snarled almost beyond hope in a 
maze of agencies and com­ 
mittees, 
with 
conflicting 
jurisdiction Declares the report 
dismally: On Capitol Hill alone. 
"33 
committees, 
65 sub­ 
committees and one panel claim 
some 
jurisdiction 
over 
the 
Energy 
Research 
and 
Development Administration .. 
Twenty-nine different federal 
agencies share responsibility for 
recommending comprehensive 
national energy policy " 
This doesn’t take into account 
the numerous private utilities, 
financial 
houses 
manufactu­ 
rers 
and 
citizens 
groups 
that 
are 
also 
in­ 
volved 
in 
the 
program 
These factors all add up to 
delay. 
At best, it will take 13 years to 
build a commercial reactor, 10 
years to get the fuel fabricated 
and 12 years to construct a fuel 
reprocessing facility. 
And at least 10 years will be 
needed to prepare a permanent 
disposal dump in the remote 
Southwest where the deadly 
wastes can be safely buried and 
kept 
from contaminating the 
environment for the necessary 
thousands of years 
The secret 
study all 
but 
rejects out of hand the two most 
optimistic schedules for 
the 
development of the LMFBR 
technology Its 
"conservative" 
estimate is that only six fast 
breeders will be In operation by 
the year 2000 
The economic feasibility of 
these few plants won't be known 
until "early In the next cen­ 
tury ” 
The possibility also remains 
that the problems of safety, 
pollution and fuel reprocessing 
could block the fast breeder 
s altogether 
The report, in part a model for 
setting national energy policy, 
pleads eloquently for "a firm 
decision” to coordinate efforts 
with 
goals 
Otherwise, 
the 
United States might be com 
pelled to return, st least part 
time, to candles and bicycles 


on what is being discussed or, 
more important, what should be 
done. 
To the businessman "reform" 
means limiting regulations to 
those 
providing 
reasonable 
assurance that products and 
services are safe to produce and 
use and to making sure that all 
business dealings are ethical 
and honest Most businessmen 
retain their faith that com­ 
petitive enterprise provides the 
most effective regulatory force 
in the public interest. The public 
is well protected because no one 
buys a bad product or service 
twice 
and 
because 
good 
products and services become 
the best sellers. Businessmen 
rightly resent spending large 
sums in an effort to understand 
and comply with often con­ 
tradictory 
and 
useless 
bureaucratic mandates 
Since 
every 
company 
and 
every 
community 
have 
wide 
dif­ 
ferences,, 
government 
rules 
cannot be written to apply 
equitably to all and to achieve 
what 
competition 
in 
the 
marketplace has achieved so 
remarkably 
during 
our 
economic history. 
When public officials speak of 
regulatory 
"reform," they 
usually mean improving the 
administration of regulations 
which exist. They seldom face 
the question of whether the rule 
should be on the books in the 
first place They are interested 
in 
eliminating 
governmental 
waste (a laudable goal), not the 
waste in what business calls the 
high costs of compliance, costs 
which are passed on to con­ 
sumers 
No two economists seem to 
have duplicate views on any 
subject, let alone regulatory 
"reform." Many of them are 
primarily concerned about who 
does 
the 
regulating, 
not 
whether. 
Should 
it 
be 
the 
federal, state or local govern­ 
ments? 
Should 
there 
be 
a 
separate agency for each fun­ 
ction? Or would a super agency 
help avoid duplication? Is self­ 
regulation effective as practiced 
in the professions of medicine 
and law or will government 
controls provide the mo6t public 
protection at the lowest cost? 
These questions can be debated 
endlessly and most of us don't 
care 
As taxpayers, voters, and 
shoppers, however, we all have 
the same Interest in regulatory 
"reform." All our experience 
shows that the public fares best 
when 
there 
is the greatest 
possible freedom of competition 
and 
the 
minimum 
possible 
governmental regulation 
XXX 
THERE ARE LIMITS 
"One of the unfortunate dif­ 
ferences 
between 
a 
profit- 
making 
corporation 
and 
a 
government 
entity is that 
business operates on a carefully 
accounted 
for accrual basis 
while our various govern­ 
ments— 
local, 
state, 
and 
federal— pursue a helter- 
skelter 
cash 
flow 
strategy 
Governments 
have 
deluded 
themselves 
for years into 
believing that the tax barrel is a 
limitless treasure trove of funds 
to spend Thus, they have piled 
up liabilities upon liabilities far 
into the future, through pension 
funds and other commitments 
But the fact is that taxes have 
become so astronomical that 
any additional taxation merely 
erodes the tax base and reduces 
revenues " 
Robert E Thomas 
Chairman and President 
MAPCO Inc 
XXX 
A NOVEL approach in hiring 
the children of employes for 
summer work is used by Hof­ 
fmann- La Koche, the phar­ 
maceutical 
manufacturer, 
in 
Nutley, 
N.J 
The 
company 
chooses 
its 
vacation- 
time 
replacements in inverse order of 
their parents' 
salaries 
The 
children of the lowest- paid 
workers get first preference 
"The 
president s son 
never 
stands a chance of getting a 
job," says a company official 
New York Times 
XXX 
Leaving the grocery store one 
morning. I noticed a dairy truck 
at the curb The driver was 
lowering a platform loaded with 
gallon jugs of milk Suddenly the 
platform tilted, and jug after jug 
came crashing down A river of 
milk raced down the sidewalk 1 
braced myself for 
an explosion 
of violent language from 
the 
driver 
Instead, 
he 
looked 
around searchingly and called 
’ Here, kitty Here, kitty, kitty 
kitty.” 
^ 
Jimmie L. Kitch 


XXX 
A policeman stopped me in 
San Francisco because my car 
had a faulty taillight He asked 
my address, and I told him that I 
was 
stationed on a 
Navy 
refrigerator ship. "No kidding! " 
he said with a smile. "I was on a 
reefer myself. Spent four years 
as a boa’n's mate " He was 
starting to put his ticket book 
away when he asked. "What do 
you do on the reefer’ " 
"I’m the gunnery officer," I 
replied 
"An officer!” he snarled— 
and wrote out a ticket without 
another word 
Nat B Read, Jr 
XXX 
Interns at the hospital where 
our daughter is a nurse are 
required to fill out forms stating 
their reasons for not attending 


staff 
meetings 
One 
young 
doctor who had fallen asleep and 
awakened too late to go to a 
meeting gave his reason: OUT 
ON CASE (pillow). 
Mrs. F W Roseberg 
XXX 


In Today’s Secretary, Joseph 
Arkin presents a list of phrases 
commonly used in ads for 
secretarial 
help 
and 
the 
secretaries’ translation of those 
phrases: 
“ Young 
Se c re ta r y , 
Experienced" — you’d better be 
19 years old and have ten years’ 
experience. 
"One- Girl Office" — be 
prepared to eat lunch at your 
desk so you won’t miss any 
incoming calls. 
"Ability to Compose Own 
Letters"— the boss is a high- 
school dropout. 
"Attractive, 
Poised 
Young 
Woman"— look out for the boss 
"Mechanical Ability Helpful" 
— not one machine in the office 
really works 
"Mature Woman Preferred" 
— the boss's wife is jealous 
"Excellent Fringe Benefits" 
— low pay. but plenty of young 
salesmen call in person 
’’Public 
Contact— 
Greet 
Important Callers" — you get to 
handle disgruntled customers, 
process servers, encyclopedia 
salesmen and the boss's wife 
XXX 
After piloting a passenger 
flight to Honolulu, 1 spent the 
evening at the movies When I 
came out of the theater, two 
little old ladies recognized me as 
the captain on their flight I 
overheard one say, "Wouldn’t 
you think they'd get enough of 
the movies in the airplane?” 
Charles Banfe 


XXX 
After my son's first day of 
work, at a nationally known can 
company, he told us it was hot 


work, but his employer was 
considerately allowing an extra 
15 cents per hour for cola. 
The next day he mentioned 
that it was strange, but cola 
actually cost 20 cents a can in 
the vending machine, so the cola 
allowance for eight hours’ work 
bought just six drinks. 
The third day, during a work 
break, 
he commented to a 
veteran co- worker how hard it 
was to drink the six cans of cola 
provided 
by 
the 
company. 
"What in the world are you 
talking about?” asked the co­ 
worker 
"The 15 cents per hour they 
give us for cola," said my son 
"You dummy!" said the co­ 
worker. "COLA stands for Cost 
of Living Adjustment." 
Wallace E. Bowers 
XXX 
WE CAN DO BETTER 
In the 1972 Presidential 
election Minnesota. North and 
South Dakota. Montana and 
Utah had the highest voter 
participation, with 67 per cent of 
the voting age population in 
each state turning out That was 
12 percentage points higher than 
the national average 
At the other extreme, less 
than 31 per cent voted in the 
District of Columbia, 38 per cent 
in Georgia and 39 per cent in 
South Carolina. 
XXX 


WHEN 
NASA 
built 
the 
National 
Space 
Technology 
Laboratories in Bay St. Louis, 
Miss , it brought a space- age 
sophistication to a 
sparsely 
populated area where the pine 
trees hid the local moonshine 
industry One day a policeman 
discovered what the mixture of 
rocketry and the backwoods had 
spawned 
He came upon a 
gleaming 
still, 
totally 
con­ 
structed of stainless- steel parts 
purloined from NASA 
Wilma J Knox 
Inside Labor 


By Victor Riesel 


Jerrv Ford's Gift: 
Inslde Story of What Labor 
Really Did for Carter In the 
Hack Room* 
WASHINGTON 
— 
Jimmy 
Carter, 
seemingly 
self- 
propelled. almost always self­ 
encased 
In 
a 
simmering, 
theological light, never would 
have made it to the final hours 
a* a viable candidate If it 
weren’t 
for 
a 
pulsating 
backroom labor machine rarely 
seen, reported or discussed 
And it was all a gift from 
Jerry Ford 
Towards the end there was 
virtually no Carter campaign 
Just an uptight candidate on a 
stump, courtesy of the union 
chiefs 
It's charitable to folio into 
history the fact that only a mere 
two-thirds of the machinery of 
the man from Plains was sup 
plied by the labor movement It 
went far deeper 
And it’s all being lost in the 
blinding storm of stories on 
labor's 
footsoldiers. 
on 
the 
union’s retirees grinding out the 
phone calls, on the movement's 
blizzarding 
the 
nation 
with 
several hundred million leaflets 
and $ioo million 
The real story is that the 
sophisticated 
labor 
chiefs 
br idged the gap between the 
d is a ffe c t e d 
D e m o c r a ti c 
National Committee and Car­ 
ter s cadres, the inner circle of 
Georgian advisers whom one of 
Carters most powerful labor 
campaigners 
dubbed 
flying 
"Gauleiters " 
And it was the top echelon of 
labor chiefs who brokered a 
reluctant 
peace 
among 
the 
feuding Democratic forces in 
New York, Pennsylvania, Ohio 
and especially California In this 
latter 
state 
most 
of 
the 
Democratic chiefs had long 
wanted Carter buried politically 
so one of their men could run for 
President on the Democratic 
ticket in 1980 
Only 
labor 
could 
have 
brokered 
this 
for Carter 
Regional Democratic politicians 
in ( altfornia and Pennsylvania 
or example, must depend on 
labor s money, machinery and 
manpower for election 
and 
must heed the union officials, or 
else 
So 
the 
traditional 
politicians listened And Carter 
profited 
'The most impactful example 
is New \ ork state Never has 
there been full unity behind a 
candidate Always, there » been 
feuding 
between 
the liberal 
needle 
trades, 
teacher., 
municipal employes, etc , on one 
f t * - ? 
th,e 
conitriiction 
hard hats) crafta on the other 
This year the Seafarer. Paul 
Hall 
welded 
them into a 
powerful COPE machine behind 
carter And not out of diataste 
for Jerry Ford. but becauae the 
movement always needs an ally 
In the White House 
V 
Without 
thia 
i„terna, 
diplomacy, thia brokering, this 
PjjWn«. much shouting and 
f 
! 
^mp,n* by ‘be labor 
Raders, Carter would have had 
no 
repeat no) effective iron 
time troops m the betUefront 
states- New York, New Jersey 
Pennsylvania, 
Ohio, 
Illinois 
?i 
!f*n’ w T***“’ c*bfornia 


In other words, the fantastic 
errors whipped up daily by 


Carter and his young advisers 
were paid for, paved over and 
smoothed 
by 
the 
labor 
movement The clannish Carter 
inner circles oftlmes 
rude, 
arrogant non- understanding of 
traditional old- time Democratic 
politicians was quickly cut short 
by some top union chief rushing 
in. saying, in effect. "Aw. forget 
the Atlanta camps Impudence 
and pushiness It comes out of 
Inexperience " 
The Georgians were called 
"Invaders" 
but the 
labor 
movement reminded the official 
Democrats that only getting into 
Ihe 
White 
House 
was 
paramount Yet all this need not 
have been, 
Jerry Ford actually had the 
most knowledgeable and sue 
cessful labor politicos in his 
camp until he vetoed tlieir two 
most precious bills- that is the 
common 
situs 
extended 
picketing 
proposal 
and 
the 
Energy 
«oil > 
Transportation 
Security Act of 1974 
Somebody 
mousetrapped 
President Ford on those vetoes, 
He would not have turned off 
virtually 
half 
labor's 
high 
command if he had publicly 
disagreed w ith them right along 
They would have understood 
But someone in the Oval Office 
inner 
guard 
advised 
the 
President 
to go along and 
promise delivery 


This he did personally to Bob 
Georgine, head of the AJFL- CIO 
construction trades department 
and to Paul Hall, the Maritime 
department leader and to the 
Marine Engineers chief Jesse 
( alhoon They then sent word to 
their people that they had the 
White 
House pledged, 
They 
didn t So they lost face and they 
bolted Jerry Ford 
Yet they were all natural 
allies of the Republican party 
And they in turn would have 
delivered an official AFL-CIQ 
neutrality in 1976- as they did 
for Dick N'txon in 1972 Only 
insiders know that there isn't 
any 
such 
creature 
as 
a 
majority 
among the 35 man 
ArL- CIO Executive Council 
There's a consensus President 
George Meany and secretary- 
treasurer Lane Kirkland don t 
vote 


This leaves 33 national vice- 
presidents About half of them 
from the maritime and con 
structions uniona And they can 
swing others, So it isn't a 
majority of one. It's a majority 
of 60, often 75 per cent. 
Against such a powerful bloc, 
the pro-Carter labor chief* on 
the executive council couldn't 
nave gotten an official AFL-CIO 
endorsement. And without the 
wsterfront *eagotng-hard 
hat 
combination 
Carter’« 
vote 
machine would have chugged 
uphill on one cylinder. 
So, it was more than money or 
babysitters and phone banks 
which Jerry Ford tossed to 
garter, U was the unseen force 
of labor power which works the 
back rooms, and keeps the 
professional politicians in Una 
Just *h> Jerry Ford permitted 
himself to get caught in the 
mousetrap only hia book on ths 
presidency wUl tell For what 
(he 
mousetrap 
waa 
worth, 
Carter and company can tell 
now 
Maybe the lama in Plains 
brought him poUtical manna 


D e a t h s 


Orvil Holden 
Orvil Holden, 76, of 627 Greer 
St. died Monday at 5:57 p.m. in 
Missouri 
Delta 
Community 
Hospital. 
Born Oct. 9,1900 in Indiana, he 
was a retired employe of Scott 
County Millii« Co. 
On May 12, 1928 in Kewanee, 
he married Leona Gaddis, who 
survives. 
Other survivors include: two 
sons, 
Virgil 
G. 
Holden of 
Sacramento, Tex., and the Rev. 
Orvil L. Holden of Gillette, 
Wyo.; 
two daughters, 
Mrs. 
Geraldine Mann and Mrs. 
Sharon L. Hazel of St. Paul, 
Minn.; one brother, William 
Holden of Decatur, 111.; one 
sister, Mrs. Lula Chaney of 
Decatur; and 10 grandchildren 
and six great- grandchildren. 
Friends may call at O’Guinn 
Funeral Home, where services 
are scheduled at 2 p.m. Thur­ 
sday. 
The 
Rev. 
T.A. 
McDonough, pastor of Calvary 
Assembly Church, will officiate. 
Burial will follow in Garden of 
Memories Cemetery. 


Monday at Ridgeview Manor 
Nursing Home. 
He was born Sept. 7, 1892 in 
Attala County, Miss., to the late 
Ed and Elextra Smith. 
His 
wife, 
Rosalee Brown 
Smith, and two daughters 
preceded him in death. 
Survivors 
include: 
two 
daughters, Mildred Goodson of 
Batesville, Miss., and Barbara 
Killebrew of Malden; five sons, 
William R. Smith of Orange, 
N.J., Elmer Smith of Chicago, 
George Smith of St. Louis, 
Marvin Smith 
of 
Grenada, 
Miss., and Kermit Smith of 
Nasvhville, Tenn.; and 61 
grandchildren, 
30 
great­ 
grandchildren and 20 great- 
great- grandchildren. 
Friends may call from 7 to 9 
p. m. today at Bradshaw Funeral 
Home. 
Services are scheduled at 1 
p.m. Thursday in the Church of 
Christ with Eugene Springer 
officiating. 
Burial will be in Macedonia 
Cemetery. 


Olile Slinkard 
Needham Pullen 


CHAFFEE - Mrs. Ollie L. 
Slinkard, 87, of Route Two died 
Tuesday morning at St. Francis 
Medical 
Center 
in 
Cape 
Girardeau. 
She was born June 13, 1889 in 
Cape 
Girardeau 
County, 
a 
daughter of Mr. and Mrs. Allen 
McClain. 
On Aug. 18,1907, she married 
David G. Slinkard, who died in 
1964. Two sons also preceded her 
in death. 
She was a member of Fair- 
view Baptist Church. 
Surviving are: three sons, 
Weldon Slinkard of Jackson, 
Melvin Slinkard of Whitewater 
and Norman Slinkard of Chaffee 
Route Two; five daughters, Mrs. 
George Bond of Shell Knob, Mrs. 
William Borneman of Delta and 
Mrs. Merlin Statler, Mrs. John 
H. Crites and Mrs. Willard 
Klaus of Jackson; and one 
brother, four sisters, 24 gran­ 
dchildren and 28 great- grand­ 
children. 
Friends may call at McCombs 
Funeral 
Home 
in Jackson, 
where services are scheduled at 
2 p.m. Thursday with the Rev. 
Earl 
Reinhart, 
pastor 
of 
Fairview Baptist Church, of­ 
ficiating. 
Burial will be in Russell 
Heights Cemetery at Jackson. 


WYATT — Needham Pullen, 
74, died at 6 p.m. Tuesday in 
Missouri 
Delta 
Community 
Hospital at Sikeston. 
Born Sept. 13, 1902 in Tyler, 
son of the late Alfred and Arto 
Oakley Pullen, he had lived in 
Wyatt 40 years and was a self- 
employed trucker until retiring 
in 1974. 
On May 23, 1936, he married 
Katherine 
L. 
Alim on, 
who 
survives. Two sisters preceded 
him in death. 
Survivors 
include: 
one 
stepson, 
Allen 
Reynolds of 
Carbondale, 111.; five brothers, 
Alfred Pullen of Pensacola, 
Fla., 
John 
Pullen 
of 
Bloomingdale, 
Mich., 
Oak 
Pullen of Baltimore, Md., E.J. 
“Son" Pullen of Charleston and 
Ross Pullen of Wyatt; and three 
sisters, Mrs. Elizabeth Carr of 
Baltimore, Mrs. Leona Coleman 
of Union City, Tenn., and Mrs. 
M argaret Hopper of F ar­ 
mington. 
Friends may call after 3 p.m. 
Thursday at McMikle Funeral 
Home in Charleston, where 
services are scheduled at 2 p.m. 
Friday. 
Burial will follow in Oak 
Grove 
Cemetery 
near 
Charleston. 


George B. Heil 
N q , 2 
EAST PRAIRIE - George 
Benjamin Heil, 71, of Route One, 
a retired farmer, died at 4:30 
p m Tuesday in the Host House 
at Charleston following an ex­ 
tended illness. 
Born Feb. 22, 1905 in Wabash 
County, 111., son at the late John 
and Mary Schuh Heil, he had 
lived in the Dogwood Com­ 
munity 45 years and retired 
from farming in December 1955. 
On June 15, 1925, he married 
Earline Crews, who survives. 
One sister preceded him in 
death. 
Other survivors include: two 
sons, Benjamin and Billy Heil of 
Fontana; 
three 
brothers, 
Edward J. Heil of Kirkwood, 
William F. Heil of Albion, 111., 
and Willard M. Heil of Mission, 
Tex.; one sister, Mrs. Carolyn 
Gabel of Tahoma Park, Md.; 
and six grandchildren and five 
great- grandchildren. 
McMikle Funeral Home is in 
charge of arrangements, which 
are incomplete. 


Gertie Stafford 


MALDEN — 
Gertie 
Mae 
Stafford, 67, died Monday at 
Methodist Hospital in Memphis. 
She was bom Jan. 21, 1909 in 
Malden to the late Sandy and 
Betty Gordon Taul. 
In June 1931, she married 
Theodore Stafford, who died in 
1973. 
Surviving are: 
four sons, 
Harold Gerald, Theodore Jr. 
and Jackie Stafford of Malden; 
two daughters, Margaret Burge 
of Malden and Marilyn Sue 
Kilgo of Woodson Terrace; one 
sister, Agnes Farris of Malden; 
and seven grandchildren. 
Services were conducted at 4 
p m, today in Bradshaw Funeral 
Home by the Rev. Donald 
Cochran. 
Burial will follow in Memorial 
Park Cemetery. 
Willie A. Smith 
MALDEN - Willie Alexander 
ith, 84, a retired farmer, died 
WEDNESDAY SPECIAL 
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Demos, GOP make 
gains in legislature 


ST. LOUIS (AP) — Demo­ 
crats appeared headed toward 
improving their hold in the Mis­ 
souri Senate by one seat follow­ 
ing the general election, while 
Republicans looked as though 
they would pick up two seats in 
the House. 
Unofficial returns from Tues­ 
day’s balloting showed that in­ 
cumbents in both chambers 
were weathering the challeng­ 
ers to their re-election bid, but 
there were no results available 
at all from 31 House districts in 
question and incomplete results 
were reported in another 20 
House districts and two senate 
districts. 
In the Senate, where 17 of the 
34 seats were on the ballot, 
candidates in eight districts 
faced no opposition. Democrats 
took six of the unopposed seats. 
In the other nine districts, 
parties retained the control 
they presently have except in 
Boone County, where Democrat 
Warren Welliver was headed 
toward victory over business­ 
man Jerry Epple to succeed re­ 
tiring GOP Sen. Larry Marshall 
of Columbia. 
That loss for the Republicans 
would boost the Democratic 
majority in the Senate from 23- 
11, or exactly two-thirds, to 24- 
10. The number of women will 
be doubled from one to two in 
the next session. 
In the House, where Demo­ 
crats were unopposed in 60 dis­ 
tricts and Republicans in only 
17, Democrats defeated Re­ 


publican challengers in another 
25 districts and were leading in 
10 more. Republicans added to 
their unopposed total by win­ 
ning another 10 districts, in­ 
cluding one held by Democrats, 
and were leading in 10 more, 
including another now 
con­ 
trolled by the majority. 
The present party split in the 
House is 114 Democrats and 49 
Republicans. 


Republicans had gone into 
the election hopeful of at least 
regaining enough of the seats 
lost in the Watergate aftermath 
of 1974 to end the Democrats’ 
two-thirds majority in both 
Houses. 
That majority control led ear­ 
lier this year to the first over­ 
ride of a governor’s veto in 
more than a century. 


But it appeared die GOP’s 
gains in the House would not be 
sufficient to drop the Demo­ 
cratic majority beoow 109. 
With incumbents apparently 
weathering all general election 
challenges, retirements by in­ 
cumbents and incumbent de­ 
feats in the August primary 
will mean more than 25 per 
cent of both Houses will be 
composed of freshmen lawmak­ 
ers when the General Assembly 
convenes next January. 
A dozen women also secured 
House seats, and with several 
still involved in races with in­ 
complete returns, women are 
assured of at least maintaining 
their current strength. 


Democrats 
hold onto 
House control 


WASHINGTON 
(AP) 
- 
Democrats held on to their 2 to 
1 House control, a domination 
that could give President-elect 
Jimmy Carter solid backing for 
his programs. 
With returns from Tuesday’s 
election 
almost 
complete, 
Democrats were staying dead 
even with the previous 290 to 
145 House margin that put 
them in constant veto battles 
with defeated President Ford. 
Despite polls showing public 
disenchantment with Washing­ 
ton and Congress, few sitting 
congressmen — either Republi­ 
cans or Democrats — were 
thrown out. 
Women appeared to be losing 
one of the 19 seats they had. 
The 17 black House members 
won re-election. 
Two Democrats lost their 
seats in sex and bribery scan­ 
dals. Rep. Allan T. Howe, con­ 
victed of soliciting sex from po­ 
lice 
decoy prostitutes, 
was 
beaten in Utah, and Democrat­ 
ic Rep. Henry Helstoski, in­ 
dicted on a bribery charge, was 
defeated in New Jersey. 
Democratic Rep. Robert L. 
Leggett was losing in California 
in early returns but began clos­ 
ing the gap. He acknowledged 
an extramarital affair, and the 
Justice 
Department 
is 
in­ 
vestigating allegations that he 
and several other congressmen 
accepted bribes from South Ko­ 
rean agents. 
Nearly 20 other House in­ 
cumbents accused of sexual or 
financial misconduct won. 
Republicans lost 43 seats to 
New York state’s voting 
machines are impounded 
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Burlison 
received a 
sub­ 
stantial majority in his bid for 
re-election as representative of 
the 10th district, receiving 7,364 
votes and his Republican 
challenger, Carron, receiving 
2,303 votes. 
Area 
races 
in 
which 
Democrats had no opposition 
included State Sen. of the 25th 
district, Tinnin, 7,160 votes; 
Rep. Cline, 159th district, 3,145; 
Smith, representative of the 
157th District, 4,125 votes; and 
McHaney, Circuit Judge of the 
35th Division, 7,001 votes. 
Democrats seeking county 
office without opposition in­ 
cluded Jack Ward, County Court 
judge, First District, 3,738; Pete 
Snider, County Court Judge, 
Second District, 3,503; 
Phil 
Ayers, 
prosecuting attorney, 
7,029; Harry Norman, collector 
and ex-officio collector, 7,221; 
Ray Rainey, coroner, 7,379; and 
Mary 
Thrower, 
public 
ad­ 
ministrator, 7,133. 
The only other countywide 
issue decided on in Tuesday's 
election was a proposed co­ 
untywide health center, which 
was defeated, when it failed to 
receive two-thirds majority. 
The final vote was 5,447 yes 
and 4,249 no. 
Constitutional 
Amendment 
One, dealing with sales tax for 
conservation 
purposes, 
was 
approved by a narrow margin in 
the county, 4,545 yes and 4,536 
no. 
Proposed C onstitutional 
Amendment Two, dealing with 
taking sales tax off food and 
drugs, failed by an almost 2-1 
margin. 
The final vote was 
2,322 yes and 5,334 no. 
Proposition One, dealing with 
power plants, was approved by a 
vote of 5,404 yes and 4,118 no. 
Both Appeals Court judges in 
the Springfield District were 
retained. 
The final vote was Flanigan: 
5,252 yes and 1306, no; and 
Hogan: 4,634 yes and 1,640 no. 


NEW YORK (AP) - Trucks 
were sent throughout New York 
State this morning to pick up 
the state's 25,000 voting ma­ 
chines, all impounded by a 
middle-of-the-nlght court order 
carrying White House approval. 
The highly unusual action — 
believed to be a first in this 
state — was ordered after rep­ 
resentatives of Republican offi­ 
cials alleged that irregularities 
had occurred in Tuesday's elec­ 
tion. 
A spokesman at the Board of 
Elections in New York City 
said this morning that trucks 
were being dispatched "to pick 
up the machines. They will be 
removed to a central location 


and guarded." 
The impoundment Is meant to 
safeguard the voting machines 
while a recount is conducted. 
With 98 per cmt of the state's 
vote counted, Jimmy Carter led 
President Ford by about 250,000 
votes and was running four per­ 
centage points ahead — 52 to 
48. That lead was considered 
far more than could possibly be 
needed to survive any changes 
in the state's vote total as a re­ 
sult of a recount. 
However, there was confusion 
over the status of absentee bal­ 
lots in the state. 
A spokesman for the state 
Board of Elections estimated 
that 400,000 absentee ballots 


had been mailed by local 
boards. Under state law, any 
ballot received by 9 p.m. Tues­ 
day — the hour the polls closed 
— was counted Tuesday and is 
included In the current total. 


However, there was no way 
to immediately determine how 
many absentee ballots were 
counted and how many re­ 
mained uncounted. 
Any ab­ 
sentee ballot received in New 
York State after 9 p.m. Tues­ 
day is being held by local elec­ 
tion boards pending a court test 
over their legitimacy. They will 
not be counted until the court 
decision is made. 
Democrats sweep Madrid 


New Madrid County 
Democratic nominees swept 
New Madrid County in the 
general election Tuesday and 
three statewide issues were 
rejected by the voters. 
An early calculation by the 
number of votes cast in the 
presidential race indicated that 
63.5 per cent of the approximate 
12,600 registered voters went to 
the polls. 
Unofficial returns show that 
the Democratic Carter-Mondale 
presidentigl-vice 
presidential 
team tallied 5,218 votes and the 
Republican nomineees, Ford 
and Dole, received 2,797 votes. 
Carter and Mondale received 
majorities in 32 of 33 precincts. 
Big Prairie Four precinct in 
Sikeston favored Ford and Dole. 
In d ep e n d en t 
nom inees 
McCarthy and Barrett collected 
a total of 19 ballots. 
In the U.S. Senate race bet­ 
ween Danforth and Hearnes, 
voters supported Hearnes in all 
precincts except West Three in 
Canalou. Hearnes tallied 4,460 
votes and 2,591 ballot were cast 
for 
Danforth. 
Non-partisan 
candidate Petty took one vote. 
Democrat Joe Teasdale was 
favored 
over 
incumbent 
Christopher "Kit” Bond in the 
governor’s race by a vote of 
4,701 to 2,951. Bond carried only 
Big Prairie Four, West Three 
and West Four precincts. Non­ 
partisan candidate Leon Striler 
trailed with four votes. 
Richard J. "Dick" Rabbitt, 
Democrat, collected 4,951 votes 
over incumbent William "Bill" 
Phelps, who received 2,590 votes 
in the race for Lieutenant 
Spradlin", 
Carlisle win 
at Matthews 


* MATTHEWS - Don Spradling 
collected 109 votes to be elected 
city marshal over three op­ 
ponents and Robert Carlisle 
received 144 votes to win the 
police judge’s post over Fred 
Story in a special city election 
Tuesday. 
Other candidates and vote 
totals for the marshal’s race 
were: Bud Huls, 38; Charles 
Beard, 
46; 
and 
Kenneth 
Liggons, 40. 
Story, who had been filling the 
police judge’s position by ap­ 
pointment, tallied 104 votes. 
Both terms will expire in 
April, 1978. 


Governor. Non-partisan Leo J. 
Fischer gained four votes. 
Secretary of State James 
K irkpatrick 
outdistanced 
Republican challenger Mildred 
Huffman by a vote of 6,047 to 
1,413. Non-partisan Evelyn F. 
Carmick failed to draw a single 
vote in the county. 
Incumbent treasurer James 
Spainhower was favored for a ' 
return to office over Republican 
opponent Albert L. "Al” Kemp 
Jr. Spainhower allied 5,989 votes 
and Kemp 1,477. 
In the race for the attorney 
general’s 
office 
between 
Democrat James G. Baker and 
Republican John Ashcroft, 
Baker received 5,004 votes and 
Ashcroft 2,465. 
Incumbent 
10th 
district 
representative Bill D. Burl iso n 
of Cape Girardeau, marked up a 
wide majority over Republican 
challenger 
Joe 
Carron. 
Burlison received 3,602 votes to 
Carron’s 1,322. 
County voters rejected both 
the 
proposed 
constitutional 
amendments 
and 
also 
Proposition 
One. 
The 
con­ 
servation tax proposed in 
constitutional amendment one 
was narrowly defeated by a 
vote of 3,395 against to 3,381 in 
favor. 
Constitutional 
amendment 
two, which proposed elimination 
of tax on food and drug sales, 


was soundly defeated county- 
wide with 1,987 votes in favor an 
4,272 against. 
Proposition One was rejected 
in the county by a vote of 3,361 
for to 3,691 against. 
Voters favored retention of the 
Missouri 
Court 
of 
Appeals 
judges 
in the Springfield 
District. 
Judge George M. 
Flannigan 
received 
3,810 
favorable ballots to 1,005 
against. Judge Robert E. Hogan 
had 3,518 votes for retention in 
office and 1,013 against. 
Earl Dell tallied 4,619 votes 
and 
L. 
Faherty 
Pinkley 
collected 4,672 to be elected 
health center trustees. 
Area Democratic incumbents 
elected without opposition were 
state Senator Nelson B. Tinnin 
of Hornersville, 25th district and 
state representatives Fred E. 
“Gene" Copeland, 16lst district, 
and Vic Downing, 162nd district. 
Elected to county offices 
without opposition were William 
L. Ragland, Circuit Court 
Judge, 34th Judicial Circuit; 
John H. Calvin, county court 
judge first district; J. H. Work­ 
man Jr., county court judge 
second district; Hal E. Hunter 
Jr., 
prosecuting 
attorney; 
Walter L. Ivy, sheriff , Clyde M. 
Hawes, assessor, Gene Clayton, 
coroner; Joseph A. DeLisle, 
public 
adm inistrator; 
and 
Charles W. Ice, surveyor. 


5 persons are injured in 
election day accidents 


One person received moderate 
injuries and four received minor 
injuries in election day ac­ 
cidents on Southeast Missouri 
highways. 
A one- car accident at 6:15 
p.m. on Township Gravel Road, 
five and half miles southwest of 
Keimett, left the driver with 
moderate injuries. 
Henry Parker, 34, of Senath 
Route 
Two, was taken 
to 
Dunklin 
County 
Memorial 
Hospital and transferred to 
Campbell’s Clinic in Memphis, 
Tenn. 
The accident occurred when 
the pickup, which Parker was 
driving west, ran off the right 
side of the road on a curve and 
into a ditch. 
A two- car accident on Route 
B, one mile north of Millersville, 
at 7:45 a.m. caused minor in­ 
juries to the two drivers. 
Gene Wills, 40 of Millersville, 


the Democrats in 1974 largely 
because of Watergate. 
The 
pedulum did not swing back 
this time. 
Normally, many 
freshmen are thrown out when 
they seek re-election. But this 
time most of the 75 Democratic 
freshmen who threw out Re­ 
publicans two years ago kept 
their seats Tuesday. 
Even though the Republican- 
Democrat lineup stayed the 
same, the election pumped a 
big shot of new blood into the 
House by installing another big 
crop of freshmen. 
With returns almost com­ 
plete, at least 60 new people 
were elected, less than the 92 
freshmen elected in 1974. 
House 
Ethic 
Committee 
Chairman John J. Flynt, D-Ga., 
won a tough fight over Republi­ 
can challenger Newt Gingrich, 
who had charged that Flynt’s 
committee ignored most con­ 
gressional wrongdoing. 
Besides Howe and Helstoski, 
sitting Democrats thrown out 
Included Joseph P. Vigorito of 
Pennsylvania, 
J. 
Edward 
Roush of Indiana and Edward 
Mezvinsky of Iowa. 
Mezvinsky was a member of 
the House Judiciary Committee 
that 
recommended 
the 
im­ 
peachment of former President 


Richard M. Nixon. 
Democratic 
Rep. 
Richard 
Vander Veen lost Ford’s old 
House seat in Grand Rapids, 
Mich. Vander Veen had won 
the seat 
immediately after 
Ford left it to become vice 
president in 1974. 
No. 1 


C o n t. fro m p a g e 1 


W. 
Clifton 
Banta 
Sr., 
Republican, appointed to fill an 
unexpired term as Probate and 
Magistrate Court judge, won 
election for a four year term 
with 1,300 votes. 
Constitutional 
amendments 
and Proposition Number One 
were also defeated in the county. 
Amendment One received 2,183 
votes for to 2,193 against; 
Amendment Two, 2,681 against 
to 1,206 for; and proposition One, 
2,269 against to 2,097 for. 
On the judicial ballot, voters 
approved the retention of judges 
George Flanigan and Robert 
Hogan. Flanigan polled 2,177 yes 
votes and 889 no votes. Hogan 
tallied 1,988 yes to 874 no- 


USE THE DAILY STANDARD 
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Rev. John Witherspoon, the 
only active clergyman among 
the signers of the Declaration 
of Independence, achieved a 
g re a te r rep u ta tio n as a 
religious leader and educator 
t h a n as 
a 
p o l i t i c i a n . 
Emigrating from Scotland to 
America in the midst of the 
controversy betw een the 
Colonies and the Crown, 
Witherspoon took part in the 
Revolution, and signed the Ar­ 
ticles of Confederation as well 
as the Declaration. 
He is better known, The 
World Almanac notes, for his 
distinguished presidency of 
the College of New Jersey 
(later Princeton University). 
Burlison, Dennis win only 
contested races in Scott 


was taken to Dr. Spence in Cape 
Girardeau with minor Injuries 
and Marylin Eaton, 28, of 
Millersville, was taken to Dr. 
Buford in Cape Girardeau. 
The accident occurred when 
the Eaton car, traveling north, 
made a left turn into the path of 
the southbound Willis car. 
Two drivers were injured in a 
two- car accident at 9:40 a.m. on 
Highway 64, four miles west of 
Hayti. 
The accident occurred when a 
car driven west by Helen D. 
Jaynes, 49, of Parma made a left 
turn in a private drive and was 
struck in the left side by a car 
driven west by Drexel Adkins, 
50, ot Carutheraville, who was 
attempting to pass the Jaynes 
car. 
Both drivers received minor 
injuries and were taken to 
Pemiscot 
County 
Memorial 
Hospital in Hayti. 


BENTON — In the only contested races 
directly affecting Scott County, incumbent 
10th District Rep. Bill D. Burlison, D-Cape 
Girardeau, who won re-election, received 
the endorsement of county voters by piling 
up a 10,228-2,805 edge over challenger Joe 
Carron, R-Arnold, and retiring Scott County 
Sheriff, who won the 27th District seat in the 
Missouri Senate, led his Republican op­ 
ponent, Cape Girardeau Mayor Howard 
Tooke9,808 - 3,489 in county balloting. 
In the presidential contest, the Carter 
Mondale Democratic ticket carried 28 of 31 
precincts in the county by a margin of 8,077- 
5,202, including absentee ballots. The three 
prindnts the Ford-Dole Republican team 
carried were: Park Precinct, 382-337; 
Airport Precinct, 
314-297; 
and 
Allen 
Precinct, 516-340, all in the city of Sikeston. 
Scott Countians preferred Democrats in 
all other contested federal and state races, 
including the U.S. Senate contest,in which 
they favored Warren Hearnes over John 
Danforth, 
7,992- 
5,249, 
although 
the 
Republican won the race statewide. 
Other county totals included: Governor, 
Teasdale 7,792, Bond, 5,458; lieutenant 
governor, Rabbitt, 7,913, Phelps, 5,082; 
secretary of state, Kirkpatrick, 10,324, 
Huffman, 2,492; Treasurer, Spainhower, 
10,412, Kemp, 2,624; and attorney general, 
Baker, 7,732, Ashcroft, 5,249. 
County totals for unopposed Democratic 
candidates included: 
Marvin E. Proffer, incumbent 155th 
District state representative, 1,297; C. F. 
Cline, incumbent 
159th District state 
representative, 5,000; Fred DeField, 160th 


district incumbent state representative, 
4,312; Marshall Craig, incumbent judge of 
the 33rd Judicial Circuit, 10,766; Eldon 
Ziegenhorn, 
incumbent 
1st 
District 
associate judge of the Scott County court, 
5,407; 
Melvin Glueck, incumbent 2nd 
District associate judge of the Scott County, 
5,457. 
David G. Shy, prosecuting attorney, 
10,890; William F. Ferrell, sheriff, 10,900; 
Gerald A. Inman, assessor, 10,711; E. E, 
'Gene" Nunnelee, coroner. 10,842; Thomas 
A. Beardslee, public administrator, 10,493; 
and C. R. “Buddy" Waters, Incumbent 
county surveyor, 10,597. 
In a separate ballot to fill three seats on 
th' board of trustees ot the Scott County 
Health Center, were Janice Kay ot Chaffee, 
an incumbent, received 6,901; Robert J. 
Albrecht of Illmo, another incumbent, 
totaled 6.796; and Abram Hlrschowitz of 
Oran received 7,504 votes. 
In balloting on Proposition One, Scott 
County totals included 6,847 favorable votes 
and 5,713 against; Constitutional Amend­ 
ment No. 1. 6.109 for, 6,184 against; and 
Constitutional Amendment No. 2, 3,939 for, 
7,644 against. 
In a judicial ballot for the Missouri Court 
of Appeals. Springfield District, Judge 
George M. Flanigan received 7,199 votes for 
retention in office to 2,516 against and Judge 
Robert E. Hogan received 6,699 yes votes 
and 2,389 no votes. 
Scott County Clerk Bob Kielhofner said 
13,304 of the 19,727 registered voters in Scott 
County turned out for the election, which 
represents approximately 67 per cent of the 
registered voters. 
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HOSPITAL NOTES 
MISSOURI DELTA 


Released: 
Louie L a P la n t, East P ra irie 
E arnestine 
Jordan 
and 
boy, Sikeston 
M a rily n E aton, Sikeston 
W illia m L ittle to n , Sikeston 
M y rtle M ason, East P ra irie 
L illia n S urface, Bell C ity 
Hugh Goodale, Charleston 
D am ika P atterson, New M a drid 
O ffie H unter, Canalou 
C arl Launius, Morehouse 
Ardena R ussell, East P ra irie 
S herry T ille y , B loom field 
A lm a R ayb u rn , Sikeston 
P a tty 
Vinson 
and baby 
boy, 
Advance 
N. Ray M cCoy, M atthew s 
Hazel C la rk, Sikeston 
W illia m Files, Sikeston 
Stella Pearson, Sikeston 
C hristin e G o lig h tly , C harleston 
M aureen Vanover, Sikeston ' 
D orothy N ull, Sikeston 
Lin n ie C herry, C harleston 
D aniel K ind e r, Morehouse 
F ra n cis L. Couch, Sikeston 
Irene Rudeseal, D exter 
Robert W ashington, Sikeston 
Penny T ip le r, C atron 


PEMISCOT MEMORIAL 


Admitted: 
N a ttie Law son, H ayti 
Chajauna Batem an, H ayti 
Lin d a Cook, H ayti 
R a y m o n d 
W im p le y , 
C a ru th e rsville 
W illia m Reno, C a ru th e rsville 
Lois K e string , Steele 
Hortense S tallion, Steele 
J.L . Cook, P o rta g eville 
Helen Jam es, P a rm a 
B arbara L on g,C onrad 


SIK ESTON P U B L IS H IN G 
C O M P A N Y P U B L IS H E D 
203 S New Madrid St 
P U B LIS H E D 
D A IL Y 
(E X C E P T 
S A TU R D A Y S A N D H O L ID A Y S ) 
at S IK E S TO N . M IS S O U R I. 63801 
E ntered 
at the 
Post O ffice at 
Sikeston, Scott County, M issouri, 
63801, 
as 
Second 
Class 
M a il 
M a tte r, 
according 
to 
act 
of 
Congress, M a rch 2, 187 5, S aturday, 
4th, 1950 
Second 
class 
postage 
paid 
at 
Sikeston, M issou ri 63801 
C L B lanton J r. 
P ublisher 
C L Blanton, III 
Business 
M anager 
Tony Pippen 
M anaging E d ito r 
H om er S tallings 
Adv D ire cto r 
A llen M B lanton 
E d ito r 
Glenn Greene 
C irc u la tio n M g r 


Released: 
M ild re d G raham , H ayti 
Leather M ills , C a ru th e rsville 
E thel Jam eson, P o rta g e ville 
Shirley Johnson, New M a d rid 
Bruce Thom as, L ilb o u rn 


DEXTER MEMORIAL 


Released: 
Floyd T a ylor, Cam pbell 
Kenneth G regory, Advance 


CHAFFEE GENERAL 


Released: 
Paul M cD ow e ll, Jackson 
Lacleda N orthern, Bell C ity 
Bertha Schwartz, Chaffee 
Franchon W hite. 
Cape G ira r 
deau 


SOUTHEAST MISSOURI 


Released: 
Judy M edley, lllm o 
Blanche K irb y , Benton 


FIRES 


F irem en 
w ere 
called 
to 
ex 
tin gu ish a fire in the cab of a 
pickup tru c k about 1 a m today, 
according to the D epartm ent of 
P ublic Safety fire division 
The tru c k , parked in a vacant lot 
at 218 L u th e r St., is owned by 
Jim erson Service S tation, 703 W 
M alone Ave 
The fire sta rte d in the seat of the 
tru c k , but the cause was not listed 


ACCIDENT PATIENTS 


Accident patients tre a te d 
and 
re le a s e d 
T u e sd a y 
in 
th e 
em ergency room at M issouri Delta 
C om m u n ity H ospital w ere 
Doyle D 
Burgess, 18, Sikeston, 
fo re ig n object in eye. R obert L. 
Cook, 
43, 
M orehouse, 
pulled 
shoulder out of place, 
Bernice 
F itts, 46, Sikeston, cut fin ge r w ith 
kn ife . Je ffe ry B row n, 15, Sikeston, 
burned eye w h ile b urning w heat. 
Celeste M cC ollum , 26, St 
Louis, 
In ju re d back in fa ll. 
Glenn 
H a rris, 
30, C harleston, 
b ru is e s 
and 
s c ra tc h e s 
w hen 
com bine header fe ll on leg 
James 
H 
T a ylor, 
33, 
East 
P ra irie , 
bruised leg 
B a rba ra B S m ith, 33, 
Morehouse, 
cut 
hand 
on 
car 
w indow , 
Kenneth 
Payne, 
12, 
Sikeston, stuck d rill in fin g e r and 
P auline B rock, 42, Sikeston, heavy 
object fe ll on head 


Eaton M fg 
Ford M otor 
General M otors 
Interstate Brands 
Malone & Hyde 
M id South U til 
J. C. Penney 
Union E lect 
O ccidental Pet 
W a lM art Stores 


40 
57i* 
7 47'* 
13'/, 
22'/, 
15V? 
57'/, 
15ls 
18M 
14'/« 
E D ITO R 'S N O TE : The bid price 
is the a p p ro xim a te price if one 
were a seller and the asked p rice is 
the a pp ro xim ate p rice if one w ere 
a buyer. These are listin g s at the 
close of the previous m arket 
Q uotations fu rnished by Hugh T 
M c c o llu m , 
R e g is te r e d 
R epresentaive for 
R ow land and 
Co 1405 East M alone Phone 471 
5350 


GRAIN MARKET 


CHICAGO 
(A P ) 
— 
Soybean 
and 
g ra in 
fu tu re s prices were 
uneven 
im 
e a rly 
dealings 
on 
the Chicago Board of Trade to 
day 
On 
the 
opening, 
soybeans 
w ere 3 ', 
cents a bushel low er 
to 2’/, 
h ig h e r, 
N ovem ber 6.74; 
wheat was '/, low er to 2 higher, 
Decem ber 
2.78, 
corn 
was 
'/« 
low er to 1'/, higher, Decem ber 
2.54 and oats w ere v, low er to 
*« higher, D ecem ber 1 6 2 ',. 
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Wednesday 
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The Associated Press is e n title d 
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M in im u m ch arg e S2 IB D eadline 5 
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E x tra S ervice C harge to r Blind 
A d s . Cards of Thanks S2 50 up to 40 
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SS 00 
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D isplay A d ve rtis in g , per mch SI 82 
Reading. Notices, per line 50 cents 
Lege' N otices at tne Legal Rates 
A ll 
subscriptions 
payable 
in 
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By c a rrie r in c ity S2 50 
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By m an w here e a rn e r services 
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SIS 00 
3 m onths 
S 9 00 


B ID 
ASK 
Anheuser B utch 
2 4 ', 
25 
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S terling Store» 
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A llie d Stores 
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C olum bia G at 
25'« 


MALL STARTS FRIDAY 


HI LO PR C Otlk 
A lbany 
47 
40 
Cdy 
A lb u q u e 
72 
42 
c lr 
A m a rillo 
72 
35 
c lr 
Anchorage 
28 
24 
cdy 
A sheville 
55 
28 
cdy 
A tlanta 
60 
33 
c lr 
B irm in g ha m 
64 
34 
c lr 
B ism arck 
50 
31 
c lr 
Boise 
65 
37 
c lr 
Boston 
46 
38 
cdy 
B ro w n sville 
76 
52 
c lr 
Buffalo 
50 
40 
cdy 
Charleston 
57 
42 
02 cdy 
C harlotte 
55 
30 
cdy 
Chicago 
63 
34 
cdy 
C incinnati 
56 
36 
cdy 
Cleveland 
52 
35 
cdy 
Denver 
57 
32 
cdy 
Des M oines 
61 
34 
c lr 
D etroit 
55 
32 
cdy 
Duluth 
46 
29 
sn 
F a irba n ks 
1 
03 
01 cdy 
Fo rt W orth 
76 
51 
d r 
Green Bay 
57 
21 
cdy 
Helena 
46 
29 
c lr 
Honolulu 
83 
71 
c lr 
Houston 
68 
52 
c lr 
In d a p o iis 
60 
32 
cdy 
ja c k s v ilie 
69 
57 
31 
rn 
Juneau 
49 
47 
37 
rn 


Kansas C ity 
6 
Las Vegas 
8 
L lttl Rock 
6 
Los Angeles 
9 
L o u isville 
6 
M a rqu e tte 
5 
M em phis 
6 
M ia m i 
M ilw a u ke e 
58 
M pls St. P 
57 
New O rleans 
67 
New Y o rk 
50 
O kla C ity 
75 
O m aha 
62 
O rlando 
81 
P h ila d 'p h ia 
52 
Phoenix 
91 
P ittsb u rg h 
49 
P 'tla n d , M e 
38 
P tla n d , Ore 
68 
R apid C ity 
56 
R ichm ond 
56 
St. Louis 
65 
Salt Lake 
65 
San Diego 
88 
San F ran 
S eattle 
57 
Spokane 
46 
Tam pa 
79 
W ashington 
53 
HI— P revious d ay's 
Lo—This m o rn in g 's 
P ro — P re cip ita tio n 
hours ending 8 a m 
ern tim e 
O tlk— Sky 
conditions 
fo r today 


R IV E R STAG ES 
Mississippi River 
FI 
Now 
Chester 
27 
1.5 
Cape G irardeau 
32 
7 6 
New M a d rid 
34 
12.6 
C a ru th e rsville 
32 
13.7 
FORECAST 


At Chester the riv e r w ill rise 
Thursday 2, rise F rid a y 1, and no 
change S aturday 
At Cape G ira rd e a u 1he riv e r w ill 
be 
no 
change 
Thursday, 
rise 
F rid a y .2; and fa ll S aturday .1 
At New M a d rid the riv e r w ill be 
no change T h u rsd a y; fa ll F rid a y 
.7 ; and fa ll S aturday 1. 
At C aru th e rsville the riv e r w ill 
rise 
Thursday 
.1; 
no 
change 
F rid a y , and fa ll S aturday .7 
Ohio R iver 
FI 
Now 
Ch 
Golconda 
40 
19 3 
— .1 
Paducah 
39 
17.1 
nc 
G rand Chain 
42 
227 
+ .1 
C airo 
40 
20 7 
nc 
FORECAST 


At Golconda the riv e r w ill rise 
Thursday 
1; rise F rid a y 5, and 
rise S aturday ! 
At Paducah the riv e r w ill fa ll 


T hursday 
4, rise F rid ay 
fa ll S aturday 3. 
At 
C airo the 
riv e r 
Thursday 
8, fa ll F rid ay 
rise S aturday .3, 


1, and 


III 
fa ll 
.1; and 
----- 


w 
r - . . - . 


At the turn o f the century. Theod ore Hostetter, a noted playboy sportsm an from 
Pittsburgh, lost a m illion dollars gambling--by pitching pennies! 


( i— 
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IS HE or isn't he planning to 
lav down some o! the burdens 
of his office? According to 
Italian 
press 
reports. 
Pope 
Paul VI. 79 and troubled by 
arthritis, mav turn over som e 
tasks to a deputy. 


800 WARNER WADE’S FOOD MART 
SIKESTON, M0. 


FREE DELIVERY WITH s500 ORDER 
MUST BE IN BY 2 PM 


H0URS-M0N-SAT-8-7-SUN-10-6 
W E A C C E P T F O O D S T A M P S 


PARTINS WHOLE HOG SAUSAGE 
KING COTTON NO. 1 SLAB SLICED BACON 
US NO. 1 RED POTATOES 


99‘ IB 
99 
LB 
10 LB BAG 89* 
HELLO DELI 


BOLOGNA S BRAUNSCHIWEIGER..............................................................................79' LB 
KING COTTON LIVER CHEESE 
KING COTTON LUNCHEON LOAF ............................................. 
REELF00T PICKLE LO A F..................................................... 
ARM0UR-0LD FASHION-KULBASSY-BBQ LOAF 
*1 ” LB 
KING COTTON SALAMI 
..............................................................................................*1” LB 
FARM CREST ICE CREAM 
79' Vi GAL 
LIMIT 1 WITH’10" PURCHASE 
0WNERS-J0HN HILL-VERNELL HILL 


THE NO. 1 STORE IN CHOICE MEATS AND FRIENDLY SERVICE 


79* LB 
*1" LB 
*1" LB 
•1" LB 
sr . LB 
*1” LB 


POLIC E ARRESTS 


Denni» 
Lee 
M organ, 
406 
N 
Johnson, C harleston, possession of 
m a riju a n a 
D a vid O M u lca h y, 701 Helen St , 
no 
c ity 
stic k e r 
and 
fa ilu re 
to 
d iso 'a y c u rra n t re g is tra tio n 
John 
E 
Batts, 
715 
W arren, 
C harleston, 
no d r iv e r s license 
c a rry in g a concealed weapon and 
Im p ro pe r re g is tra tio n 
R obert E a rl is b e 'i, 846 ve rno n 
I t . , d riv in g under the influence of 
alcohol. 
A lien E S m ell, J14 Crowe Piece, 
re ceiving stolen p ro p e rty 


BIRTHS 
C A R N E Y — M r end M rs Jim 
C arney, 
301 
G ilm o re 
St , 
ere 
parents 
of 
th e ir 
firs t 
ch ilo , 
e 
daughter born Oct 28 at M issouri 
D elta C om m u n ity H ospital, T n * 
g irl weighed 8 pounds. 6 ounces, 
ano has been nam ed Jenny Lynn 
M rs 
Carney 
is 
the 
fo rm e r 
B e ve rly In g ra m , daughter of M r 
and 
M rs 
Lynn 
In g ra m , 
704 
H icko ry 
D riv e 
C arney is 
em 
ployed by M 
D 
Lim b a u gh Con 
S truction Co.. and is the son of M r 
and M rs D ale C arney of Jefferson 
C ity, 


LOCALSTOCKS 


MALC0 TWIN STARTS FRI. 
m m m , 


t IMIVHSâl PlClum 


« m i SHAW JAMES tARL JONES PtTER BOUE 


M M f lM MUOIO 01.0 BRIOGES btOFFREY HOLDER SWASHBUCKLER 


.‘>k 
western shirts 
in our 
Western Shop. 


The big 
difference 
between 
todays 
best selling 
jeans and 
JCPenney 
Plain Pockets 
is the pocket. 
And the price. 


JCPenney 
Plain Pockets. 
Onlys10. 


W hat s m ore im portant7 What 
som eone else stitches on the pocket 
or what you have left to put in it7 
Especially, when it s the same indigo 
dyed cotton denim The same flare 
leg styling The spme good looks and 
great fit of the best selling jeans 
The big difference between us and 
them is the pocket And the price 
Plain Pockets O nly $10 
Sale 9.60 to 12.80 


Reg. 12.00 to 16.00 H ere s the year s greatest selection 
of men's and boys rugged western shirts G et easy- 
care plaids solids stripes Great looks with jeans 
Here s your chance to round up all the looks you like 


Sal* pricea effective through Saturday 


Shop our catalog 
471-8111 
8:00 am till 9:00 pm JCPenney 
Kinysway Mall; Sikeston, M o. 


Uva your J C Penney card i 


Open 9:30 am till 9:00 pm 
471-8111 
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Burlison wins re-election 


ST. LOUIS (AP) — Republi­ 
cans gained a seat in Mis­ 
souri’s 6th Congressional Dis­ 
trict 
in 
Tuesday’s 
election, 
while all five incumbents were 
re-elected in the 10 races. 
The GOP had hoped to pick 
up three seats but even though 
they failed, the victory by E. 
Thomas Coleman in the 6th 
District gave the party two 
Congressional seats - and they 
had had wily one since 1968. 
Democrat Morgan Maxfield 
of Kansas City, once considered 
the strong frontrunner in the 
6th, ran into trouble late in his 
campaign and Coleman took 
advantage, pulling 59 per cent 
of the vote to defeat him. 
St. Louis Democrat William 
Clay won easily over his Re­ 
publican opponent, Robert L. 
Witherspoon, taking 67 per cent 
of the vote. 
Clay’s victory was expected, 
even though he, along with fel­ 
low incumbents Gene Taylor of 
Sarcoxie, Republican in the 7th 
District, and Bill Burlison of 
Cape Girardeau, Democrat in 


the 10th District, ran into finan­ 
cial trouble with the govern­ 
ment. 
All three earlier this year 
made refunds or adjustments in 
their travel expenses. 
The difficulty did not seem to 
bother the other two candi­ 
dates, either, with Taylor tak­ 
ing 62 per cent of the vote to 
beat Democrat Dolan G. Hawk­ 
ins of Springfield and Burlison 
getting 72 per cent to defeat 
Republican Joseph Carron. 
The other incumbents, Demo­ 
crats Richard Bolling of Kan­ 
sas City, 5th District, and Rich­ 
ard Ichord of Houston, 8th Dis­ 
trict, also won their races. Bol­ 
ling received 71 per cent of the 
vote in his race against Joanne 
Collins of Kansas COITY AND 
Ichord took 69 per cent of the 
tally to defeat Charles R. Leick 
of Davisville. 
In the race to fill the 2nd Dis­ 
trict seat vacated when James 
Symington made his unsuccess­ 
ful bid for the U.S. Senate, 
Democratic State Sen. Robert 
A. Young of St. Ann got 51 per 


cent of the tally to freeze out 
Robert 0. Snyder of Kirkwood. 
The 3rd District seat, vacated 
by the retirement of Lenor K. 
Sullivan, went to Democratic 
St. Louis Alderman Richard 
Gephardt who received 64 per 
cent of the vote. 
Lexington Democrat Ike Skel­ 
ton garnered 56 per cent of the 
returns to beat Richard A. King 
of Independence in the 4th Dis­ 
trict and fill the seat left open 
by the retirement of William 
Randall. 
Maxfield’s campaign bogged 
after he was accused of failing 
to pay real estate tax on prop­ 
erty he owned. But his cam­ 
paign 
did 
not 
really 
dis­ 
integrate until his chief cam­ 
paign aide resigned and publi­ 
cly called his former boss a 
liar. 
The 6th District seat opened 
when Jerry Litton resigned to 
campaign for the U.S. Senate. 
Litton won the Democratic pri­ 
mary but was killed in an air­ 
plane crash on election night. 
Former 
Gov. 
Warren 
E. 
Pistol is taken in break-in 


EAST PRAIRIE — A pistol 
LaWanda Douglas home on Bill 
was stolen Tuesday from the 
Pope Road by burglars who 
îÿtBpOK 


204? 
CHECK OUT OUR 
UNDER THE TABLE SALE 
EVERYTHING UNDER THE TABLE 
is 20% OFF 
UNUSUAL AND DISTINCTIVE 
GIFTS FOR ALL AGES 
STIRT TOUR CHRISTMAS SHOFPIRG ROW 
USE OUR LAT-A-WOY FLAM 
■5 ?» »N R ,._____ 


apparently 
were 
frightened 
away before other items could 
be taken. 
Mrs. Douglas arrived at home 
during the noon hour Tuesday 
and noticed that drawers in a 
bedroom had been searched. A 
camera and a pair of diamond 
ear rings had been taken from 
a dresser but were found in the 
home. 
A lock on a back door had been 
forced open, and the burglars 
apparently went out the door 
when Mrs. Douglas drove up. 
The sheriff’s department is 
investigating. 


Tools stolen 
from bttlmoni 


Joe Templeton, 1705 Kentucky 
Ave., has reported the theft of 
$144 in tools from his home, 
according to the Department of 
Public Safety. 
The tools were taken Saturday 
from a back bedroom, according 
to Templeton who reported the 
theft Tuesday. 


MluTOWNLk vILLAGt 
„ 
n B F H n ilR S 
9:30 AM TO 9:00 PM 
SIKEST0N MO 
4711800 
« 
M 
-s 
. 
"Tin 
T i w i r i i — 
n 
m 
m m . 
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Heames was selected to fill Lit- 
ton’s spot on the ballot but was 
defeated Tuesday by Atty. Gen­ 
eral John C. Danforth. 
The 9th District seat, vacated 


by the retirement of colorful 
William Hungate of Troy, went 
to Democrat Harold Volkmer of 
Hannibal. Volkmer stood off a 
strong bid by Republican Jo­ 


seph Frappier of Florissant to 
take the contest with 56 per 
cent of the vote. 
At today’s prices, “ cab 
bagehead” is a pretty expen 
sive name to call anyone. 


20% savings on 
these famous 
beauty appliances 


Reg. 17.99. JCPenney 1200 
Watt Pro Type Dryer Features 
two air speeds, three 
tem perature settings, and 
concentrator attachm ent 
Sale 8.79 


Reg. 10.99. JCPenney Mist 
C urling Iron. Features non­ 
stick coating barrel, ready- 
on light, on -off light, mist 
control button, and built-in 
stand In plastic 20 watts 


Sale prices effective 
through Saturday. 


Reg. 16.99. JCPenney 1000 W att 
S tyler/D ryer Features styling com b, 
w ide-tooth comb, and styling brush 
Two speeds, style and dry In plastic 
20% off 
our most popular curtains 


H i "in Dill)' iMNMMW£ 
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* 
* 
* 
# 
sale 3.19 or. 
•*&<>. ■ iteri t— wi 
0 
80x24 


Reg. 3.99. M ercury II flocked dot 
tiers are crisp polyester nm on w ith 
w hite touches Easy-care 


80x36' 
reg 4 99 Sale 3 ° n 


Sale 3.19 pr. 68x24 


Reg. 3.99. G aucho' rustic tiers 
of polyester/rayon trim m ed w ith 
cotton acrylic rayon knit 
68x36' 
reg 4 99, Sale 3.99 pr. 
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Reg. 4.99. Berne eyelet-trim m ed 
tier curtains are easy-care p o ly ­ 
ester rayon w ith ruffled edging 
68x36' 
reg. 5 99. Sale 4.79 pr. 


Shop our catalog 
471-8111 
8:00 am till 9:00 pm JCPenney 
KinnstAiAti Mali* 6il#oo#Ait M n 


c 1976 JCPenney Co 
Inc 


Kingsway Mall; Sikeston, Mo. 
Open 9:30 am till 9:00 pm 
471-6111 


U*e your J.C.Penney card 


Democrats 
hold onto 
House control 
Deaths 


Richard M. Nixon. 
Democratic 
Rep. 
Richard 
Vander Veen lost Ford’s old 
House seat in Grand Rapids. 
Mich. Vander Veen had won 
the 
seat 
immediately 
after 
Ford left it to become vice 
president in 1974. 


the Democrats in 1974 largely 
because 
of 
Watergate. 
The 
pedulum did not swing back 
this 
time. 
Normally, 
many 
freshmen are thrown out when 
they seek re-election But this 
time most of the 75 Democratic 
freshmen who threw out R e 
publicans two years ago kept 
their scats Tuesday. 
Even though the Republican- 
Democrat lineup stayed the 
same, the election pumped a 
big shot of new blood into the 
House by installing another big 
crop of freshmen. 
With returns almost com­ 
plete, at least 60 new people 
were elected, less than the 92 
freshmen elected in 1974 
House 
Ethic 
Committee 
Chairman John J. Flynt, D-Ga., 
won a tough fight over Republi­ 
can challenger Newt Gingrich, 
who had charged that Flynt's 
committee ignored most con­ 
gressional wrongdoing 
Besides Howe and Helstoski, 
sitting Democrats thrown out 
included Joseph P. Vigorito of 
Pennsylvania, 
J. 
Edward 
Roush of Indiana and Edward 
Mezvinsky of Iowa 
Mezvinsky was a member of 
the House Judiciary Committee 
that 
recommended 
the 
im­ 
peachment of former President 


Orvil Holden 
Orvil Holden, 76, of 627 Greer 
St. died Monday at 5:57 p m in 
Missouri 
Delta 
Community 
Hospital 
Born Oct 9.1900 in Indiana, he 
was a retired employe of Scott 
County Milling Co. 
On May 12. 1928 in Kewanee, 
he married Leona Gaddis, who 
survives 
Other survivors include: two 
sons, 
Virgil 
G. 
Holden 
of 
Sacramento, Tex , and the Rev. 
Orvil L. 
Holden of Gillette, 
Wyo.; 
two 
daughters. 
Mrs, 
Geraldine 
Mann and Mrs. 
Sharon L Hazel of St Paul, 
Minn ; one brother. William 
Holden of Decatur. 111.; one 
sister, Mrs. Lula Chaney of 
Decatur; and 10 grandchildren 
and six great- grandchildren 
Friends may call at O’Guinn 
Funeral Home, where services 
are scheduled at 2 p m Thur­ 
sday. 
The 
Rev 
T A 
McDonough, pastor of Calvary- 
Assembly Church, will officiate 
Burial will follow in Garden of 
Memories Cemetery, 
Ollie Slinkard 


CHAFFEE - Mrs Ollie L. 
Slinkard. 87, of Route Two died 
Tuesday morning at St Francis 
Medical 
Center 
in 
Cape 
Girardeau 
She was bom June 13, 1889 in 
Cape 
Girardeau 
County, 
a 
daughter of Mr and Mrs Allen 
McClain. 
On Aug 18, 1907. she married 
David G. Slinkard. who died in 
1964 Two sons also preceded her 
in death 
She was a member of Fair- 
view Baptist Church 
Surviving are 
three sons. 
Waldon Slinkard of Jackson, 
Melvin Slinkard of Whitewater 
and Norman Sltnkard of Chaffee 
Route Two; five daughters, Mrs 
George Bond of Shell Knob. Mrs 
William Bomeman of Delta and 
Mrs Merlin Statler, Mrs John 
H 
Crites and Mrs 
Willard 
Klaus of Jackson 
and one 
brother, four sisters. 24 gran­ 
dchildren and 28 great- grand­ 
children 
Friends may call at McCombs 
Funeral 
Home 
in 
Jackson, 
where services are scheduled at 
2 p m Thursday with the Rev 
E arl 
Reinhart, 
pastor 
of 
Fairview Baptist Church, of­ 
ficiating 
Burial will be in Russell 
Heights Cemetery at Jackson 
George B. Heil 


EAST PRAIRIE - George 
Benjamin Heil. 71, of Route One, 
a retired farmer, died at 4:30 
p m Tuesday in the Host House 
at Charleston following an ex­ 
tended illness 
Born Feb 22. 1905 in Wabash 
County, 111., son of the late John 
and Mary Schuh Heil. he had 
lived in the Dogwood Com­ 
munity 45 years and retired 
from farming in December 1955 
On June 15, 1925. he married 
Eariine Crews, who survives 
One sister preceded him in 
death 
Other survivors include two 
sons. Benjamin and Billy Heil of 
Fontana; 
three 
brothers, 
Edward J 
Heil of Kirkwood, 
William F Heil of Albion, 111., 
and Willard M Heil of Mission, 
Tex , one sister. Mrs Carolyn 
Gabel of Tahoma Park, Md , 
and six grandchildren and five 
great-grandchildren 
McMikle Funeral Home is in 
charge of arrangements, which 
are incomplete 


WASHINGTON 
(AP) 
- 
Democrats held on to their 2 to 
1 House control, a domination 
that could give President-elect 
Jimmy Carter solid backing for 
his programs. 
With returns from Tuesday’s 
election 
alm ost 
complete, 
Democrats were staying dead 
even with the previous 290 to 
145 House margin that put 
them in constant veto battles 
with defeated President Ford, 
Despite polls showing public 
disenchantment with Washing­ 
ton and Congress, few sitting 
congressmen — either Republi­ 
cans or Democrats — were 
thrown out. 
Women appeared to be losing 
one of the 19 seats they had. 
The 17 black House members 
won re-election. 
Two Democrats lost 
their 
seats in sex and bribery scan­ 
dals Rep Allan T. Howe, con­ 
victed of soliciting sex from po­ 
lice 
decoy 
prostitutes, 
was 
beaten in Utah, and Democrat­ 
ic Rep 
Henry Helstoski, in­ 
dicted on a bribery charge, was 
defeated in New Jersey. 
Democratic Rep Robert L. 
Leggett was losing in California 
in early returns but began clos­ 
ing the gap He acknowledged 
an extramarital affair, and the 
Justice 
Department 
is 
in­ 
vestigating allegations that he 
and several other congressmen 
accepted bribes from South Ko­ 
rean agents 
Nearly 20 other House in­ 
cumbents accused of sexual or 
financial misconduct won 
Republicans lost 43 seats to 


publican challengers in another 
25 districts and were leading in 
10 more. Republicans added to 
their unopposed total by win­ 
ning another 10 districts, in­ 
cluding one held by Democrats, 
and were leading in 10 more, 
including 
another 
now 
con­ 
trolled by the majority. 
The present party split in the 
House is 114 Democrats and 49 
Republicans 


Republicans had gone into 
the election hopeful of at least 
regaining enough of the seats 
lost in the Watergate aftermath 
of 1974 to end the Democrats’ 
two-thirds 
majority 
in 
both 
Houses 
That majority control led ear­ 
lier this year to the first over­ 
ride of a governor’s veto in 
more than a century. 


But it appeared the GOP's 
gains in the House would not be 
sufficient to drop the Demo­ 
cratic majority beoow 109 
With incumbents apparently 
weathering all general election 
challenges, retirements by in­ 
cumbents and incumbent de­ 
feats in the August primary 
will mean more than 25 per 
cent of both Houses will be 
composed of freshmen lawmak­ 
ers when the General Assembly 
convenes next January 
A dozen women also secured 
House seats, and with several 
still involved in races with in­ 
complete returns, women are 
assured of at least maintaining 
their current strength. 


Until. from |MK*‘ 1 


W, 
Clifton 
Banta 
Sr., 
Republican, appointed to fill an 
unexpired term as Probate and 
Magistrate Court judge, won 
election for a four year term 
with 1,300 votes. 
Constitutional 
amendments 
and Proposition Number One 
were also defeated in the county. 
Amendment One received 2.183 
votes 
for to 2,193 against, 
Amendment Two, 2,681 against 
to 1.206 for; and proposition One, 
2,269 against to 2,097 for. 
On the judicial ballot, voters 
approved the retention of judges 
George Flanigan and Robert 
Hogan. Flanigan polled2,177 yes 
votes and 889 no votes Hogan 
tallied 1.988 yes to 874 no 


Rev. John Witherspoon, the 
only active clergyman among 
the signers of the Declaration 
of Independence, achieved a 
g re a te r repu tation a s a 
religious leader and educator 
t ha n 
a s 
a 
p o l i t i c i a n 
Emigrating from Scotland to 
America in the midst of the 
co n trov ersy betw een the 
Colonies and the Crown, 
Witherspoon took part in the 
Revolution, and signed the Ar­ 
ticles of Confederation as well 
as the Declaration 
He is better known, The 
World Almanac notes, for his 
distinguished 
presidency 
of 
the College of New Jersey 
(later Princeton University). 
USE THE DAILY STANDARD 
CLASSIFIED ADS 
Burlison, Dennis win only 
contested races in Scott 


WYATT - Needham Pullen. 
74, died at 6 p.m. Tuesday in 
Missouri 
Delta 
Community 
Hospital at Sikeston 
Bom Sept 13, 1902 in Tyler, 
son of the late Alfred and Arto 
Oakley Pullen, he had lived in 
Wyatt 40 years and was a self- 
employed trucker until retiring 
in 1974 
On May 23, 1936. he married 
Katherine 
L. 
Allmon, 
who 
survives Two sisters preceded 
him in death 
Survivors 
include: 
one 
stepson, 
Allen 
Reynolds 
of 
Carbondale, 111.; five brothers, 
Alfred 
Pullen of Pensacola, 
F la., 
John 
Pullen 
of 
Bloomingdale, 
M ich, 
Oak 
Pullen of Baltimore. Md., E J. 
• Son” Pullen of Charleston and 
Ross Pullen of Wyatt; and three 
sisters, Mrs Elizabeth Carr of 
Baltimore. Mrs Leona Coleman 
of Union City, Tenn , and Mrs 
M argaret 
Hopper 
of 
F ar­ 
mington. 
Friends may call after 3 p m 
Thursday at McMikle Funeral 
Home 
in Charleston, 
where 
services are scheduled at 2 p.m. 
Friday. 
Burial will follow in Oak 
Grove 
Cemetery 
near 
Charleston 


district incumbent state representative, 
4,312; Marshall Craig, incumbent judge of 
the 33rd Judicial Circuit, 10,766; Eldon 
Ziegenhorn, 
incumbent 
1st 
District 
associate judge of the Scott County court. 
5.407; 
Melvin Glueck, 
incumbent 
2nd 
District associate judge of the Scott County, 
5,457. 
David G 
Shy. prosecuting attorney, 
10,890; William F Ferrell, sheriff, 10,900; 
Gerald A Inman, assessor, 10,711; E E. 
’Gene” Nunnelee. coroner. 10.842, Thomas 
A Beardslee, public administrator, 10,493; 
and C 
R 
"Buddy" Waters, incumbent 
county surveyor, 10,597 
In a separate ballot to fill three seats on 
the board of trustees of the Scott County 
Health Center, were Janice Kay of Chaffee, 
an incumbent, received 6,901, Robert J 
Albrecht of Illmo, another incumbent, 
totaled 6,796, and Abram Hirschowitz of 
Oran received 7,504 votes 
In balloting on Proposition One, Scott 
County totals included 6.847 favorable votes 
and 5,713 against. Constitutional Amend­ 
ment No 1. 6.109 for. 6.184 against; and 
Constitutional Amendment No 2 . 3.939 for, 
7.644 against 
In a judicial ballot for the Missouri Court 
of Appeals, Springfield District, Judge 
George M Flanigan received 7,199 votes for 
retention in office to 2,516 against and Judge 
Robert E Hogan received 6.699 yes votes 
and 2.389 no votes 
Sco»t County Clerk Bob Kielhofner said 
13.304 of the 19.727 registered voters in Scott 
County turned out for the election, which 
represents approximately 67 per cent of the 
registered voters 


BENTON — In the only contested races 
directly affecting Scott County, incumbent 
10th District Rep Bill D Burlison. D-Cape 
Girardeau, who won re-election, received 
the endorsement of county voters by piling 
up a 10,228-2.805 edge over challenger Joe 
Carron, R-Arnold. and retiring Scott County 
Sheriff, who won the 27th District seat in the 
Missouri Senate, led his Republican op­ 
ponent, Cape Girardeau Mayor Howard 
Tooke 9,808 • 3,489 in county balloting 
In the presidential conteat, the Carter 
Mondale Democratic ticket carried 28 of 31 
precincts in the county by a margin of 8.077- 
5.202, including absentee ballots The three 
princinta the Ford-Dole Republican team 
carried were 
Park Precinct, 382-337, 
Airport 
Precinct, 
314-297; 
and 
Allen 
Precinct, 516-340, all in the city of Sikeston 
Scott Countians preferred Democrats in 
all other contested federal and state races, 
including the U.S. Senate contest,in which 
they favored Warren Hearnes over John 
Danforth, 
7.992- 
5.249, 
although 
the 
Republican w on the race statewide 
Other county totals included: Governor, 
Teasdale 7,792, Bond, 5,458. lieutenant 
governor, Rabbitt, 7,913, Phelps. 5,082; 
secretary of state, Kirkpatrick, 10,324, 
Huffman. 2.492. Treasurer. Spainhower, 
10,412. Kemp. 2.624; and attorney general, 
Baker. 7,732, Ashcroft, 5.249 
County totals for unopposed Democratic 
candidates included: 
Marvin E 
Proffer, incumbent 
155th 
District state representative. 1.297; C. F 
Cline, 
incumbent 
159th 
District 
state 
representative. 5.000. Fred DeField. 160th 


New York state’s voting 
machines are impounded 


had 
been 
mailed 
by 
local 
boards Under state law. any 
ballot received by 9 p m Tues­ 
day — the hour the polls closed 
— was counted Tuesday and is 
included in the current total. 


and guarded " 
The impoundment is meant to 
safeguard the voting machines 
while s recount is conducted 
With 98 per cent of the state's 
vote counted. Jimmy Carter led 
President Ford by about 250,000 
votes and was running four per­ 
centage points ahead — 52 to 
48 That lead was considered 
far more than could possibly be 
needed to survive any changes 
in the state's vote total as a re­ 
sult of a recount. 
However, there was confusion 
over the status of absentee bal­ 
lots in the state 
A spokesman (or the stale 
Board of Elections estimated 
that 400,000 absentee ballots 


NEW YORK (AP) - Trucks 
were sent throughout New York 
State this morning to pick up 
the state’s 25,000 voting ma­ 
chines, all impounded by a 
middle-of-the-night court order 
carrying White House approval 
The highly unusual action — 
believed to be a first in this 
state — was ordered after rep­ 
resentatives of Republican offi­ 
cials alleged that irregularities 
had occurred in Tuesday 's elec­ 
tion 
A spokesman at the Board of 
Elections in New York City 
said this morning that trucks 
were being dispatched "to pick 
up the machines They will be 
removed to a central location 


However, there was no way 
to immediately determine how 
many absentee ballots were 
counted and how many re­ 
mained uncounted 
Any ab­ 
sentee ballot received in New 
York State after 9 p m Tues­ 
day is being held by local elec­ 
tion boards pending a court test 
ovar their legitimacy. They will 
not be counted until the court 
decision is made 
Burlison 
received 
a 
sub­ 
stantial majority in his bid for 
re-election as representative of 
the 10th district, receiving 7,364 
votes 
and 
his 
Republican 
challenger, Carron, receiving 
2,303 votes 
Area 
races 
in 
which 
Democrats had no opposition 
included State Sen of the 25th 
district. Tinmn, 7,160 votes. 
Rep Cline, 159th district, 3,145, 
Smith, representative of the 
157th District, 4,IK votes, and 
McHaney. Circuit Judge of the 
35th Division. 7,001 votes 
Democrats 
seeking 
county 
office without opposition in­ 
cluded Jack Ward. County Court 
judge. First District, 3,738. Pete 
Snider. County Court Judge. 
Second 
District, 
3,503; 
Phil 
Ayers, 
prosecuting 
attorney, 
7,029 Harry Norman, collector 
and ex-offtcio collector, 7,221; 
Ray Rainey, coroner, 7,379, and 
Mary 
Thrower, 
public 
ad­ 
ministrator, 7,133 
The only other county wide 
issue decided on m Tuesday's 
election was a proposed co- 
untywtde health center, which 
was defeated, when it failed to 
receive two-thirds majority. 
The final vote was 5,447 yes 
and 4.249 no 
Constitutional 
Amendment 
One. dealing with sales tax for 
conservation 
purposes, 
was 
approved by a narrow margin in 
the county, 4,545 yes and 4,536 
no 
Proposed 
C onstitutional 
Amendment Two, dealing with 
taking sales tax off food and 
drugs failed by an almost 2-1 
margin 
The final vote was 
2,322 yes and 5,334 no 
Proposition One. dealing with 
power plants, was approved by a 
vote of 5.404 yes snd 4,118 no. 
Both Appeals Court judges in 
the Springfield District were 
retained 
The final vote was Flanigan 
5,252 yes and 1,806, no, and 
Hogan 4,834 yes and 1,640 no 


M adrid 
Deni ocra ts s weep 


was soundly defeated county- 
wide with 1.967 votes in favor an 
4,272 against 
Proposition One was rejected 
in the county by a vote of 3,361 
for to 3.691 against 
Voters favored retention of the 
Missouri 
Court 
of 
Appeals 
judges 
in 
the 
Springfield 
District. 
Judge George 
M. 
Flannigan 
received 
3.810 
favorable 
ballots to 
1,005 
against Judge Robert E Hogan 
had 3,518 votes for retention in 
office and 1,013 against 
Earl Dell tallied 4,619 votes 
and 
L. 
Faherty 
Pinkley 
collected 4,672 to be elected 
health center trustees 
Area Democratic incumbents 
elected without opposition were 
state Senator Nelson B Tinntn 
of Hornersville, 25th district and 
state representatives Fred E 
"Gene" Copeland, 161st district, 
and Vic Downing, 162nd district 
Elected 
to 
county 
offices 
without opposition were William 
L. 
Ragland, Circuit Court 
Judge. 34th Judicial Circuit; 
John H. Calvin, county court 
judge first district; J H Work 
man Jr., county court judge 
second district; Hal E Hunter 
Jr., 
prosecuting 
attorney; 
Walter L Ivy, sheriff; Clyde M 
Hawes, assessor, Gene Clayton, 
coroner; Joseph A 
DeLisle, 
public 
adm inistrator; 
and 
Charles W Ice, surveyor 


Governor Non-partisan Leo J. 
Fischer gained four votes. 
Secretary 
of State Jam es 
K irkp atrick 
ou tdistan ced 
Republican challenger Mildred 
Huffman by a vote of 6,047 to 
1,413 Non-partisan Evelyn F. 
Carmick failed to draw a single 
vote in the county. 
Incumbent treasurer James 
Spainhower was favored for a ' 
return to office over Republican 
opponent Albert L "Al" Kemp 
Jr Spainhower allied 5,969 votes 
and Kemp 1,477 
In the race for the attorney 
general's 
office 
between 
Democrat Jam es G Baker and 
Republican John 
Ashcroft, 
Baker received 5,004 votes and 
Ashcroft 2.465 
Incumbent 
10th 
district 
representative Bill D Burlison 
of Cape Girardeau, marked up a 
wide majority over Republican 
challenger 
Joe 
Carron 
Burlison received 3,602 votes to 
Car ron’s 1,322 
County voters rejected both 
the 
proposed 
constitutional 
amendments 
and 
also 
Proposition 
One 
The 
con­ 
servation 
tax proposed in 
constitutional amendment one 
was narrowly defeated by a 
vote of 3,395 against to 3,381 in 
favor 
Constitutional 
amendment 
two, which proposed elimination 
of tax on food and drug sales. 


New Madrid County 
Democratic nominees swept 
New 
Madrid County in the 
general election Tuesday and 
three statewide issues were 
rejected by the voters 
An early calculation by the 
number of vote: cast in the 
presidential race indicated that 
63 5 per cent of the approximate 
12.600 registered voters went to 
the polls 
Unofficial returns show that 
the Democratic Carter-Mondale 
presidentigl-vtce 
presidential 
team tallied 5,218 votes and the 
Republican 
nomineees. 
Ford 
and Dole. received 2.797 votes. 
Carter and Mondale received 
majorities in 32 of 33 precincts. 
Big Prairie Four precinct in 
Sikeston favored Ford snd Dole 
I nde pe nd e n t 
nomi nees 
McCarthy and Barrett collected 
a total of 19 ballots. 
In the U S Senate race bet­ 
ween Danforth and Hearnes. 
voters supported Hearnes in ail 
precincts except West Three in 
Canalou Hearnes tallied 4,460 
votes and 2,591 ballot were cast 
for 
Danforth 
Non-partisan 
candidate Petty took one vote 
Democrat Joe Teasdale was 
favored 
over 
incumbent 
Christopher "Kit" Bond in the 
governor’s race by a vote of 
4,701 to 2,951 Bond carried only 
Big Praine Four, West Three 
and West Four precincts Non- 
partisan candidate Leon Striler 
trailed with four votes 
Richard J. "Dick’’ Rabbitt. 
Democrat, collected 4,951 votes 
over incumbent William "Bill" 
Phelps, who received 2.590 votes 
in 
the 
race 
for Lieutenant 
Spradlin«:. 
Carlisle win 
at Matthews 
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Gertie Stafford 


MALDEN 
— 
Gertie 
Mae 
Stafford. 67, died Monday at 
Methodist Hospital in Memphis 
She was born Jan 21, 1909 in 
Maiden to the late Sandy and 
Betty Gordon Taul 
In June 1931. she married 
Theodore Stafford, who died in 
1973 
Surviving 
are 
four sons, 
Harold Gerald. Theodore Jr 
and Jackie Stafford of Malden 
two daughters Margaret Burge 
of Malden and Manlyn Sue 
Kilgo of Woodson Terrace, one 
sister. Agnes Farris of Malden, 
and seven grandchildren 
Services were conducted at 4 
p m today in Bradshaw Funeral 
Home 
by 
the Rev 
Donald 
Cochran. 
Burial will follow in Memorial 
Park Cemetery 
Willie A. Smith 
MALDEN - Willie Alexander 
Smith. 84. a reured farmer, died 


K IN G SW A Y MALL 


SHOWTIME 
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One person received moderate 
injuries and four received minor 
injuries in election day ac­ 
cidents on Southeast Missouri 
highways 
A one- car accident at 6:15 
p m on Township Gravel Road, 
five and half miles southwest of 
Kennett, left the driver with 
moderate injuries 
Henry Parker. 34, of Senath 
Route 
Two, 
was 
taken 
to 
Dunklin 
County 
Memorial 
Hospital and 
transferred to 
Campbell’s Clinic In Memphis, 
Tenn 
The accident occurred when 
the pickup, which Parker was 
driving west, ran off the right 
side of the road on a curve and 
into a ditch 
A two- car accident on Route 
B, one mile north at Millersville, 
at 7 45 a m caused minor in 
juries to the two drivers 
Gene WiUs, 40 of Millersville, 


was taken to Dr Spence m Cape 
Girardeau with minor injuries 
and 
Marylin 
Eaton, 
28. 
of 
MillersvtUa, was taken to Dr. 
Buford in Cape Girardeau 
The accident occurred when 
the Eaton car, traveling north, 
made a left turn into the path of 
the southbound Willis car, 
Two drivers were injured in a 
two-car accident at 9 40 a m on 
Highway 84, four miles west of 
Hayti 
The accident occurred when a 
car driven west by Helen D 
Jaynes, 49, of Parma made a left 
turn in a private drive and was 
struck in the left side by a car 
driven west by Drexel Adkins, 
50, of CaruthersviUe, who was 
attempting to pass the Jaynes 
car, 
Both drivers received minor 
injuries and were taken to 
Pemiacot 
County 
Memorial 
Hoapita! in Hayti 
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PRIZES 
MATTHEWS - Don Spradhng 
collected 109 votes to be elected 
city marshal over three op­ 
ponents and Robert Carliale 
received 144 votes to win the 
police judge's post over Fred 
Story in a special city election 
Tueeday. 
Other candidates and vote 
totali for the marshal’s race 
were 
Bud Huls, 38; Charles 
Beard, 
46, 
and 
Kenneth 
Liggons. 40 
Story, who had been filling the 
police judge’s position by ap­ 
pointment, tallied 104 votes. 
Both terms will expire In 
April, 1978, 
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New Madrid County 4-H holds recognition night 


L1LB0URN 
- 
Ruth 
Ann 
Canady, 
a 
member of the 
Dawson- LaForge 4-H Club, and 
George DeLisle, member of the 
Shamrock 
4-H Club, 
were 
named the most outstanding 4-H 
girl and boy in New Madrid 
County at the 1976 annual 4-H 
Recognition Night honoring 4-H 
members and leaders Thursday. 
Recognized as the outstanding 
first- year 4-H girl and boy were 
Angela Fortner, Risco- New 
Hope 4-H Club, and Barron 
thatch, Jolly Ho 4-H Club. 
For outstanding achievements 


and leadership, Emily Eftink, 
Shamrock Club, received the 
Danforth “I Dare You” Award. 
Receiving Missouri 4-H Key 
awards, in recognition of five 
years of club work to members 
who have reached age 16, were 
George DeLisle, Shamrock 4-H 
Club; Judy Eby, Matthews 4-H 
Club; 
Rose Haynes, Willing 
Workers 4-H Club; and Isaiah 
Mason, Marian Anderson 4-H 
Club. 
The Foley Foods Award for 
outstanding 
work 
in 
food 
preparation and preservation 


went 
to M elissa 
Kellam, 
Shamrock Club. 
Florence 
Scherer of 
Por- 
tageville and Virgie Thompson 
of Marston were recognized and 
presented 10-year leader pins, 
and Willie Fortner of Tallapoosa 
received a five-year leader pin. 
First-year pinl were given to 
Bob 
Meese, 
Jerry 
Scherer, 
Sheila Pikey, Arlean Turner, 
Sue Meyers, Judy VanAmburg, 
Paula Scherer, Laverne Sim­ 
mons and Phylis Glass. 
Jeannette Haubold, assisted 
bv Mrs. Johnnv McWilliams, 
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presented 
county 
project 
medals to the following 4-H Club 
members: 
Achievement- 
- 
M elissa 
Kellams, Keith Hampton, Kim 
Kellams and Emily Eftink. 
Agriculture - Joe Richardson, 
M ary 
Hulshof and Wayne 
Blough. 
Bicycle 
-- 
Andrew Joyce, 
Carla Cooksey, Missy Kirksey 
and Gene Ellis. 
Bread ~ Kim Hardin, Becky 
Brands, Rita Alsobrook, Lora 
Shafer, 
Laura 
Eakens 
and 
Donette Nettles. 
Child care - Sherri Eakens, 
Laura Eakens, Lora Shafer and 
Kim Hardin. 
Citizenship - Mark Hunt and 
Debby Eby. 
Clothing - Rosemary Scherer, 
Kim Kellams, Denise Eftink, 
Angie Kellams, Penny Love, 
Mellissa Kellams, Rose Haynes 
and Becky Brands. 
Conservation -- Biran Klipfel, 
Tommy 
K irksey, 
W ayne 
Blough, P at Eftink, Steve 
Kellams, and Angie Steward. 
Electricity- Tommy Kirksey 
and Wayne Blough, who also 
received 
certificates 
in 
recognition of demonstrations 
they presented at the Missouri 
State Fair. 
Entomology - Brent Landers, 
Angela Fortner, Joe Richardson 
and Wayne Blough. 
Food- 
nu tritio n - 
Ruth 
Canady, Kim Kellams, Becky 
Brands and Centronella Duff. 
Food preservation ~ Laura 
Eakens, Ruth Canady, Judy Eby 
and Cynthia Frazier. 
Gardening - Joe Richardson, 
Wayne Blough, Mark Brands 
and Laura Eakens. 
Home environment-- Cheryl 
Whiffen, 
Tommy 
Kirksey, 
Sharon 
White 
and Stacey 
Deweese. 
Home management-- Cheryl 
Whiffen 
H orsem anship 
- 
Cheryl 
Whiffen. 
Gale 
Polk 
and 
Charlene Whiffen. 
Leadership -- Annette Eftink, 
Brenda Franklin, Joe Richar­ 
dson and Melissa Kellams. 
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Neeldecraft - Lisa Hooten and 
Tonya Martin. 
Petroleum power - Frank 
Brown and Steve Darmafal. 
Photography - Wayne Blough, 
Brent Landers, Rith Canady and 
Chris Landers. 
Poultry- Brent Landers, 
Mary Mason and Wayne Blough. 
Recreation — Stella DeLisle, 
Debbie 
Hamilton and Leah 
Belvin. 
Safety - Michael Goodwin, 
Terry Jones, Melissa Kellams 
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Emily Eftink, a member of 
the Shamrock 4-H Club, was 
presented a Danforth “I Dare 
You” Award in recognition of 
her achievements and leader­ 
ship. The award was presented 
at the New Madrid County 4-H 
Recognition Night Thursday in 
Lilbourn. 


Job market 
looks good 
for ’77 grads 


ROLLA — The job market 
looks good for the 1977 college 
graduate in technological fields,* 
but it looks even better for those 
with “Ms.” in front of their 
names. 
So says Larry Nuss, director 
of 
career 
development 
and 
placement at the University of 
Missouri- 
Rolla, 
which 
specializes in engineering and 
science education. He reports 
that the number of companies 
recruiting on campus this fall is 
up substantially over last year. 
And 80 per cent specify special 
interest 
in 
women 
and 
minorities graduates. 
“This continues a national 
trend evident in last year’s 
hiring,” Nuss says. “In 1976, the 
average starting salaries in 
engineering were higher for 
women than men. 
Women’s 
salary offers were also higher in 
accounting, 
chem istry 
and 
computer science, but lower 
in other sciences, business and 
humanities and social scien­ 
ces.” 
Besides 
receiving higher 
salaries, the women 
also 
received 
more 
offers. 
Nationally, at the bachelor’s 
level, the number of jobs offered 
to women rose 59 per cent over 
the previous year, while the 
men’s volume was up only 4 per 
cent 
Actually, 1976 was a pretty 
good year for both men and 
women graduates 
of UMR. 
According 
to Nuss, starting 
salary averages for engineering 
and science graduates in May 
were 9.3 per cent above starting 
salaries 
for 
the 
May 
1975 
graduating class. 
Master of 
science 
and 
doctor 
of 
philosophy graduates received 
similar increases. 
Salaries of UMR bachelor of 
science engineering graduates 
averaged 
$1,214 
monthly 
compared with $1,191 nationally. 
The highest salaries, both at 
UMR and nationally, went to 
petroleum engineers. 
Highest 
average 
monthly 
salaries paid 1976 graduates at 
UMR 
w ere: 
petroleum 
engineers, 
$1,411; 
mining 
engineers, $1,342; and chemical 
engineers, $1,297. Averages for 
all engineering and science 
fields were more than $1,000 
monthly. 
N ationally, 
engineering 
continued to dominate the job 
market, accounting for 50 per 
cent of all job offers and for the 
highst salaries. Other technical 
fields followed, with humanities 
and social sciences at the lowest 
level. 
Last year also showed an 
increase in hiring of M.S. and 
PhD. graduates, a trend that 
continues 
in 
this 
fall’s 
recruiting. “For the first time in 
many years, major employers 
have 
scheduled 
separate 
campus visits to interview only 
Ph.D. 
candidates,” 
Nuss 
reports. “Others have asked for 
separate Ph.D. schedules in 
conjunction 
with 
their 
fall 
recruiting visits.” 


and Becky Brands. 
Stamp C ollecting- Terry 
Jones, Marie Malloy and Dan 
Malloy. 
W oodw orking- 
M ichael 
Goodwin, Steve Darmafal and 
George DeLisle. 
Dress revue 
- Rosemary 
Scherer, 
Melissa 
Kellams, 
Angie Kellams, Denise Eftink, 
Emily Eftink, Kim Kellams, 
Cindy Conner, Janet Wigfall, 
Polly 
Borges, 
Lora 
Shafer, 
Monica Brown and Sheila 
Durden. 
A newly organized 4-H Club, 
Little River Raiders of Canalou, 
was presented its 4-H charter. 
Silver seal clubs recognized 
were Gideon Craft and Risco 
Craft. 
Gold seal clubs announced 
were 
American 
Flag, 
New 
Madrid Club, Portavillage and 
Gideon Shamrock. 
Blue ribbon clubs included 
Marian Anderson, Shamrock, 
Matthews, 
Risco-New 
Hope, 
D aw son-L aForge, 
W illing 
Workers, Howardville, Marston 
Community, Tally Ho, Jolly Ho 
and Marston Busy Bee. 
Shirley Whiffen, 4-H Council 
president, served as mistress of 
ceremonies. The Rev. Chester 
Pulliam, pastor of the Lilbourn 
United 
M ethodist 
Church, 
voiced the opening invocation. 
Joe 
Richardson, 
Dawson- 
LaForge Club, led the pledge of 
allegiance to the American flag, 
and Trella Blades, Risco- New 
Hope Club, led the 4-H pledge. 
Entertainment was provided 
by The Proclamations, a gospel 
singing group from First Baptist 
Church in Cape Girardeau. 
Others assisting in the awards 
program 
w ere 
Mrs. 
Paul 
Cummins Sr., Mrs. Joe DeLisle, 
Mrs. 
Dorothy Sikes, 
Mrs. 
Charles Eby and Mrs. Glendale 
Banks. 


Leaders are recognized 


4-H leaders, who were recognized for service during 
the annual New Madrid County 4-H Recognition Night 
Thursday at Lilbourn, from left, are Willie Fortner of 
Tallapoosa, five years, and Florence Scherer of Por- 
tageville and Virgie Thompson of Marston, 10 years 
each. 


Receives Missouri 4-Key awards 


Receiving Missouri 4-H Key awarc^ Thursday at the annual New Madrid County 4-H 
Recognition Night at Lilbourn, from left, are George DeLisle, Shamrock 4-H Club; 
Judy Eby, Matthews 4-H,Club; Rose Haynes, willing Workers 4-H Club; and Isaiah 
Mason, Marian Anderson 4-H Club. 
(IfcUy standard photo» 
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Burlison wins re-election 


ST. LOUIS (AP) — Republi­ 
cans gained a seat in Mis­ 
souri’s 6th Congressional Dis­ 
trict 
in 
Tuesday’s 
election, 
while all five incumbents were 
re-elected in the 10 races 
The GOP had hoped to pick 
up three seats but even though 
they failed, the victory by E. 
Thomas Coleman in the 6th 
District gave the party two 
Congressional seats - and they 
had had only one since 1968 
Democrat Morgan Maxfield 
of Kansas City, once considered 
the strong frontrunner in the 
6th, ran into trouble late in his 
campaign and Coleman took 
advantage, pulling 59 per cent 
of the vote to defeat him. 
St. Louis Democrat William 
Clay won easily over his Re­ 
publican opponent, Robert L. 
Witherspoon, taking 67 per cent 
of the vote 
Clay’s victory was expected, 
even though he, along with fel­ 
low incumbents Gene Taylor of 
Sarcoxie, Republican in the 7th 
District, and Bill Burlison of 
Cape Girardeau. Democrat in 


the 10th District, ran into finan­ 
cial trouble with the govern­ 
ment. 
All three earlier this year 
made refunds or adjustments in 
their travel expenses. 
The difficulty did not seem to 
bother the other two candi­ 
dates, either, with Taylor tak­ 
ing 62 per cent of the vote to 
beat Democrat Dolan G. Hawk 
ins of Springfield and Burlison 
getting 72 per cent to defeat 
Republican Joseph Carron. 
The other incumbents, Demo­ 
crats Richard Bolling of Kan­ 
sas City, 5th District, and Rich­ 
ard Ichord of Houston, 8th Dis­ 
trict, also won their races Bol­ 
ling received 71 per cent of the 
vote in his race against Joanne 
Collins of Kansas COITY AND 
Ichord took 69 per cent of the 
tally to defeat Charles R Leick 
of Davisville. 
In the race to fill the 2nd Dis­ 
trict seat vacated when James 
Symington made his unsuccess­ 
ful bid for the U.S. Senate. 
Democratic State Sen Robert 
A Young of St. Ann got 51 per 


cent of the tally to freeze out 
Robert O. Snyder of Kirkwood 
The 3rd District seat, vacated 
by the retirement of Lenor K. 
Sullivan, went to Democratic 
St. Louis Alderman Richard 
Gephardt who received 64 per 
cent of the vote. 
Lexington Democrat Ike Skel­ 
ton garnered 56 per cent of the 
returns to beat Richard A. King 
of Independence in the 4th Dis­ 
trict and fill the seat left open 
by the retirement of William 
Randall 
Maxfield's campaign bogged 
after he was accused of failing 
to pay real estate tax on prop­ 
erty he owned But his cam­ 
paign 
did 
not 
really 
dis­ 
integrate until his chief cam­ 
paign aide resigned and publi­ 
cly called his former boss a 
liar 
The 6th District seat opened 
when Jerry Litton resigned to 
campaign for the U.S. Senate. 
Litton won the Democratic pri­ 
mary but was killed in an air­ 
plane crash on election night 
Former 
Gov. 
Warren 
E 


Hearnes was selected to fill Lit- 
ton’s spot on the ballot but was 
defeated Tuesday by Atty. Gen­ 
eral John C. Danforth 
The 9th District seat, vacated 


by the retirement of colorful 
William Hungate of Troy, went 
to Democrat Harold Volkmer of 
Hannibal. Volkmer stood off a 
strong bid by Republican Jo­ 


seph Frappier of Florissant to 
take the contest with 56 per 
cent of the vote 
At today’s prices, “ cab- 
bagehead” is a pretty expen­ 
sive name to call anyone 


Pistol is taken in break-in 


EAST P R A IR IE — A pistol 
LaWanda Douglas home on Bill 
was stolen Tuesday from the 
Pope Road by burglars who 
•^iJOOK bug 


JBUg 


CHECK OUT OUR 
UNDER THE TABLE SALE 
EVERYTHING UNDER THE TABLE 
is 20% OFF 
U N U SU AL AN D DISTINCTIVE 
GIFTS FOR ALL AGES 
START TOUR CHRISTMAS SHOPPING NOW 
USE OUR LAY-A-WAY PLAN 


book$ 


apparently 
were 
frightened 
away before other items could 
be taken 
Mrs Douglas arrived at home 
during the noon hour Tuesday 
and noticed that drawers in a 
bedroom had been searched A 
camera and a pair of diamond 
ear rings had been taken from 
a dresser but were found in the 
home 
A lock on a back door had been 
forced open, and the burglars 
apparently went out the door 
w hen Mrs Douglas drove up 
The sheriff's department is 
investigating 


Tools stolen 


I’rom Im lm oiii 


Joe Templeton, 1705 Kentucky 
Ave , has reported the theft of 
$144 in tools from his home, 
according to the Department of 
Public Safety 
The tools were taken Saturday 
from a back bedroom, according 
to Templeton who reported the 
theft Tuesday. 


USi OUR IAYAWAY FLAN. NO SIRVICE CHARGE! 
P. N. HIRSCH a CO; 
MlmOWNLk VILLAGE 
STnB( H n illK 
9:30 AM TO 9:00 PM 
SIKESTQN, MO* „ „ ST0REH0URS 
47i t800 


20% savings on 
these famous 
beauty appliances. 


Reg. 17.99. JCPenney 1200 
Watt Pro Type Dryer Features 
two air speeds, three 
temperature settings, and 
concentrator attachment 
Sale 8.79 


Reg. 10.99 JCPenney Mist 
Curling Iron Features non­ 
stick coating barrel, ready- 
on light, on-off light, mist 
control button, and built-in 
stand In plastic 20 watts 


Sale prices effective 
through Saturday. 


■RH 


■CEP 


Sale 13.59 


Reg. 16 99 JC Pen n ey 1000 Watt 
Styler Dryer Features styling comb 
wide-tooth comb, and styling brush 
Two speeds style and dry In plastic 
20% off 
our most popular curtains. 
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Sale 3.19 pr. 


Reg 3 99 Mercury II flocked dot 
tiers are crisp polyester mnon with 
white touches Easy-care 
80x36 
req 4 99 Sale 3 


Sale 3.19 pr. 68x24 


Reg 3 99 Gaucho rustic tiers 
of polyester rayon trimmed with 
cotton acrylic rayon knit 
68x36 
req 4 99 Sale 3.99 pr. 


Sale 3.99 pr. 68x24 ' 


Reg 4 99 Berne eyeiet-tnmmed 
tier curtains are easy-care poly­ 
ester rayon with ruffled edging 
68x36 
reg 5 99 Sale 4.79 pr. 


Shop our catalog 
471-8111 
8:00 am till 9:00 p m 
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JCPenney 
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197$ 
Co Inc 


Kingsw ay Mall; Sikeston, M o. 
O pen 9:30 am till 9:00 pm 
471-6111 


U u your J C P rn n * , card 
IE 


Mrs. Holyfield 
is grand matron 
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Mrs. ‘Cotton* Holyfield 


Mrs. "Cotton” Holyfield of 
Sikeston chapter No. 137 of the 
Order of the Eastern Star has 
been appointed district deputy 
grand matron of the 50th district 
by Lillie Barks of Cape Girar­ 
deau, worthy grand matron of 
the Grand Chapter of Missouri. 


Ann Landers 


Mrs. Holyfield was installed 
recently at the 102nd session of 
the Grand Chapter in the 
Scottish Rite Cathedral in St. 
Louis. 


The Missouri Grand Chapter 
is comprised of 59 districts and 
the 50th district has 12 chapters. 
Mrs. Holyfield has been an 
active member of the Eastern 
Star for the last 14 years. She 
served as worthy matron of the 
Sikeston chapter in 1973. She and 
her husband, who is a past 
master of Sikeston Lodge No. 
310, AF and AM, live at Sikeston 
Route Two. She has a son, Butch 
Holyfield, of Sikeston. 


The outgoing district Deputy 
Grand 
Matron, 
Loretta 
B. 
Smith, of Charleston, gave a 
breakfast in honor of Mrs. 
Holyfield at the Chase Park 
Plaza dining room. 


Several members of the 50th 
district attended the sessions. 
Sikeston chapter No. 137 will 
honor Mrs. Holyfield at 8 p.m. 
tonight at the Masonic Temple, 
320 S. Kingshiighway. 


"more spice than everything nice’’ 
Weddings to come 


Harper - Wilkins 


CHIPLEY, Fla. - Mr. and 
Mrs. Dewey Harper announce 
the 
engagement 
of 
their 
daughter, Hilda Melinda, to 
Thomas C. Wilkins, son of Mr. 
and Mrs. D. L. Wilkins of 
Russelville, Ky. 
The bride-elect attended 
Freed-Hardeman 
College 
at 
Henderson, 
Tenn., 
Harding 
College at Searcy, Ark. and 
received 
her 
masters 
in 
education from West Georgia 
College at Carrollton, Ga. A 
former teacher in the Sikeston 
Public School System, she is 
employed by the Cobb County 
Board of Education and teaches 
English at Walton High School 
at Marietta, Ga. 
Wilkins 
is 
affiliated 
with 
. Inter-Collegiate 
Press 
of 
Kansas City and serves 
as 
representative of the Georgia 
territory. 
The couple’s wedding will be 
Nov. 27 at the Olive Street 
Church of Christ at Marietta, 
Ga. 


Hilda Melinda Harper 


Small businesses made big mistakes 


Dear Ann Landers: May I join 
those who get the anger out of 
their systems by unloading their 
pet peeves on you? Mine is the 
"Drop Dead” attitude of many 


small business people toward 
their customers and clients. 
Within the part week I have 
experienced the following: 
My hairdresser booked me for 


THURSDAY, H0V. 4th 
COME IN AND REGISTER 
THURSDAY & FRIDAY FOR 
FREE GIFT CERTIFICATES 
GRAND OPENING 
SPECIALS 


THURSDAY ONLY 
15% OFF STORE WIDE 
BOBBY BROOKS 
SPORTSWEAR 


%O OFF 


VOGUE FASHIONS 
133 E. FRONT 
DOWNTOWN SIKESTON 


9:00 a.m. I was on time. She 
arrived ten minutes late, put on 
- the coffee pot, proceeded to wipe 
the chairs and shampoo bowls, 
then made a couple of personal 
phone calls, oblivious to the fact 
I was fuming. 
A shop across the street from 
my office advertised a big sale. I 
used my coffee break to run over 
to 
pick up some bargains. 
There was only one clerk in the 
place to handle the customers. 
The phone was ringing off the 
wall. While I was tapping my 
foot impatiently, two customers 
came and and walked out. So did 
I. The salesperson was too busy 
answering phone calls to wait on 
me. 
A pretty little gift shop opened 
near my home. 
I dropped in 
yesterday. The young owners 
had brought their collie dog and 
angora cat to work. (“Hate to 
leave them alone all day ”) I 
have a serious allergy to all 
kinds of animal fibers and had to 
leave 
immediately 
lest 
the 
presence of those two hairy 
creatures bring on an attack. 
Am I picky-picky? What do 
you think? - Judge Me 
Dear J.M.: I think you were 
poorly treated on all counts. I 
hope the small business people 
who read this will pay close 
attention to your complaints. 
They are valid - and not un­ 
common these days. 
Dear Ann Landers: Just a 
thought 
regarding 
organ 
donations. Our beautiful 21- 
year- old son was killed by a 
drunk driver. I wish to God 
someone 
had 
mentioned 
donating his kidneys or eyes at 
the time. No one did. Neither my 
husband nor I thought of it. 
Our son was the kind of person 
who would have wanted to do 


such a thing. And I would have 
felt so much better about the 
horrible 
tragedy 
knowing 
someone had been given added 
years or sight because of our 
boy. The whole ordeal would 
have been less painful had I 
known his death had helped 
someone in some way. - San 
Bernardino Mother 
Dear Mother: Thank you so 
much for your generous letter. It 
provides me with an opportunity 
to mention the Uniform Doner 
Card one more time. 
Anyone interested in obtaining 
such a card should write to the 
National Kidney Foundation, 
Box 800, New York, New York 
10010. 
✓ 
Dear Ann Landers: I am 31 
years old and have been dating 
the 
same man for five years. 
His parents would like us to get 
married MY parents would like 
us to get married. I want to get 
married Our friends think we 
make a wonderful couple. The 
only person who isn’t in favor of 
the idea is HIM. 
I’ve talked to the guy several 
times about setting a date. All he 
does is shrug his shoulders and 
say, "I’m not ready yet.” He 
doesn’t want to break up, either. 
I’ve suggested it. 
I could use some advice, Ann. - 
- Not Getting Any Younger 
Dear Not Getting: Are you 
willing to go with the guy for the 
rest of your life? If you are he’ll 
let you do it. 
If it’s marriage you want, 
make a clean break and tell 
Speedy Gonzales not to call you 
unless he is ready to set the date. 
In the meantime, go out with 
others and let the chips fall 
where they may. (PS. I’m 
betting Speedy comes through.) 


KINGSW AY SHOPS 


MICHELE RICHARDSON 
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Editor*« not« : The following is another installment 
of a novel, "Sticks and Stones May Break Your 
Bones," by Cherie Blanton. The installments appear 
in the paper each Wednesday. 
SUMMARY 
Troy goes to the hospital to check on Luke and to 
pick up her sister, who has been spending the day with 
Sidney. While Troy is in Luke's room, he regains 
consciousness and unfolds a bizarre tale that frightens 
and distresses her. Leaving his side, she hurries to 
pick up Stacy and then stops by the county courthouse 
where she pledges Stacy to secrecy about Luke's 
recovery. We leave her going up the steps into the 
courthouse on a mysterious errand of her own. 


By CHERIE BLANTON 
Sam and Louise were admiring their handiwork 
when Bertha came intoretrieve their empty glasses. 
"Oh, I jest love those patterns," she exclaimed, 
looking at the gaily colored material that was rapidly 
shaping up into cushions. "You know, I thinks there 
some of those wickery lamps up in the attic to match 
that furniture." She thought a moment more, "When 
one of us gets the chance, we oughts to go up there and 
looks." And picking up her tray of dirty dishes she 
departed. 
"She is something isn't she?" laughed Sam, 
"Constantly fussing at me for overeating, and yet 
constantly bringing me more food to consume. Well, 
she stood hands on ample hips and surveyed their 
work, " I do believe Bertha's right, cause I jest love 
these patterns too." 
"W e have done a nice job of them I think," com­ 
mented Louise. 
"I certainly appreciate you helping me out. Poor 
Troy, she's willing enough, but she's all thumbs when 
it comes to threading a needle." She stopped and 
began picking up the scraps of material that had fallen 
to the floor. "I heard Troy say you would probably 
leave tomorrow for a few days— see some of the state 
like shepromisedyou before she takes you on home and 
then return here again for the wedding. I do wish you'd 
change your mind and come back with her to see Stacy 
married. We've all enjoyed your visit, even if it has 
been hectic." 
" I have too," she smiled, "and hectic is probably the 
understatement of the year." Then she paused. "I 
don't want Troy thinking she still has to give me that 
tour though, for frankly, I believe I've had about all 
the excitement I can take for awhile." 
"Is that so ?" remarked Troy coming unnoticed into 
the room with Stacy following in her wake. "Good 
gracious, have you all finished those cushions 
already?" 
"Just about," answered Sam, "and 
Bertha's 
remembered there are some wicker lamps up in the 
attic to match that old furniture." 
"Y e s," agreed Stacy, "I think I know right about 
where they are." 
"Louise," Troy turned to her, "we need to get 
together and decide when we're going to leave and 
where we want to go first. Why don't you come up to 
my room when you get done here, and we'll make our 
plans." 
"She's finished now," declared Sam, "there are just 
a few odds and ends to put together, and I can do those 
by myself in nothing flat. Thanks again Louise, now 
you go with Troy and figure out where you're going so 
you can give us your itinerary at dinner tonight." 
Louise rose, "If you're sure..." 
"Positive," Sam answered, "I'll see you both later." 
She picked up another cushion and deftly began 
pulling her needle in and out of the fabric. 
"W ell," said Troy as they entered her room, "where 
do you think we ought to start?" 
"You're the driver," laughed Louise, "why don't 
we get a map out and mark the way ? " 
"Good idea," she agreed, "then as Bertha so aptly 
puts it— we'll really know where we're at!" She 
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¡THURSDAY 20% OFF ALL DENIMS & BLOUSES 


FRIDAY 20% OFF ALL JUMPSUITS & SWEATERS 


SATURDAY 20% OFF ALL COATS & DRESSES 


COME CELEBRATE WITH US 
ABGISlffifi 


The Sikeston Public Library 
announces the acquisition of 
new books to their facility. In the 
area of fiction, new titles and 
authors are: ‘‘Wednesday the 
Rabbi Got Wet” by Harry 
Kemelman; 
‘ Passage 
to 
Mutiny” by Alexander Kent; 
‘‘Patriot’s Dream’’ by Barbara 
Michaels; 
‘‘The 
Peking 
Dimension" by Ned Calmer; 
‘‘Sleeping Murder” by Agatha 
Christie; and “Apple Tree Lean 


Dumplings 


By CECILY BROWNSTONE 
Associated Press Food Editor 
LIGHT SUPPER 
Beef Barley Soup 
Salad Bowl 
French Bread 
Dumolings 
Coffee 
CHRISTINE FRIED- 
LANDER’S DUMPLINGS 
A superb offering from Aus­ 
tria. 
7^ or 8-ounce package farmer 
cheese 
1 large egg 
l 1/* tablespoons flour 
Fill a 5 or 6-quart saucepot H 
full of water; add 1 tablespoon 
salt; heat. With a fork beat to­ 
gether the cheese, unbeaten 
egg and flour until blended; let 
stand about 5 minutes. With 
wet hands, using 1 level table­ 
spoon for each, shape into 
balls. Have the salted water 
boiling and add the dumplings 
— they will sink. Boil until 
dumplings all come to the top 
— a few minutes. Let stand off 
heat, tightly covered, for 5 min­ 
utes. Serve with melted butter 
and 
cinnamon-sugar. 
Makes 
about 1 dozen — enough for 4 
servings. 


Down” by Mary Pearce. 
Non-fiction 
works 
include 
"The Right and the Power” by 
Leon Jaworski; “The Namath 
Effect” by Martin Ralbousky; 
“The Rawhide Years” by Glenn 
Vernam; “Gifford of Courage” 
by 
Frank 
Gifford; 
“Space 
Science and Astronomy” by 
Thornton Page; and “Leisure 
Living 
and 
Guide to Slow 
Cooking’’ 


walked over to a pile of papers lying on her bureau and 
begin sorting through them for a map of Kentucky. 
"I'm curious— did part of Old Annie's readings in the 
tea leaves tell you to expect to be traveling soon?" 
Louise giggled, "W hy Troy, you absolutely amaze 
me- you're as good a fortune teller as Annie any day 
of the year." 
Troy beamed at her, "well, palmistry Is actually 
more in my line— here Madame, show me zee hand 
and I will tell you all— your past— your present— and 
zee future." Reaching out she caught one of Louise's 
hands in hers and turned it over. "A h yes," she traced 
the line in the center of her palm with the finger tips, 
"this line shows me that you have had a verrry in­ 
teresting life, but one which is soon to take a sur­ 
prising turn for you." 
"H urray," cried Louise entering Into the spirit of 
the game, "I need something new and unexpected." 
"Yees, and this one-" Troy pointed to another line 
crossing her hand, "This line is your love line— ahh, I 
see zat you have had several lovers, and zat you have 
married at least two of them." 
Louise snatched her had away, "D on't be such an 
ass Troy, you know I was never married but once." 
"O h," Troy gazed at her thoughtfully, "what about 
Annie's son Earl? It must have been quite a shock to 
you the day I pulled into that clearing and you found 
that old woman was still alive— and she remembered 
you too, didn't she?" Troy brought her face close to 
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Here’s 
a moccasin 
that’s alive with 
the spunk and spirit 
^ 
needed to get the 
I 
good times going. A 
Footworks anywhere 
casual that works well 
with both pants and skirts. A 
moccasin look that’s a cut 
above all others 


$2£00 


Color: Camel 


FASHION FOOTWEAR 


K IN G S W A Y 
M A L L 


S I K E S T O N M O 


PULL THE RUG UUT 


Before you preheat the oven 
make sure the oven racks are 
in the proper place. For ex­ 
ample, for yeast-bread loaves 
and pies you may want to place 
the rack below the center of the 
oven. 


DRAWING WILL BE AT 3 PM DAILY 
NOVEMBER 4 THRU 6 
STORES HOURS TOrtX) TO 5:30 DAILY-SAT. TO 8:30 PM 


Potato water (left after pared 
potatoes have been boiled in 
water), used in yeast breads, is 
said to help make the bread 
crustier than usual. 


FROM UNDER US 
SALE! 
JUST IN TIME FOR 
THE HOLIDAYS! 


SCULPTURED SHA6S frm *5 1s s, n 


V IN U FLUOR COVERIMG m > 
s2 95s, » 


PLUS MANY CLOSE OUT AND 
DISCONTINUED STYLES 


“THE KING OF CARPETS” 
IMPERIAL 


FLOOR A WALL COVERIRGS 


HWY 60 MOREHOUSE 
667-5294 
101 E. M AIN 
PORTAGEVILLE 379-3910 
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New Madrid County 4-H holds recognition night 


L1LBOURN 
— 
Ruth 
Ann 
Canady, 
a 
m em ber 
of 
*he 
Dawson- LaForge 4-H Club, and 
George DeLisle, m em ber of the 
S ham rock 
4-H 
Club, 
w ere 
named the most outstanding 4-H 
girl and boy in New Madrid 
County at the 1976 annual 4-H 
Recognition Night honoring 4-H 
m em bers and leaders Thursday 
Recognized as the outstanding 
first year 4-H girl and boy were 
Angela 
Fortner, 
Risco- New 
Hope 4-H Club, and Barron 
thatch. Jolly Ho 4-H Club 
For outstanding achievem ents 


and leadership, Emily Eftink. 
Shamrock Club, received the 
Danforth "I Dare You" Award 
Receiving Missouri 4-H Key 
awards, in recognition of five 
years of club work to m em bers 
who have reached age 16, were 
George DeLisle, Shamrock 4-H 
Club; Judy Ebv, M atthews 4 H 
Club; 
Rose 
Haynes. 
Willing 
Workers 4-H Club; and Isaiah 
Mason, M arian Anderson 4-H 
Club 
The Foley Foods Award for 
ou tstan d in g 
work 
in 
food 
preparation and preservation 


went 
to 
M elissa 
K ellam , 
Shamrock Club. 
Florence 
Scherer 
of 
Por- 
tageville and Virgie Thompson 
of M arston were recognized and 
presented 10-year leader pins, 
and Willie Fortner of Tallapoosa 
received a five-year leader pin. 
First-year pins were given to 
Bob 
Meese, 
Jerry 
Scherer, 
Sheila Pikey, Arlean Turner. 
Sue M eyers, Judy VanAmburg, 
Paula Scherer. Laverne Sim ­ 
mons and Phylis Glass 
Jeannette Haubold, assisted 
by Mrs 
Johnnv McWilliams. 
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GP'MSLEY FAIRWAY MARKET 
B 
SO. SCOTT 
S IK ESTO N .M O . 


" - ^ ^ 1 LOCATED 1 Vi BLOCKS SOUTH TW O TONYS SM O RG ASBO RD 


We specialize in USDA Choice to e f. 


WE HAVE THE NO. 1 MEAT COUNTER IN TOWN 
John Hon, Butcher 
We accept food stamps. 
PRICES G O OD N O V. 3rd -N O V . 10th 


KREY OR REELFOOT BOLOGNA 
LB 


k r e y POLISH SAUSAGE 
lb 


ric e s PURE PORK SAUSAGE 
i lb p k g 


12 oz p k g LINK SAUSAGE 


USD A CHOICE GROUND BEEF 
LB 


USD A CHOICE GROUND CHUCK 
LB 


USDA CHOICE SIRLOIN STEAK 
LB 


u s d a c h o ic e ROUND STEAK 
lb 


u s d a c h o ic e CLUB OR RIB STEAK 
lb 
BEEF SHORT RIBS e x t r a le a n 
lb 


c e n te r c u t PORK CHOPS 
lb 
PORK STEAKS OR PORK BUTTS 
lb 
CENTRAL SLICED SLAB BACON 
lb 


b o n e le s s ROLLED PORK BUTT ROAST 
lb 


7 9 * 


7 9 * 


* J 0 9 


* Ï 0 9 


7 9 c 


* J 09 


$ 1 59 


$ 1 29 


» -| 69 


5 9 * 


$ I 19 


7 3 * 


$ J 19 


7 9 * 


presented 
county 
p roject 
medals to the following 4-H Club 
members: 
A chievem ent- 
- 
M elissa 
Kellams, Keith Hampton, Kim 
Kellams and Em ily Eftink. 
Agriculture -- Joe Richardson, 
M ary 
H ulshof 
and 
W ayne 
Blough 
Bicycle 
-- 
Andrew 
Joyce, 
Carla Cooksey, Missy Kirksey 
and Gene Ellis. 
Bread -- Kim Hardin, Becky 
Brands, Rita Alsobrook, Lora 
Shafer, 
Laura 
Eakens 
and 
Donette Nettles. 
Child care -- Sherri Eakens, 
Laura Eakens. Lora Shafer and 
Kim Hardin 
Citizenship - Mark Hunt and 
Debby Eby. 
Clothing - Rosem ary Scherer, 
Kim Kellams, Denise Eftink, 
Angie Kellams. Penny Love, 
Mellissa Kellams, Rose Haynes 
and Becky Brands 
Conservation -- Biran Klipfel, 
Tommy 
K irksey, 
W ayne 
Blough. 
P a t 
E ftink, S teve 
Kellams, and Angie Steward. 
E lectricity- Tommy Kirksey 
and Wayne Blough, who also 
received 
c e rtific a te s 
in 
recognition of demonstrations 
they presented at the Missouri 
State Fair 
Entomology - Brent Landers, 
Angela Fortner. Joe Richardson 
and Wayne Blough 
Food- 
n u tritio n - 
R uth 
Canady, Kim Kellams, Becky 
Brands and Centronella Duff 
Food preservation - Laura 
Eakens, Ruth Canady. Judy Eby 
and Cynthia Frazier. 
Gardening ~ Joe Richardson, 
Wayne Blough, Mark Brands 
and Laura Eakens. 
Home environm ent- Cheryl 
Whiffen. 
T om m y 
K irksey, 
Sharon 
W hite 
and 
S tacey 
Deweese 
Home m anagem ent - Cheryl 
Whiffen 
H orsem anship 
- 
C heryl 
W hiffen, 
G ale 
Polk 
and 
Charlene Whiffen 
Leadership - Annette Eftink. 
Brenda Franklin, Joe Richar­ 
dson and Melissa Kellams 
WPl-mftftT DISCOUNT CITY 
o 
WRL-fRRRT DISCOUNT CITY 
o 
WRL-mHRT DISCOUNT CITY 
• Wfll-iTtART DISCOUNT 
SHOES! SH0ES! 
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POPULAR WEDGE CASUALS 


OUR R EG 
$8 87 


L A R G E S ELE C T IO N 


TO CH OOSE FR U M ' 


LA D IE S & T U N S 


S IZE S 5 10 


PATCH LOAFER 


• F U L L Y Î H u 
. L I N E D 


• W O O D Tí M !» H E E L 


M ADE IN USA 
CHILDRENS ACTION SHOES 


•Shows fo* o*l »port* 
• Pnpiilof sport **ybnq 
•D ufoble upp#r< 


• R u b b e i s o * * * 


C b d d fe n * to 3 


Boy» Of'd Mer.» 
to v ie 12 


STO P - SHO P - & SAVE AT WAL-ÍT1ART 


Neeldecraft - Lisa Hooten and 
Tonya Martin. 
Petroleum power -• Frank 
Brown and Steve D arm afal. 
Photography -- Wayne Blough, 
Brent Landers, Rith Canady and 
Chris Landers 
P o u ltry - 
B ren t 
L anders, 
M ary Mason and Wayne Blough. 
Recreation -- Stella DeLisle, 
Debbie 
Hamilton 
and 
Leah 
Belvin. 
Safety - Michael Goodwin, 
T erry Jones, Melissa Kellams 


“J Dare 
You9 


Emily Eftink. a m em ber of 
the Shamrock 4-H Club, was 
presented a D anforth "I Dare 
You" Award in recognition of 
her achievem ents and leader­ 
ship The aw ard was presented 
at the New M adrid County 4-H 
Recognition Night Thursday in 
Lilbourn 


J o b m a r k e t 


lo o k s g o o d 


f o r *7 7 g ra tis 


ROLLA — The job m arket 
looks good for the 1977 college 
graduate in technological fields, 
but it looks even better for those 
with 
‘Ms.” in front of their 
names 
So says Larry Nuss. director 
of 
career 
developm ent 
and 
placement at the U niversity of 
M issouri- 
R olla, 
which 
specializes in engineering and 
science education 
He reports 
that the number of companies 
recruiting on cam pus this fall is 
up substantially over last year 
And 80 per cent specify special 
in terest 
in 
w om en 
and 
minorities graduates 
"This continues a national 
trend evident in last 
year's 
hiring," Nuss says. “In 1976, the 
average starting 
salaries in 
engineering 
were higher for 
women than 
men 
Women’s 
salary offers w ere also higher in 
accounting, 
c h em istry 
and 
computer science, 
but lower 
in other sciences, business and 
humanities and social seien 
ces." 
Besides 
receiv in g 
higher 
salaries, the 
w om en 
also 
received 
m ore 
offers 
Nationally, at the bachelor's 
level, the num ber of jobs offered 
to women ruse 5» per cent over 
the previous year, while the 
men s volume was up only 4 per 
cent 
Actually, 1976 was a pretty 
good year for both men and 
women 
graduates 
of 
I'MR 
According 
to 
Nuss. 
starting 
salary averages for engineering 
and science graduates in May 
were 9 3 per cent above starting 
salaries 
for 
the 
May 
1975 
graduating 
class 
M aster of 
science 
and 
d o cto r 
of 
philusophy graduates received 
sim ilar increases 
Salaries of UMR bachelor of 
science engineering graduates 
averaged 
$1.214 
m onthly 
compared with $1,191 nationally 
The highest salaries, both at 
UMR and nationally, went to 
petroleum engineers 
Highest 
average 
monthly 
salaries paid 1976 graduates at 
UMR 
w ere: 
petroleum 
engineers, 
$1,411; 
mining 
engineers, $1,342, and chemical 
engineers, $1,297 Averages for 
all 
engineering 
and 
science 
fields were m ore than $1,000 
monthly 
N a tio n a lly , 
e n g in e e rin g 
continued to dom inate the job 
m arket, accounting for 50 per 
cent of all job offers and for the 
highst salaries Other technical 
fields followed, with humanities 
and social sciences at the lowest 
level 
Last year also showed an 
increase in hiring of M S and 
PhD graduates, a trend that 
continues 
in 
this 
fall’s 
recruiting “ For the first time in 
many years, m ajor employers 
have 
sch ed u led 
sep arate 
campus visits to interview only 
Ph D 
c a n d id a te s ,’" 
Nuss 
reports "O thers have asked for 
separate P h D . 
schedules in 
conjunction 
with 
their 
fall 
recruiting visits 


and Becky Brands 
S tam p C ollecting 
T erry 
Jones, Marie Malloy and Dan 
Malloy. 
W o o d w o rk in g - 
M ich ael 
Goodwin, Steve Darm afal and 
George DeLisle 
Dress 
revue 
-- 
Rosemary 
S ch erer, 
M elissa 
K ellam s, 
Angie Kellams, Denise Eftink, 
Emily Eftink. Kim Kellams, 
Cindy Conner, Janet Wigfall, 
Polly 
Borges, 
Lora 
Shafer, 
M onica 
Brown 
and Sheila 
Durden 
A newly organized 4-H Club, 
Little River Raiders of Canalou, 
was presented its 4-H charter 
Silver seal clubs recognized 
were Gideon Craft and Risco 
Craft 
Gold seal clubs announced 
were 
American 
Flag, 
New 
Madrid Club, Portavillage and 
Gideon Shamrock 
Blue ribbon clubs included 
M arian Anderson, Shamrock, 
Matthews. 
Risco-New 
Hope, 
D a w so n -L a F o rg e . 
W illing 
Workers. How ardville, M arston 
Community, Tally Ho, Jolly Ho 
and M arston Busy Bee 
Shirley Whiffen, 4-H Council 
president, served as m istress of 
ceremonies The Rev, Chester 
Pulliam , pastor of the Lilbourn 
U nited 
M ethodist 
C hurch, 
voiced the opening invocation 
Joe 
Richardson, 
Dawson- 
LaForge Club, led the pledge of 
allegiance to the American flag, 
and Trella Blades, Risco- New 
Hope Club, led the 4-H pledge 
Entertainm ent was provided 
by The Proclam ations, a gospel 
singing group from First Baptist 
Church in Cape Girardeau 
Others assisting in the aw ards 
pro g ram 
w ere 
M rs. 
P au l 
Cummins Sr.. Mrs Joe DeLisle. 
M rs 
D orothy 
Sikes. 
M rs 
Charles Eby and Mrs Glendale 
Banks 


Leaders are recognized 


4-H leaders, who were recognized for service during 
the annual New Madrid County 4-H Recognition Night 
Thursday at Lilbourn, from left, are Willie Fortner of 
Tallapoosa, five years, and Florence Scherer of Por- 
tageville and Virgie Thompson of Marston, 10 years 
each. 


Receives Missouri 4-Key awards 


Receiving Missouri 4-H Key awarc^» Thursday at the annual New Madrid County 4-H 
Recognition Night at Lilbourn, from left, are George DeLisle. .Shamrock 4-H Club; 
Judy Eby. Matthews 4-H Club; Rose Haynes, willing Workers 4 11 Club; and Isaiah 
Mason, Marian Anderson 4-H Club 
* Daily standard photo* 


IT’S SO SIMPLE 


AND EASY 


TO TAKE YOUR FILM TO 


MELLERS PHOTO DRIVE-IN STORE 


in Sikeston 


Kingsway Plaza 


Mall Parking Lot 


PICTURE AMERICA ON AMERICAN-MADE COLOR PRINT PAPER 


----------« 
« 
■ 
■ 
■ 
. « 
u 
---------------’~ ~ 
"fat A C O U P O N 
ENLARGEMENT SPECIAL 
1 


5 
x 
7 
COLOR ENLARGEMENTS 
Prom Color Negative# 


Have enlargem ent» made for friend» 
and relative» at Una low puce S peo»i 
price from color negative* only 
Doe» not apply to color aiidet 
Uapa* pa* In ■» aMk ady 


MELLERS PHO TO DR IVE-IN STORE 
Kinfsway Pta/a MaN Pet lung Lot in SHttaum 
COUPON 
T 
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Pre-Christmas CB Sale 
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WV-23A 
Like the WV-23 but with the capability 
0* being used as a base unit SliOe t 
into a Robyn SX-7 B ase M odule and 
you ve got your own Anchored Mod u 
lator 
Suggested List Price wes $139 95 
NOW *50” 


LB-23A 
Deluxe version of the ongina 
L B 
Now it has switcnaDie RF G a ^ tone 
control a sharp•-poking vertical S R F 
meter 
C B PA and externa1 speaker 
sw itches 
plus a rich wood g'am ed 
tront panel W fiat s more add a R o b y . 
B a se M odule and it s a com bination 
base m ob le 
u ^ t 
S u g g e ste d List P ric e was $149 95 


ROBYN WV-23 
Feature-loaded perform ance at a low price Check these 
C B PA selector, external speaker switch. ANIL, squelch control 
and an illuminated S RF meter 


NOW *56” 


D C 30 
Rich w ood gra r en front panel 
to n 
iftmpo*dr» styi 
3 Eas* npe'at 
n with 
p u sh b u tto n sw 
n ss fC ' C B P A s e ie t 
tor externa speaker ano ANL Com 
bmation s q u e k r tone contro 
targ e 
l E D digitai charm e' display 
TX Rx 
lights and la 'g e S RF mete' 
A vaiue 
loaded unit W ith a Robyn Sx 7 B ase 
M odule 'he D G 30 b e' 
mes a handy 
case unit 
S u g g e s te d L is t Price w as $159 95 
NOW *6495 


SX-101 
Features gaiore* 3ushbutton sw itches 
tor on off 
ton* 
control 
R F 
Gam 
C B PA selectO ’ and external speaker 
There s m ore A compmation S W P and 
S RF meter Delta Tuner 
plus a real 
exclusive—-micropnone gam control 
tor effectively reducing background 
n c s e Slide tne SX 10 1 mto a Robyn 
SX 10 B a s e M odule and you ve got a 
deluxe base station 
Suggested List P ric e w a s $169 95 
NOW *72** 


T R 123D 
The elegant C B 
deep biac« 
ac 
cenlecrw ith spa klmg chrom e Loaded 
with features 
sw lch a b ie RF Gam 
ANL 
C B PA 
selector 
and external 
speaker sw itches Full 360 tone co n ­ 
trol co n cen tric volume squelch co n 
troi illum inated S R F meter and L E D 
digital channel display make it easy to 
operate 
Suggested List '’ ric e was $179 95 
NOW *80” 


SX-102 
tik e the SX lo t 
but w ir tnat super 
Robyn 
B F O ' 
te a tu 'e 
,o u 
receive 
Sm gie Sideband arid transm it o' AM 
It also has a styled wood gra r tront 
panel mat looks great m your cat 
Tne S X 102 c an also be a base unit 
Suggested List Prir« w a s $189 95 
NOW ‘88** 


G T -7 C 
Top of the une 23 ..nanne AM Auto 
mat'c channe 
scanning 
the supe' 
Robyn B F O ’ feature (R ece ive S S B 
transm it a m 
and the Seiect-O M a n 
m itropt one that lets you adjust gam 
ntroi and change ch an ne s • Twin 
lum r-ated -"ete'S a large L E D o-q 
ta 
r a >>e d isp la y 
m tercon 
c ircu it 
anc easy to 'each controls- an sp e o a 
GT 7C features 
Add a R o b , 
B a s t 
M oo lie tor extia versa!■ ty 
S u g g e s te d L is t P ric e w a s $229 95 
NOW *104” 


W hat a package SX-007 transceiver 
Robyn 910 B L N trunk or root mount 
antenna 
a Robyn w eatherproof PA 
speaker and all the necessary hard 
w are to get you on the air 
You can 
m ake the SX-007 a base unit too 
Su ggested List P ric e w a s $179 95 
NOW *74*s 


The econom y package WV-23 trans 
ceiver 
R o b y n 905BL trunk o i 
roof 
mount base loaded antenna 
Robyn 
w eatherproof PA speaker and all the 
hardw are you II need to be on the 
road m no time 
Suggested List P ric e w es $149 95 
NOW *64** 


‘Rob,* *5 B FO 
R.»o*r 
Bea? f r 


ffW isf SSB Sf*Be-s a 
* P.1 ,<•, 
.• 


Operate both base and mobile with one CB! 


Robyn's Exclusive Module Option. With a Robyn base module all the 
above Roby* CB radios (except WV-23 and TR-123D) become mobile 
units that conv rt to base stations—and back again in seconds 


Robyn SX-7 Base Module 
For use w it h Robyn WV-23A, 
LB-23A, SX-007 and DG-30 
53 9 5 


Robyn SX-10 Base Module 
For use with Robyn 
SX-101 and SX-102 
*60°° 


Robyn SX-12 Base Module 
For use with Robyn 
GT-7C and GT-440 


* 6 6 * * 


DISCOUNT RADIO INC. 
300 POWELL 


NEW MADRID, MO. 63869 


314-748-5851 


(FORMERLY RON S CB RADIO) 


1272-7A All models may not be available in all areas Prices good until current stock is exhausted, first come first serve basts 
# 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
• 
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Jones wins Cy Young Award 


SAN DIEGO (AP) - Randy 
Jones says now that he’s won 
the Cy Young Award, he ought 
to be the highest paid San 
Diego Padre and intends to 
bargain for a three-year con­ 
tract. 
“ It’s like a boyhood dream 
come true. It shows I ’m for 
real. It hasn’t really sunk in 
yet,” said Jones, 26, at a news 
conference 
Tuesday, 
shorUy 
after learning he was the win­ 
ner of baseball’s highest award 
for a pitcher. 
“ I felt all along that I would 


win, but I thought it would be 
very close,” said the left-hand­ 
ed hurler who received 15 of 
the 24 first-place votes in this 
year’s balloting. 
Jones, who won 22 games for 
the Padres this season, narrow­ 
ly lost the Cy Young award to 
Tom Seaver last year. 
“ Last year, I knew I had to 
beat Tom Seaver. This year, I 
felt they (other candidates) had 
to beat Randy Jones,’’ he said. 
Jones was named somewhere 
on all 24 ballots cast by a com­ 
mittee composed of two base­ 


ball writers from each (X the 12 
National League cities. Six sec­ 
ond-place votes and three for 
third gave him a total of % 
points. The writers cast 69* 
points for New York Mets left­ 
hander Jerry Koosman and 
25*2 points for Don Sutton, the 
Los Angeles Dodgers right­ 
hander. 
Jones said he should be the 
highest paid performer for the 
Padres, regardless of what it 
takes to sign a Reggie Jackson, 
a Bobby Grich o r a Joe Rudi in 
Thursday’s re-entry draft. 


Jones also said his pitching 
arm is on the mend. He re­ 
vealed he threw a little Sunday 
while supervising a ground of 
youngsters at a baseball school. 


Jones underwent surgery in 
early October for a muscle 
problem which has not been 
fully diagnosed. 
“ I felt no pain then or later,” 
he said of the workout. “ I think 
I’m back to 50 per cent of nor­ 
mal. I’m not worried about my 
arm. It will just take time for 
it to recuperate,” he said. 
Orr needs two weeks’ rest 


1UKONTO (AP) - Bobby 
Orr’s agent says the hockey su­ 
perstar will have to play cau­ 
tiously if he expects his fragile 
left knee to hold up. 
“ Orr is not considering re­ 
tirement but he realizes now 
that he has to change his 
style,” lawyer Alan Eagleson 
said Tuesday after Orr under­ 
went 
an 
orthoscopic 
exam­ 
ination on the knee. 
The defenseman will not have 
o undergo an operation, but 
he Chicago Black Hawks will 
lave to get along without him 
or at least two weeks. 
This is the second time in the 
,oung season that the 28-year- 


)ld Orr has been sidelined be­ 
muse of the knee. 
Eagleson said Orr was start­ 
ing to "wonder if it’s all worth 
it," but for now he has decided 
to continue playing. 
“ He does realize for the first 
time that he better not play in 
the same reckless fashion as he 
did in the Canada Cup series 
(in September). He is going to 
have to change his style of 
play. 
‘•We've been told there s no 
way he’s going to become a 
cripple. If there was any sug­ 
gestion that there would be per­ 
manent damage, Bobby would 
quit in five minutes. 


“ Under 
ordinary 
circum­ 
stances, he'd be out four to six 
weeks, but because of his super 
conditioning and weight, he’ll 
probably 
be 
back 
in 
two 
weeks’’ 
Dr. John Palmer performed 
the orthoscopy at Toronto Gen­ 
eral Hospital, flushing some 
fragments of cartilage from the 


“ The knee now has only a 
certain number of miles left in 
it and it's up to him to decide 
how he's going to use those 
miles,’’ Palmer said. 
The Hawks lured Orr from 
the Boston Bruins this year 
with a five-year contract esti­ 


mated at $3 million. 
Eagleson has maintained that 
Orr will not insist on his pay if 
the knee forces his retirement. 
“ There’s absolutely no pres­ 
sure from Chicago, 
and 
if 
something 
did 
happen 
to 
prompt him to quit, he wouldn’t 
take one cent from the Black 
Hawks," Eagleson said. 


Lord Toda of Japan received 
U.S. Navy Commodore Mat­ 
thew C. Perry on July 14, 1853. 
A treaty to open Japan to U.S. 
ships was ratified March 8, 
1854. 


Volleyball play 
continues at 
Holcomb, Essex 


Missouri 
quarterback Pete 
Woods is brought down by a host 
of Oklahoma State defenders, 
including 
linebacker 
John 
Aeimer (57) and tackle Chris 
Dawson (97). Oklahoma State 
upset the Tigers 20-19 


ANNUAL 
THANKSGIVING 
SHOOTING 
MATCH 


Shot gun and Bird Shot 
Riflo Match 


Thur., November 
4th ft11th 
7:00 p.m. 


FRESH DRESSED TUDKEVS 
I HENS 


NELD AT TNE 
Knights off Columbus 
Nall 
Oran, Mo. 


Hefreshmtnts will 
be served 


ATTENDANCE PRIZE 
EACH NIGHT 


PONSORin B* KNillHIS m 
cot UMBOS' 


Opening round action con­ 
tinues tonight at Essex while 
quarterfinal round play opens at 
Holcomb as both of Southeast 
Missouri's District volleyball 
tournaments resume play 
At the District 9 tournament at 
Holcomb. Lilbourn, Holcomb, 
New Madrid and Gideon picked 
up victories in the opening round 
Tuesday 
night. 
Lilbourn 
defeated South Pemiscot 15- 5, 
15- 8; Holcomb dumped Mat­ 
thews 15- 6, 11- 15, 15- 2; New 
Madrid downed Malden 15- 5. 7- 
15, 15- 7 and Gideon stopped 
Delta C-7 15- 7,15-10. 
At the District 10 event at 
Richland High School, Leopold. 
Puxico. Advance and Woodland 
were 
the 
winners. 
Leopold 


tripped Chaffee 15- 6, 15- 5; 
Puxico waltzed past Charleston 
15- 3, 15-8: Advance blasted Bell 
City 15- 2. 15- 0. and Woodland 
sneaked past Cape Central 15- 
13,10- 15,15-2 
Tonight at Holcomb, quar­ 
terfinal play opens at 6:00 with 
Hayti meeting Bernie Poplar 
Bluff takes on Risco at 6:45, 
Lilbourn meets Holcomb at 7:30 
and New Madrid plays Gideon at 
8:15. 
Dexter and Zalma meet at 
5:30 as opening round action 
resumes at Richland 
Bloom­ 
field takes on Notre Dame at 
6 15. East Prairie squares off 
against Illmo- Scott City at 7:00 
and 
Richland 
takes 
on 
University High at 7:45. 
8th grade grid 
team ends year 
with 6-0 victory 


Undra Lane’s 20-yard run 
early in the second period lifted 
Sikeston’s eighth grade football 
team to a season- ending 6-0 
victory over Cape Central at 
Public School Stadium Tuesday 
afternoon. 
Lane's burst came after a 55- 
yard gallop by him in the first 
quarter was called back on a 
clipping penalty. 
" I ’m real proud <Tf them,” said 
SJH S coach Mike Foster, who 
has led eighth graders to un­ 
defeated seasons two years in a 
row. This year’s edition ended 
up with a 5-0 slate. 
One of the bright spots for this 
year’s team has been the ability 
of the offense to drive the ball 
and control it. In fact, the team 
has to punt only once all season 
long, and that occasion came in 
the fourth quarter last night. 
Rusty Greer, faced with the 
unfamiliar position of having to 
kick the ball away, booted the 
ball into one of his teammates in 
the 
backfield, 
giving 
Cape 
possession of the ball deep in 
Sikeston territory. But the SJH S 
defense stiffened and took over 
on 
downs 
inside 
the 
five. 
Sikeston was then able to run out 
the clock and secure the victory 
Foster noted that the turnout 
for eighth grade football was not 
as big as it had been the 
previous season, but that he and 


assistant coach Webb Edwards 
felt that this year’s team had 
more balance. "W e* were able to 
go with both an offensive and 
defensive team this year, rather 
than having some boys going 
both ways. There is not that 
much difference in talent 


Robyn CB 
Fantastic 
re-Christmas Sa 


Robyn WV-23 


Suggested List Price was $129.95 
n o w *99°° 


Robyn WV-23 
Feature-loaded performance at a low price 
Check these CB PA selector, external speaker 
switch. ANL, squelch control and an illuminated 
SR/F meter 
Other Robyn models available 
at comparable savings. 
D&H ELECTRONICS 


91 N. STODDARD 
471-9333 


THE LITTLE WHITE, UGLY BUILDING ACROSS 


FROM PIGGLY WIGGLY. 


1272-11 


SHARE A PIZZA TODAY 
AT PIZZA INN 
azz&jLtui. 
AM ERICA S FAVORITE PIZZA 


1905 E. Malone 
471-8590 
Sikeston, Mo. 
SOMETHING NEW 


TRY OUR LUNCH BUFFET 


11:00 AM TO 2:00 PM MONDAY THRU FRIDAY 


ALSOMONDAY NIGHT 5:00 PM TO 8:00 PM 


ALL THE PIZZA A SALAD 
YOU CAM EAT 
FOR ONLY 
1 


PLUS YOUR FAVORITE BEVERAGE EXTRA 


a 
p i 
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Mrs. Holyfield 
is grand matron 
tcday’s wcmcir 
Troy solves the mystery 


Mrs. ‘Cotton* Holyfield 


Mrs. "Cotton" Holyfield of 
Sikeston chapter No. 137 of the 
Order of the Eastern Star has 
been appointed district deputy 
grand matron of the 50th district 
by Lillie Barks of Cape Girar­ 
deau, worthy grand matron of 
the Grand Chapter of Missouri. 


Ann Landers 


Mrs. Holyfield was installed 
recently at the 102nd session of 
the 
Grand Chapter in 
the 
Scottish Rite Cathedral in St. 
Louis. 


The Missouri Grand Chapter 
is comprised of 59 districts and 
the 50th district has 12 chapters 
Mrs. Holyfield has been an 
active member of the Eastern 
Star for the last 14 years. She 
served as worthy matron of the 
Sikeston chapter in 1973. She and 
her husband, who is a past 
master of Sikeston 
Lodge No. 
310, AF and AM. live at Sikeston 
Route Two. She has a son, Butch 
Holyfield. of Sikeston. 


The outgoing district Deputy 
Grand 
Matron, 
Loretta 
B 
Smith, of Charleston, gave a 
breakfast 
in honor of Mrs. 
Holyfield at the Chase Park 
Plaza dining room 


Several members of the 50th 
district attended the sessions, 
Sikeston chapter No. 137 will 
honor Mrs Holyfield at 8 p m. 
tonight at the Masonic Temple, 
320 S Kingshiighway. 


"more spice than everything nice 
Weddings to come 


Harper - W ilkins 


C H IPLEY, Fla - Mr and 
Mrs. Dewey Harper announce 
the 
engagement 
of 
their 
daughter, 
Hilda Melinda, to 
Thomas C. Wilkins, son of Mr. 
and Mrs. D. L. Wilkins of 
Russelville, Ky 
The 
bride-elect 
attended 
Freed-Hardeman 
College 
at 
Henderson, 
Tenn., 
Harding 
College at Searcy, Ark. and 
received 
her 
masters 
in 
education from West Georgia 
College at Carrollton, Ga 
A 
former teacher in the Sikeston 
Public School System, she is 
employed by the Cobb County 
Board of Education and teaches 
English at Walton High School 
at Marietta, Ga. 
Wilkins 
is 
affiliated 
with 
. Inter-Collegiate 
Press 
of 
Kansas City and serves 
as 
representative of the Georgia 
territory. 
The couple’s wedding will be 
Nov. 27 at the Olive Street 
Church of Christ at Marietta, 
Ga 


Hilda Melinda Harper 


Small businesses made big mistakes 


Dear Ann Landers: May 1 join 
those who get the anger out of 
their systems by unloading their 
pet peeves on you'’ Mine is the 
"Drop Dead" attitude of many 


small business people toward 
their customers and clients. 
Within the part week 1 have 
experienced the following: 
My hairdresser booked me for 


THURSDAY, NOV. 4th 
COME IN AND REGISTER 
THURSDAY & FRIDAY FOR 
FREE GIFT CERTIFICATES 
GRAND OPENING 


SPECIALS 


THURSDAY ONLY 
15% OFF STORE WIDE 


BOBBY BROOKS 


SPORTSWEAR 


60% OFF 


VOGUE FASHIONS 


133 E. FRONT 
DOWNTOWN SIKESTON 


9:00 a.m. 1 was on time She 
arrived ten minutes late, put on 
the coffee pot, proceeded to wipe - 
the chairs and shampoo bowls, 
then made a couple of personal 
phone calls, oblivious to the fact 
I was fuming 
A shop across the street from 
my office advertised a big sale. I 
used my coffee break to run over 
to 
pick up some bargains 
There was only one clerk in the 
place to handle the customers. 
The phone was ringing off the 
wall. While I was tapping my 
foot impatiently, two customers 
came and and walked out Sodid 
I The salesperson was too busy 
answering pbone calls to wait on 
me. 
A pretty little gift shop opened 
near my home 
1 dropped in 
yesterday. The young owners 
had brought their collie dog and 
angora cat to work ("Hate to 
leave them alone all day.") I 
have a serious allergy to all 
kinds of animal fibers and had to 
leave 
immediately 
lest 
the 
presence of those two hairy 
creatures bring on an attack 
Am I picky-picky’’ What do 
you think’’ - Judge Me 
Dear J M : I think you were 
poorly treated on all counts I 
hope the small business people 
who read this will pay close 
attention to your complaints 
They are valid - and not un­ 
common these days 
Dear Ann Landers 
Just a 
thought 
regarding 
organ 
donations 
Our beautiful 21- 
year- old son was killed by a 
drunk driver. I wish to God 
someone 
had 
mentioned 
donating his kidneys or eyes at 
the time No one did. Neither my 
husband nor 1 thought of it 
Our son was the kind of person 
who would have wanted to do 


such a thing And I would have 
felt so much better about the 
horrible 
tragedy 
knowing 
someone had been given added 
years or sight because of our 
boy The whole ordeal would 
have been less painful had I 
known his death had helped 
someone in some way. - San 
Bernardino Mother 
Dear Mother: Thank you so 
much for your generous letter. It 
provides me with an opportunity 
to mention the Uniform Donor 
Card one more time, 
Anyone interested in obtaining 
such a card should write to the 
National 
Kidney Foundation. 
Box 800, New York, New York 
10010. 
# 


Dear Ann Landers: I am 31 
years old and have been dating 
the 
same man for five years 
His parents would like us to get 
married MY parents would like 
us to get married I want to get 
married Our friends think we 
make a wonderful couple The 
only person w ho isn’t in favor of 
the idea is HIM 
I ’ve talked to the guy several 
times about setting a date All he 
does is shrug his shoulders and 
say, " I ’m not ready yet ** He 
doesn’t want to break up. either. 
I’ve suggested it. 
I could use some advice, Ann • 
* Not Getting Any Younger 
Dear Not (Getting 
Are you 
willing to go w ith the guy for the 
rest of your life’’ If you are he’ll 
let you do it 
If it’s marriage you want, 
make a clean break and tell 
Speedy Gonzales not to call you 
unless he is ready to set the date 
In the meantime, go out with 
others and let the chips fall 
where they may 
(PS. I ’m 
betting Speedy comes through ) 


KINGSWAY SHOPS 


MICHELE RICHARDSON 
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THURSDAY 20 % OFF ALL DENIMS & BLOUSES 


FRIDAY 20% OFF ALL JUMPSUITS & SWEATERS 


SATURDAY 20% OFF ALL COATS & DRESSES 


COME CELEBRATE WITH US 
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DRAWING WILL BE AT 3 PM DAILY 
NOVEMBER 4 THRU 6 
STORES H O U RS 10:00 TO 3:30 DAILY-SAT. TO 8:30 PM 


Editor's note: The following is another installment 
of a novel, "Sticks and Stones May Break Your 
Bones," by Cherie Blanton. The installments appear 
in the paper each Wednesday. 
S U M M A R Y 
Troy goes to the hospital to check on Luke and to 
pick up her sister, who has been spending the day with 
Sidney. While Troy is in Luke's room, he regains 
consciousness and unfolds a bizarre tale that frightens 
and distresses her. Leaving his side, she hurries to 
pick up Stacy and then stops by the county courthouse 
where she pledges Stacy to secrecy about Luke's 
recovery. We leave her going up the steps into the 
courthouse on a mysterious errand of her own. 


By C H E R IE BLANTON 
Sam and Louise were admiring their handiwork 
when Bertha came intoretrieve their empty glasses. 
"O h, I jest love those patterns," she exclaimed, 
looking at the gaily colored material that was rapidly 
shaping up into cushions. "Y o u know, I thinks there 
some of those wickery lamps up in the attic to match 
that furniture." She thought a moment more, "When 
one of us gets the chance, we oughts to go up there and 
looks." And picking up her tray of dirty dishes she 
departed. 
"She is something 
isn't sh e ?" 
laughed Sam, 
"Constantly fussing at me for overeating, and yet 
constantly bringing me more food to consume. Well, 
she stood hands on ample hips and surveyed their 
work, " I do believe Bertha's right, cause I jest love 
these patterns too." 
"W e have done a nice job of them I think," com ­ 
mented Louise. 
" I certainly appreciate you helping me out. Poor 
Troy, she's willing enough, but she's all thumbs when 
it comes to threading a needle." She stopped and 
began picking up the scraps of material that had fallen 
to the floor. " I heard Troy say you would probably 
leave tomorrow for a few days— see some of the state 
like shepromisedyou before she takes you on home and 
then return here again for the wedding. I do wish you'd 
change your mind and come back with her to see Stacy 
married. We've all enjoyed your visit, even if it has 
been hectic." 
" I have too," she smiled, "and hectic is probably the 
understatement of the year." Then she paused. " I 
don't want Troy thinking she still has to give me that 
tour though, for frankly, I believe I've had about all 
the excitement I can take for awhile." 
" I s that so ?" remarked Troy coming unnoticed into 
the room with Stacy following in her wake. "Good 
gracious, have you all finished those cushions 
already?" 
"Ju st about," 
answered 
Sam, 
"and 
Bertha's 
remembered there are some wicker lamps up in the 
attic to match that old furniture." 
"Y e s ," agreed Stacy, " I think I know right about 
where they are." 
"Louise," Troy turned to her, "w e need to get 
together and decide when we're going to leave and 
where we want to go first Why don't you come up to 
my room when you get done here, and we'll make our 
plans." 
"Sh e 's finished now," declared Sam, "there are just 
a few odds and ends to put together, and I can do those 
by myself in nothing flat. Thanks again Louise, now 
you go with Troy and figure out where you're going so 
you can give us your itinerary at dinner tonight." 
Louise rose, " If you're sure..." 
"Positive," Sam answered, "I'll see you both later." 
She picked up another cushion and deftly began 
pulling her needle in and out of the fabric. 
"W ell," said Troy as they entered her room, "where 
do you think we ought to sta rt?" 
"Y o u 're the driver," laughed Louise, "w hy 
don't 
we get a map out and mark the w a y ?" 
"Good idea," she agreed, "then as Bertha so aptly 
puts it— we'll really know where we're a t!" She 
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The Sikeston Public Library 
announces the acquisition of 
new books to their facility In the 
area of fiction, new titles and 
authors are 
“ Wednesday the 
Kabbi 
Got 
Wet” 
by 
Harry 
Kemelman; 
“ Passage 
to 
Mutiny” by Alexander Kent. 
“ Patriot’s Dream” by Barbara 
Michaels; 
“ The 
Peking 
Dimension" by Ned Calmer. 
“ Sleeping Murder" by Agatha 
Christie, and "Apple Tree Lean 
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By C EC ILY BROWNSTONE 
Associated Press Food Editor 
LIGHT SU PPER 
Beef Barley Soup 
Salad Bowl 
French Bread 
Dumohngs 
Coffee 
CHRISTINE FKIED- 
IJVN D EK’S DUM PLINGS 
A superb offering from Aus­ 
tria. 
74 or 8-ounce package farmer 
cheese 
1 large egg 
14 tablespoons flour 
F ill a 5 or 6-quart saucepot 4 
full of water; add I tablespoon 
salt; heat With a fork beat to­ 
gether the cheese, unbeaten 
egg and flour until blended; let 
stand about 5 minutes. With 
wet hands, using 1 level table­ 
spoon for each, shape into 
balls. Have the salted water 
boiling and add the dumplings 
— they will sink 
Boil until 
dumplings all come to the top 
— a few minutes 1*1 stand off 
heat, tightly covered, for 5 min­ 
utes Serve with melted butter 
and 
unnamon-sugar 
Makes 
about 1 dozen — enough for 4 
servings 


Before you preheat the oven 
make sure the oven racks are 
in the proper place. For ex­ 
ample, for yeast-bread loaves 
and pies you may want to place 
the rack below the center of the 
oven 


Potato water (left after pared 
potatoes have been boiled in 
water), used in yeast breads, is 
said to help make the bread 
crustier than usual. 


walked over to a pile of papers lying on her bureau and 
begin sorting through them for a map of Kentucky. 
"I'm curious - did part of Old Annie's readings in the 
tea leaves tell you to expect to be traveling so o n ?" 
Louise giggled, "W h y Troy, you absolutely amaze 
m e- you're as good a fortune teller as Annie any day 
of the year." 
Troy beamed at her, "well, palmistry is actually 
more in my line— here Madame, show me zee hand 
and I will tell you all— your past— your present— and 
zee future." Reaching out she caught one of Louise's 
hands in hers and turned it over. "A h yes," she traced 
the line in the center of her palm with the finger tips, 
"this line shows me that you have had a verrry in­ 
teresting life, but one which is soon to take a su r­ 
prising turn for you." 
"H u rra y," cried Louise entering into the spirit of 
the game, " I need something new and unexpected." 
"Yees, and this one -" Troy pointed to another line 
crossing her hand, "T h is line is your love line-- ahh, I 
see zat you have had several lovers, and zat you have 
married at least two of them." 
Louise snatched her had away, "D o n 't be such an 
ass Troy, you know I was never married but once." 
"O h ," Troy gazed at her thoughtfully, "w hat about 
Annie's son Earl? It must have been quite a shock to 
you the day I pulled into that clearing and you found 
that old woman was still alive— and she remembered 
you too, didn't sh e ?" Troy brought her face close to 
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Down” by Mary Pearce 
Non-fiction 
works 
include 
“ The Right and the Power by 
Leon Jaworski; “ The Namath 
Effect’’ by Martin Raibousky; 
• The Rawhide Years ' by Glenn 
Vernam. "Gifford of Courage ’ 
by 
Frank 
Gifford; 
"Space 
Science and Astronomy” by 
Thornton Page 
and ‘ Leisure 
Living 
and 
Guide to Slow 
Cooking" 
iiiuituiiniuiiiiiiUtti 
PULL THE RUG OUT f 
FROM UNDER US 
( 
SALE! 
JUST IN TIME FOR 
THE HOLIDAYS! 


SCULPTURED SHAGS » 0« s595 sou 


VINYL FLOOR COVERING from 
s 295s q t d 


PLUS MANY CLOSE OUT AND 
DISCONTINUED STYLES 
M M M 
“THE KING OF CARPETS” 
IMPERIAL 


FLOOR 
t WALL COVERINGS 


HWY 60 MOREHOUSE 
667-5294 
101 E. MAIN 
PORTAGEVILLE 379-3910 
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SCOREBOARD Oran and Bell City are winners 


Danny Allen of 1203 W. Murray Lane in Sikeston killed 
this 115-pound spike buck while bow hunting Saturday at 
the Mingo Wildlife Refuge near Puxico. The deer, killed 
at approximately 4:30 p.m., is Allen’s first with a bow. 
(Daily Standard photo) 
Improved Jazz 
defeat Celtics 


By SHELDON SAKOWITZ 
AP Sports Writer 


Hie early results are in and 
it appears that the New Or­ 
leans Jazz have established 
themselves as a candidate for 
the most improved team in the 
National 
Basketball 
Associ­ 
ation. 
Last season, the Jazz com- 
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LEX-O-GLAZE is 
f 
:rystal clear, non- 
fallowing, guaranteed 
shatterproof. Sa fe ... 
* * 
las no sharp cutting 
idges. Easy to cut, 
icore or saw. Comes 
n standard sheet 
lizes. 
Priced like flats. 
At Your Hardware, Lumber 
and Building Supply Store 
WARP BROS. Chicago 60651 
Pionttr« In Plastics For Ovar 50 Yoars 
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piled a 38-44 record and fin­ 
ished fourth in the Central Divi­ 
sion. 
Tuesday night, New Orleans 
handed the defending champion 
Boston Celtics their first set­ 
back of the season, 115-97, be­ 
fore a Superdome crowd of 17,- 
104 for its fourth victory in six 
games. 
In other games, the Mil­ 
waukee 
Bucks 
topped 
the 
Seattle SuperSonics 125-113, the 
Golden State Warriors beat the 
Detroit Pistons 111-98 and the 
Portland Trail Blazers downed 
the Atlanta Hawks 129-116. 
Pete Maravich, who entered 
the game as the league’s lead­ 
ing scorer with a 30.7 average, 
collected 43 points in triggering 
the Jazz attack. He scored 26 
points in the second half when 
New Orleans expanded its 48-45 
halftime edge. 
Dave Cowens' 30 points and 
17 
rebounds 
paced Boston, 
which had won its first four 
games. 
New Orleans Coach Bill van 
Breda Kolff said, "It was a 
great win in front of a great 
crowd but people often forget 
that it’s not who you beat but 
how many teams you beat that 
counts in the NBA.” 
Boston Coach Tommy Hein- 
sohn said, “The Jazz played as 
well as they can and they beat 
us But if we play as well as we 
can we would have beat them.” 
Bucks 125, SuperSonics 113 
Bob Dandridge, making his 
first start in four games since 
being sidelined by an ankle in­ 
jury, scored 37 points and 
Brian Winters added 30 in Mil­ 
waukee’s victory over Seattle. 
Dandridge hit 18 points in the 
first half, sparking the Bucks to 
a 62-49 lead. 


TUESDAY NIGHTS RESULTS 
Football 
Sikeston 6, Cape Central 0 (8th grade) 
Basketball 
Bell City B Team Tournament 
Oran 57, Delta 46 
Bell City 51, Bloomfield 44 
Volleyball 
District Tournament at Holcomb 
Lilbourn 15-15, South Pemiscot 5- 8 
Holcomb 15-11-15, Matthews 6-15-2 
New Madrid 15-7-15, Malden 5-15-7 
Gideon 15-15, Delta C- 7 7-10 
District Tournament at Richland 
Leopold 15-15, Chaffee 6-5 
Puxico 15-15, Charleston 3-8 
Advance 15-15, Bell City 2-0 
Woodland 15-10-15, Cape Central 13-15-2 
TONIGHT’S SCHEDULE 
Volleyball 
District Tournament at Holcomb 
Hayti vs. Bernie (6:00) 
Poplar Bluff vs. Risco (6:45) 
Lilbourn vs. Holcomb (7:30) 
New Madrid vs. Gideon (8:15) 
District Tournament at Richland 
Dexter vs. Zalma (5:30) 
Bloomfield vs. Notre Dame (6:15) 
East Prairie vs. Illmo- Scott City (7:00) 
Richland vs. University High (7:45) 
FRIDAY NIGHTS FOOTBALL 
Cape Central at Charleston 
Poplar Bluff at Sikeston 
Kennett at Dexter 
Jackson at Perryville 
Chaffee at Caruthersville 
Malden at East Prairie 
Hayti at Doniphan 
Illmo- Scott City at Portageville 


Sy Th« Associated Press 
National Basket Ball Association 
KASTKRN 
CO N FERENCE 
Atlantic Division 
W 
L 
Pet. 
OB 
Boston 
4 
1 
.800 — 
Philphla 
3 
2 
.400 1 
NY Knks 
3 3 
SOO V/» 
Buffalo 
2 
3 
.400 2 
NY Nets 
2 
S 
.28« 3 
Central Division 
Clove 
6 
0 
1.000 — 
Houston 
3 1 
750 2 
N Orlns 
4 2 
.467 2 
S Anton 
2 4 
.333 4 
Atlanta 
2 
5 
.286 
4Vj 
Washton 
1 
4 
.200 4Va 
W ESTERN CO N FERENCE 
Midwest Division 
Denver 
4 0 
1.000 — 
Indiana 
3 3 
.500 2 
Kan City 
3 3 
.500 2 
Chicago 
2 
3 
.400 2V» 
Detroit 
2 
5 
.286 3'/» 
Milwkee 
2 
5 
.28« 
3V» 
Pacific Division 
Portland 
4 1 
.800 — 
Goldn 
St 
3 2 
.600 1 
Seattle 
3 
3 
.500 
l'/j 
Los Ang 
3 
3 
.500 
I'/j 
Phoenix 
1 4 
.200 3 
Tuesday's Results 
New Orleans 115, Boston 97 
Milwaukee 125, Seattle 113 
Golden State ill, Detroit 98 
Portland 129, Atlanta 116 
Wednesday's Games 
Buffalo at New York Nets 
Milwaukee at Washington 
San Antonio at Indiana 
Seattle at Kansas City 
Boston at Houston 
New York Knicks at Denver 
Thursday's Games 
Chicago at Atlanta 
Milwaukee at Cleveland 
Philadlphia at Golden State 


Pro Hockey At A Olance 
By The Associated Press 
National Hockey League 
C A M PBELL 
CON FERENCE 
Patrick Division 
W L T Pts OF OA 
NY ISI 
9 2 2 
20 
48 28 
Phila 
7 3 2 
16 
45 33 
Atlan 
5 6 2 
12 
40 50 
NY Rng 
5 7 1 
11 
52 52 
Smyth* Division 
Chgo 
7 5 1 
15 
46 3« 
St LOU 
7 5 0 
14 
41 46 
Minn 
4 7 1 
9 
34 54 
Vancvr 
4 8 1 
9 
34 53 
Colo 
3 9 1 
7 
32 43 


W ALES CON FERENCE 
Norris Division 
Mont 
10 3 1 
21 
69 31 
L A. 
7 4 3 17 
52 42 
PittS 
3 6 4 10 
41 57 
Dtrt 
3 7 1 
7 
33 37 
Wash 
2 6 2 
6 
26 44 
Adams Division 
Bstn 
9 3 0 18 
50 38 
Buff 
5 5 1 
11 
31 28 
Tnto 
4 5 3 
11 
47 47 
Cleve 
3 6 2 
8 
35 37 
Tuesday's Results 
Pittsburgh 7, Los Angeles 1 
New York Islanders 5, Colo­ 
rado 1 
Wednesday's Games 
Washington at Atlanta 
St. Louis at Toronto 
Los Angeles at Cleveland 
Montreal at Minnesota 
New York 
Rangers at Van 
couver 
Thursday's Games 
Philadelphia at Detroit 
Chicago at Boston 


World Hockey Association 
Eastern Division 
W L T Pts OF OA 
Quebec 
9 
3 0 IB 
64 40 
Cinci 
6 
3 2 14 
59 44 
N Eng 
4 
4 1 
9 
28 31 
Birm 
4 
9 1 
9 
51 65 
Minn 
3 
7 2 
8 
34 41 
Indy 
3 5 1 
7 
26 41 
Western Division 
Houston 
6 5 2 14 40 40 
Winnipg 
7 
4 0 14 
54 29 
S Diego 
5 
5 2 12 
45 47 
Phoenix 
6 
5 0 12 
46 57 
Calgary 
4 
6 1 
9 
37 37 
Edmntn 
4 
5 0 
8 
26 38 
Tuesday's Results 
Phoenix 5, Quebec 3 
San Diego 4, Birmingham 3, 
OT 
Houston 3, Winnipeg 1 
Calgary 4, Minnesota 3 
Wednesday's Games 
Indianapolis at Cincinnati 
Minnesota at Edmonton 
Thursday's Games 
Phoenix at Birmingham 
Cincinnati at Indianapolis 
Edmonton at Calgary 
Tuesday's Sports in Brief 
By The Associated Press 
PAW TUCKET, 
R. I. 
— 
The 
Rhode island Reds of the Inter­ 
national 
League 
announced 
plans to move the franchise to 
Jersey City, N.J. for the next 
season. 
Re-entry draft 
set for Thursday 
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HERE AT THE LAND BANK, we see a lot of suc­ 
cessful farmers and ranchers... people who have 
recognized opportunities to expand and modernize 
their operations and have made the most of those 
opportunities. An important part of our business is 
helping people take advantage of opportunities... 
you might say we’ve been successful in helping 
people succeed. So, when­ 
ever you hear opportunity 
calling, come first to your 
local Land Bank Association. 
We'll take a wide-eyed, clear­ 
eyed look at your plan - be­ 
cause we've seen so many 
little opportunities grow into 
big successes. 
SIEt 
• 
HAL F. ROBERTSON 
MIKE BOLLINGER 
242 R. KIMSRW W If 
PRONE: 471-4181 
SIKESTM.M. 61811 
?rving America's Farmers: Providers of Plenty 


NEW YORK (AP) - The 
Oakland A’s, winners of con­ 
secutive world championships 
in 1972, 1973 and 1974 and five 
straight American League West 
Division tittes from 1971-1975, 
are about to self-destruct 
The process will take place 
Thursday when 24 players who 
won free-agent status by play­ 
ing the 1976 season without 
signed contracts will be se­ 
lected in baseball’s first re-en­ 
try draft. 
Eight of them come from 
Oakland, and six of those eight 
— catcher Gene Tenace, out­ 
fielders Joe Rudi and Don Bay­ 
lor, infielders Sal Bando and 
Bert Campaneris, and relief 
pitcher Rollie Fingers — form 
the heart and soul of the A’s. 
All are expected to be chosen 
early and often in the draft. 
The other two Oakland free 
agents are veteran first base­ 
men Nate Colbert and Willie 
McCovey, who figure to be in 
somewhat less demand. 
The Oakland eight form the 
largest single club contribution 
to the draft pool. Baltimore has 
four players available and 
three of them — slugging out­ 
fielder Reggie Jackson, second 
baseman Bobby Grich and 20- 
game winner Wayne Garland — 
are among the top names. The 
other available Oriole is minor 
league outfielder Royle Still­ 
man 
Also up for grabs are tbe op­ 
posing starting pitchers in the 
opening game of the 1978 World 
Series — Don Gullett of the 
Cincinnati Reds and Doyle Al­ 
exander of the New York Yan­ 
kees. 
Others on the list of eligibles 
are regulars like Pittsburgh 
third baseman Richie Hebner, 
outfielder Gary Matthew* of 
San Francisco, second baseman 


BELL CITY - The Oran 
Eagles exploded for 20 points in 
the third period to wipe out a 22- 
21 deficit and went on to upset 
third- seeded Delta 57- 46 in the 
opening round of the Bell City B 
Team 
Tournament Tuesday 
night. 
Bell City defeated Bloomfield 
51- 44 in the other game. 
Delta had taken a 22- 21 
halftime lead on the basis of a 
16- 10 advantage in the second 
period. But fired- up Oran 
outscored the Bobcats 36- 24 in 
the second half to emerge vic­ 
torious. 
Oran featured 
a 


balanced offensive attack, with 
David Burley’s 16 points leading 
the way. Danny Schlosser and 
Danny Ressel added 12 and 10 
respectively. Delta’s Tim Vance 
led all scores with 23. 


Carl Ritter made his coaching 
debut at Bell City High School as 
he watched the Cub jayvees stop 
Bloomfield 51- 44. Bell City 
outscored the Wildcats 11- 6 in 


the second period to take a five- 
point lead at the half. That lead 
was erased in the second half as 
Bloomfield charged from behind 
*o take the lead in the fourth 


quarter, but Beil City regrouped 
in time to regain control and 
pick up the victory. 


Ellis Jackson poured in 24 
points and William Henry added 
16 more to highlight the Cub 
assault. Mark Jackson and Jeff 
Vandiver scored 12 each for 
Bloomfield. 


Action 
resumes 
Thursday 
night as quarterfinal round play 
begins. Puxico, seeded first, 
takes on Advance at 6:30. Bell 
City meets Oran at 8:00. 
The tournament will conclude 
Saturday night. 


Bell City ( 51 ) 
Henry 16, Austin 6, Jackson 24, 
Ramsey 4, Nesler 1 Totals: F G -15; 
FT 21; PF 14 


B L O O M F IE LD (44) 
Sanders 4, Jackson 12, Spain 6, 
Vandiver 12, Hill 4, Miller 6 Totals: 
FG- 19; FT 6, PF 29 
Score by Quarters: 
Bell City 
10 11 
13 
17-51 
Bloomfield 
10 6 14 14-44 
Oran (57) 
Harris 9, Burley 16, Schlosser 12, 
Campbell 8, Ressel 10, Seyer 2 
Totals: FG- 23; F T -11; P F -22 
Delta (46) 
Vance 21, Keys 8, Amelunke 4, 
Duncan 5, Locke 4, Shrum 4 
Totals: FG 19; FT 8; PF-23 
Score by Quarters: 
Delta 
6 16 12 
12-46 
Oran 
11 10 20 
16- 57 


Dave Cash of Philadelphia, and 
second baseman Tito Fuentes 
of San Diego. Starter Steve 
Stone of the Chicago Cubs and 
relief ace Bill Campbell of the 
Minnesota Twins complete the 
list of pitchers available. 
The Twins also have infielder 
Eric Soderholm in the pool. 
California has contributed three 
minor league infielders — Billy 
Smith, Tim Nordbrook and 
Paul Dade. 
Each player may be drafted 
by 12 teams. His old team then 
would join that dozen to nego­ 
tiate with him. Jackson is ex­ 
pected to carry the biggest 
price but some of the others, 
including Rudi, Fingers, Gullett 
and Grich, should bring bids 
close to the top figure. 
The re-entry draft will last a 
maximum of 12 rounds. Then 
National League clubs will be­ 
gin pursuit of the free agent 
picks. Meanwhile, the Ameri­ 
can League teams will spend 
another day in town, con­ 
ducting the expansion draft to 
stock the new Toronto and 
Seattle franchises. 
The expansion draft will sup­ 
ply each of the new teams with 
30 plyers, each carrying a price 
tag of $175,000. That’s consider­ 
ably leas than the free agents 
will cost, but the talent avail­ 
able in this draft is not as awe­ 
some as the re-entry super­ 
stars. 
Each of the 12 AL teams has 
been allowed to protect 15 play­ 
ers from Seattle and Toronto. 
The balance of their 40-man 
rosters plus mast minor leag­ 
uers under control of the major 
league teams are eligible. The 
exceptions are minor leaguers 
who signed their first profes­ 
sional contracts in either 1975 
or 1976. 


Special buy 
on 4-ply 
polyester 
tires. 


JCPenney Pinto Poly. Features bias ply construction, 
4 ply polyester cord body, 78 series profile. Whitewalls 
only. No trade-in required. 
4 for $89 
Size B78-13 plus 1.84 fed. tax each tire 
4for$99 
Size E78-14 plus 2.25 fed. tax each tire 
Size F78-14 plus 2.39 fed. tax each tire 
Size G78-14 plus 2.55 fed. tax each tire 
4 for $109 
Size G78-15 plus 2.58 fed. tax each tire 
Size H78-15 plus 2.80 fed. tax each tire 


L . 
Inspection Service 
Charge it! 


Aramid. The tire fiber 
that’s stronger than steel. 


The JCPenney Aramid Belted Radial. The tire 
that's belted with an amazing fiber called Aramid. 
It features polyester radial construction, 7 rib 
tread design and whitewalls. No trade-in required. 


Tire size 
Price + led. tax 


ER78-14 
61.00 
2.45 


FR78-14 
65.00 
2.63 


GR78-14 
71.00 
2.80 


HR78-14 
76.00 
2.99 


GR78-15 
74.00 
2.88 


HR78-15 
77.00 
3.07 


LR78-15 
89.99 
3.34 


Wheel alignment 
7.88* 
Here's what you get: 
• Suspension inspection 
• Set caster and camber 
• Adjust toe-in 
• Road test 
‘Most U.S. and many foreign cars. Add $2 each tor 
cars equipped with either air conditioning or 
torsion bars. 
JCPenney 


Call 471-6110 
for a service 
appointment 


» 1976 JCPenney Co Inc 


Kingsway M all 
Sikeston, Mo. 
Open 8:00 till 9:00 
471-6110 


I Use your J.C.Penney card 
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Super Special - 
Robyn WV-23 *4 6 95 


Suggested List Price was $129 95 


O E Q g J O 


O 
í 3 q < ~ 


WV-Î3A 
I 
«he W V ¿ 3 but W .m the c»p«t 
t, 
e« e» m g , h o i t a b as« um« S«>a« t 
"IO a flo b v n S* T B as« Mtx*u*e a«d 
you »« 
,o u f o * n Ancho««d M o d 
AfO' 
Suggested Lisi Price was (139 94 
N O W ‘ 5 0 ” 


Liau 
De«u*e .«»m o« 0« th« 
t B 
N o * it h a s s*>t. h a b i» B« G a -1 • n« 
co n tro l a Sharp I.o tm g »«rt.ca S « r 
«net». CB PA 
«starna spaasar 
s* tchas plus a • c* *ooa g«ain«a 
•>om pan« 
Wh«r s n 
•«. a n a a «ot>, - 
Basa Motlui« *«u1 > I j comp*, «t.on 
b a sa m o t « 
u i t 
Suggested L if t Price aat (149 94 


R O B Y N WV-23 
_ 


Feature-loaded performance at a low price Check these 
CB PA selector external speaker switch ANL squelch control 
and an illuminated S RF meter 


N O W * 5 6 ” 


P u s h b u tto n t o 
n * s ’o» C B B A sata, 
lor aatatnai se»«»»1 « an 
twnation aquait •. tona conno ta-ja 
i f O 
digita* cn#f>nai a .s p ie , T* B» 
..ghts and ia>g* S Bf mat«r a .« .« 


Suggested Kit Pr.r» aa>(199 94 
N O W * 6 4 ” 


SK 101 


r * a t u r « s gatora- -*u»hbuttor sayttchas 
«0 > 
o n o « 
ton« 
co n tro . 
RF 
G a n 
C B RA t u t e lo« a n g a«t a t «>ai s p a « « « t 
'b a r a s m o »a A c o m b in a tio n S W N an d 
S R F m ata- 
D a n a T u n ar 
g tu» « .* « 
a a e tu s iy » 
«n c r o p h o n a ( a • 
c o n to 
«or a h a c f 
, 
«a d u e m g b4 t . g i 0 u n a 
noiS# S '.d a «ha S i '0« 
ntg « R o p .r, 
S * 10 B a s a M o C u '« ano ,o u «a go« a 
a a iu a a b a sa sia«.on 
S u g g a tia d L is i P rie » « a » (1 9 9 94 
N O W * 7 2 ” 


off* in** 
Ö*9*1*1 c*W\n#i 
m**.* .t #**y 
Opmtg$0 


S u 9 9 « * l« d U f f »rie* • « ! f 17* #4 


N O W * 8 0 ” 


SX.102 
i»M tfk» Sä UM 
m*t ■ 
WetSyfì 8f O* 
yöw *# 
Stre ite S«a«tj*.fj(tì à n d tt*n*ir< it gr 
H 
► *«, a 
wood gra-r 
p*n#f 
‘oon% 9 *#*t .* f 0 u' 
ÍN¡* sm ’0*: çao <*<$.. ö* a &#$# 
S u g g a t ia d L it i P r.r« ara* (1 9 9 
N O W * 8 8 ” 


GT 7C 
T o p fitf «he in « i s c » a n n « A M A 
ma* 
i n a n n a 
s c a n n in g 
th.. 
* u, 
H oO yn e r o - »natu«« 
R e * , . » S ' 
n a n s m it A M 
an d th « s « « • O M , 


^ * * * 1 l o 'a a f h c o n ìto is - a 
ypa. 
i 
«ea'u'as Add a Robi H 
M o o . 
lot « .h a .« « sa n ili. 


N O W * 1 0 4 ” 


Si 007 


W h«t a p a c .a u « 
$ * 007 trä n s t« .«« 
R o p y ’1 910 B L N trunk or too« m o u n t 
ant* rm a 
a R o b y n 
iy « a th « 'p ro 0 * P A 
»paa*«« and ai* «ha «tacassa«, n a n j 
« a ra lu gai you o n th» au 
« o u ta n 
m a te «h* s * 007 a ba*« unit to o 
S u g g a tia d L it t P n c e «tat ( 17g 94 


N O W * 7 4 ” 


r n a « co n o m y p a o a g « 
W V 23 tia n s 
« » iy * t 
R o b y n 
9 0 4 BÜ 
(r u n t or 
root 
hO uht pase loaidtKJ a n te n n a 
R u b .n 
* e a « ri« 'p io o l P A spaat«« a n d * n the 
riarda««» you 1 
n « a d to b e o n in« 
*044 *11 no Um« 


S u g g e s te d L it i P n c e a t i (1 4 9 94 


N O W ‘6 4 ” 


o t a r t U V 
t 4 Ah<Thr_i!* 


Operate b oth base and mobile with one CB! 


Robyn • Exclusive Module Option W.tn 
Robyn base module dll the 
V* Ro(b r C B 'adios te*tept WV 23art<J TR 1230) become mobile 
units that conv rt to base station*, ana back again ,n seconds 


Robyn SX-7 Base Module 
For use with Robyn WV-23A 
LB23A SX-007 and DG-30 


‘5 3 ** 


Robyn SX 10 B a te Module 
For use with Robyn 
SX-101 and SX 102 


* 6 0 °° 


Robyn SX 12 Baee Module 
For use with Robyn 
GT-7C and GT 440 


‘6 6 «) 


DISCOUNT RADIO INC. 


300 POWELL 


NEW MADRID, MO. 63869 


314-748-5851 


(FORMERLY RON'S CB RADIO) 


!272- 7A All mtxj.it may noi be eya.iabie in all ««aat Pf.ce» good until current stock t« eahautted itrst come r.r»t serve basis 
• 
• 
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Jones wins Cy Young Award 


SAN DIEGO (AP) - Randy 
Jones says now that he's won 
the Cy Young Award, he ought 
to be the highest paid San 
Diego Padre and intends to 
bargain for a three-year con­ 
tract 
“ It's like a boyhood dream 
come true 
It shows I'm for 
real 
It hasn't really sunk in 
yet," said Jones, 26, at a news 
conference 
Tuesday, 
shortly 
after learning he was the win­ 
ner of baseball s highest award 
for a pitcher 
“ I felt all along that I would 


win. but I thought it would be 
very close," said the left-hand­ 
ed hurler who received 15 of 
the 24 first place votes in this 
year’s balloting 
Jones, who won 22 games for 
the Padres this season, narrow­ 
ly lost the Cy Young award to 
Tom Seaver last year 
“ I^st year, I knew 1 had to 
beat Tom Seaver This year. I 
felt they (other candidates) had 
to beat Randy Jones,” he said 
Jones was named somewhere 
on all 24 ballots cast by a com­ 
mittee composed of two base­ 


ball writers from each ol the 12 
National League cities. Six sec­ 
ond-place votes and three for 
third gave him a total of 96 
points. The writers cast 6 9 '2 
points for New York Mets left 
hander Jerry Koosman and 
254 points for Don Sutton, the 
Los 
Angeles 
Dodgers 
right­ 
hander 
Jones said he should be the 
highest paid performer for the 
Padres, regardless of what it 
takes to sign a Reggie Jackson, 
a Bobby Grich or a Joe Rudi in 
Thursday’s re-entry draft. 


Jones also said his pitching 
arm is on the mend. He re­ 
vealed he threw a little Sunday 
while supervising a ground of 
youngsters at a baseball school 


Jones underwent surgery in 
early October for a muscle 
problem which has not been 
fully diagnosed 


“ I felt no pain then or later." 
he said of the workout “ I think 
I ’m back to 50 per cent of nor­ 
mal I’m not worried about my 
arm It will jast take time for 
it to recuperate," he said. 
Orr needs two weeks" rest 


IUKONTO (APi — Bobby 
Orr’s agent says the hockey su 
perstar will have to play cau 
tiously if he expects his fragile 
left knee to hold up 
“ Orr is not considering re­ 
tirement but he realizes now 
that he has to change his 
style,” lawyer Alan Eagleson 
said Tuesday after Orr under 
went 
an 
orthoscopic 
exam 
ination on the knee 
The defenseman will not have 
o undergo an operation, hut 
he Chicago Black Hawks will 
lave to get along without him 
or at least two weeks 
This is the second time in the 
voung season that the 28-year- 


)ld Orr has been sidelined be- 
•ouse of the knee 
Eagleson said Orr was start­ 
ing to "wonder if it's all worth 
it," but for now he has decided 
to continue playing 
“ He does realize for the first 
time that he better not play in 
the same reckless fashion as he 
did in the Canada Cup series 
(in September). He is going to 
have to change his style of 
play. 
“ We've been told there’s no 
way he's going to become a 
cripple If there was any sug­ 
gestion that there would be per­ 
manent damage, Bobby would 
quit in five minutes. 


“ Under 
ordinary 
circum­ 
stances, he'd be out four to six 
weeks, but because of his super 
conditioning and weight, he'll 
probably 
be 
hack 
in 
tw’o 
weeks.” 
Dr John Palmer performed 
the orthoscopy at Toronto Gen­ 
eral Hospital, flushing some 
fragments of cartilage from the 
knee 
“ The knee now has only a 
certain number of miles left in 
it and it’s up to him to decide 
how he's going to use those 
miles," Palmer said 
The Hawks lured Orr from 
the Boston Bruins this year 
with a five-year contract esti­ 


mated at $3 million. 
Eagleson has maintained that 
Orr will not insist on his pay if 
the knte forces his retirement 
“ There’s absolutely no pres­ 
sure from 
Chicago, 
and 
if 
something 
did 
happen 
to 
prompt him to quit, he wouldn't 
take one cent from the Black 
Hawks,” Eagleson said 


lx>rd Toda of Japan received 
U.S. Navy Commodore Mat­ 
thew C. Perry on July 14, 1853. 
A treaty to open Japan to U.S. 
ships was ratified March 8, 
1854. 


Volleyhall play 
continues at 
Holcomb, Ksscx 


Missouri 
quarterback 
Pete 
W oods is brought d(»wn by a host 
of Oklahoma State defenders, 
including 
linebacker 
John 
Aeimer »57) and tackle Chris 
Dawson «97) Oklahoma State 
upset the Tigers 20 19 


ANNUAL 
THANKSGIVING 
SHOOTING 
MATCH 


Shot {un and Bird Shot 
Rifle Match 


Thur., November 
4th & 11th 
7:00 p.m. 


FRESH DRESSED TURKEYS 


I MENS 


HELD AT THE 
Knights of Columbus 
Hall 
Oran, Mo. 


Refreshments will 
be served 


ATTENDANCE PRIZE 
EACH NIGHT 
WMl ' 
' |< KMiuiHi 
1 


Opening round action con­ 
tinues tonight at Essex while 
quartertinal round play opens at 
Holcomb as both of Southeast 
Missouri’s District 
volleyball 
tournaments resume pla> 
At the District 9 tournament at 
Holcomb. Liibourn, Holcomb, 
New Madrid and Gideon picked 
up victories in the opening round 
Tuesday 
night 
Liibourn 
deteated South Pemiscot 15- 5, 
15- H; Holcomb dumped Mat 
thews 15- 6. 11- 15. \> 2, New 
Madrid downed Malden 15- 5, 7- 
15, 15- 7 and Gideon stopped 
Delta C-7 15- 7. 15-10 
At the District 10 event at 
Richland High School. Leopold, 
Puxico, Advance and Woodland 
were 
the 
winners 
Leopold 


tripped Chaffee 15- 6. 15- 5; 
Puxico waltzed past Charleston 
15- 3, 15 8; Advance blasted Bell 
( ity 15- 2, 15 0, and WOodland 
sneaked past Cape Central 15 
13.10-15.15-2 
Tonight at Holcomb, quar­ 
terfinal play opens at 6 00 with 
Hayli meeting Bemie Poplar 
Blutf takes on Risco at 6 45, 
Liibourn meets Holcomb at 7 30 
and New Madrid plays Gideon at 
K 15 
Dexter and Zaima meet at 
5 30 as opening round action 
resumes at Richland Bloom- 
held takes on Notre Dame at 
6 15, East Prairie squares off 
against IIImo Scott City at 7 00 
and 
Richland 
fakes 
on 
University High at 7 45 
8th grade grid 
team ends year 
with 6-0 victory 


l ndra 
I^ne s 20-yard run 
early in the second period lilted 
Sikeston’s eighth grade football 
team to a season- ending 6-0 
victory over Cape Central at 
Public School Stadium Tuesday 
atternoon 
lin e ’s burst came after a 55 
yard gallop by him in the first 
quarter was called back on a 
clipping penalty 
‘i ’m real proud <tf them, said 
SJHS coach Mike Poster, who 
has led eighth graders to un 
defeated seasons two years in a 
row This year's edition ended 
up w ith a 5-0 slate 
< >ne of the bright spots for this 
year’s team has been the ability 
of the offense to drive the ball 
and control it In fact, the team 
has to punt only once all season 
long, and that occasion came in 
the fourth quarter last night 
Rusty Greer, faced with the 
unfamiliar position ol having to 
kick the hall away booted the 
bail into one of his teammates in 
the 
backfieid, 
giving 
Cape 
possession of the ball deep in 
Sikeston territory But the SJHS 
defense stiffened and took over 
on 
downs 
inside 
the 
five 
Sikeston was then able to run out 
the dock and secure the victory 
Foster noted that the turnout 
for eighth grade foutball was not 
as big as it had been the 
previous season, but that he and 


assistant coach Webb Edwards 
felt that this year's leani had 
more balance "We were able to 
go with both an offensive and 
defensive team this year, rather 
ttian having some boys going 
both ways There is not that 
much difference in talent ." 


Robyri CB 
Fantastic 
Pre-Christmas Sale 


Robyn WV-23 


Suggested List Price was $129.95 
n o w $99°° 


Robyn WV-23 
F e a tu re -lo a d e d perform ance at a low price 
C heck these C B PA selector external speaker 
sw itch AN L sq uelch control and an illum inated 
SR F meter 
Other Robyn models available 
at comparable savings. 
D&H ELECTRONICS 


91 N. STODDARD 
471-9333 


TH E LITTLE W H IT E U G L Y B U IL D IN G A C R O 


F R O M P IG G L Y W I G G L Y 


SHAKE A PIZZA TODAY- - AT PIZZA INN 


1905 E M a lo n r 
*12«, Lan . 
A M E R IC A S FAVORITE PIZ ZA 


471-8590 
SOMETHING NEW 


Sikesto n , M o . 


TRY OUR LUNCH BUFFET 


1 1:00 AM TO 2:00 PM MONDAY THRU FRIDAY 


ALSOMONDAY NIGHT 5:00 PM TO 8:00 PM 


ALL THE PIZZA A SALAD 
. . 
YOU CAH EAT 
FOR OHLY 
$ I 


PLUS YOUR FAVORITE BEVERAGE EXTRA 


9 S 
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Missouri voters okay utilities, conservation but reject food, drug sales tax 


... 
. 
1/ ___ 
'pu., a m i» a. i.ianr 
«nt.- 
anH n>h«r Mia- 
food and drugs, costing Mis- 
in revenue per yesr. 
souri an estimated $180 million 
ST. LOUIS (AP) - Missouri 
voters approved on Tuesday a 
proposition 
barring 
utilities 


from passing construction costs 
on to consumers and a con­ 
stitutional amendment author- 


WEDNESDAY *1.00 
S M n RENTAL BO* 
Rag. se ssio n ............................................ 4 pm-6pm 
Reg. s e s s io n ............................................6 pm-8 pm 
Reg. s e s s io n ..........................................8 pm -10 pm 
SKATE WORLD 


MALONE 
4 7 1 -9 2 9 2 
SIKESTON, MO 


izing a sales tax hike for con 
servation use. But rejected was 
a 
controversial 
amendment 
that would have exempted food 
and drugs from the state sales 
tax. 
Amended 
One, 
the 
con­ 
servation issue, was approved 
with a 51 per cent margin and 
Proposition One received a sol­ 
id 68 per cent backing. The 
sales tax amendment was voted 
down, 56-44 per cent. 
The utility proposition, placed 
on the ballot through an in­ 


itiative petition in a drive 
spearheaded by the Citizens for 
Lower Utility Rates, reverses 
earlier Missouri Public Service 
Commission action. 
It forbids the public utilities 
from charging customers for 
costs relating to the construc­ 
tion of new plants until the 
plants are actually in oper­ 
ation. It provides, also, that 
costs currently allowed for con­ 
struction by Union Electric Co. 
of St. Louis, Kansas City Power 
and Light Co. and St. Joseph 
Light G Power Co. be elimi­ 
nated within 90 days. 


Kansas City Power ft Lignt, 
which had the largest amount 
of construction costs in its 
rates, will have to reduce cus­ 
tomer bills by 65 cents per 
month. 


Supporters of the measure 
contended it is unfair for cus­ 
tomers to have the construction 
costs added to already soaring 
bills. They maintained that the 
Arms’ stockholders and bond­ 
holders should be the ones to 
pay for the projects since die 
new plants become capital in­ 
vestments of the utilities. 


The utilities and other Mis­ 
souri businessmen, as well as 
the PSC, claimed that passage 
of the measure would ultimate­ 
ly drive utility bills up because 
financing of new construction 
would become more costly. 
Missouri becomes the 16th 
state to specifically ban the 
construction charges, while 32 
states permit them. 
Amendment Two, probably 
the most controversial of the 
three special issues on the bal­ 
lot, would have removed the 3 
per cent state sales tax from 
Chaffee well quits pumping 


HEY! WOW! 


Only $12.95 


Reg. Price $49.95 


1-11x14 


2 - 8 x 10 
2 - 5 x 7 
10 - Wallet 


CHAFFEE — The city’s No. 1 
water well quit pumping about 8 
a.m. Tuesday according to City 
Cleric Lois Murphy who said the 
exact cause of the malfunction 
was not known. However, she 
said 
Layne 
Pump Co. 
of 
Stuggart Ark had been con­ 
tacted and repairs were ex­ 
pected to start today. 
The clerk said she had no idea 
how long the repairs will take, 
and stated that citizens are 
urged not to use bleach in their 
washing, but to use borax in­ 
stead. 
In 
addition, 
Mrs. 
Murphy 
reported 
that 
Police 
Chief 
Raymond 
Olive 
requested 
permission 
from 
the 
City 
Council Monday night to send 
each police officer to police 


school at Jefferson City for three 
weeks of training. 


The council asked Olive to 
submit the request to the police 
commission 
for presentation 
and or recommendation to the 
council. 


In further business, 
the 
council opened bids for sup­ 
plying salt to the city for the 
winter season. Two bids were 
received. 
Morton Salt Co. 
submitted a bid of $19.50 per ton 
delivered by rail, and Guther 
Salt Co. entered a bid of $19.90 
per ton delivered by truck. 
The council decided to table 
acceptance 
until the next 
meeting. 
Repairing of the city hall roof 
was discussed, and the council 


decided to give specifications to 
local builders and take bids at 
the next council meeting. 
The first reading of an or­ 
dinance concerning weeds and 
vegetable growth within the city 
limits was approved. 
An application for a city 
license to sell package liquor by 
Daniel J. Bollinger at 118 S. 
Main was approved 
Building permits presented 
and approved included: Joseph 
Heisserer, Martha Drive, new 
home, $38,500; August Dohogne, 
607 Robin Hood Circle, new 
home, 
$29,000; 
and Chaffee 
Building Co., 610 Robin Hood 
Circle, new home, $35,000. 


LITTLE 
ANGELS 
PORTRAITS 


$6.00 AT TIME 
OF SETTING 


$6.95 AT TIME 
OF DELIVERY 


NO LIMIT! 


Choose from our scenic or velvet blue backgrounds 


HOLIDAY INN 
HWY 61 SOUTH 
THURS., NOV. 4 
SIKESTON, MISSOURI 
10 AM TO 7 PM 


Looking back 
Bulldogs shutout 
the Indians 40-0 


OOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOQOOOOOOOOOOOOOOOOOOOOOOOOOOQ s 


50 years ago 
November 3,1926 
Mrs. Amelia Smith returned 
Sunday from Gideon. 
Born to Mr. and Mrs. C. D. 
Hodge of Rootwood, yesterday, 
a daughter. 
The Compas Motor Co., local 
distributors for the Star car, 
have installed a new electric 
sign in front of their place of 
business. 
Mr. 
and 
Mrs. 
John 
C. 
Scrivener, living in the country 
northwest of town, are parents 
of a boy born today. 
40 years ago 
November 3,1936 
Football 
scores 
include: 
Chaffee 7, Cairo 6; and Cape 
Central 25, Paducah 0. 
William Augustus King died 
October 22 at his home near 
Sikeston at the age of 48 years. 
Senator and Mrs. Charles 
Belkan of Fredericktown have 
announced the engagement of 
their 
daughter, 
Edna, 
to 
Clarence E. Woodward. 
Charleston -- Mrs. Richard 
Myers of Perryville has been the 
guest of her parents. Dr. and 
Mrs. A H Marshall, this week 
She 
returned 
to her home 
Wednesday. 
30 years ago 
November 3, 1946 
Ernest 
Kellett 
has 
an­ 
nounced that the Kellett Farm 
Equipment Co., of Sikeston has 
sold all of its interest and titles 
in 
the 
local 
Kellett 
Farm 
Equipment Co., the Packard 
Sikeston Co., LaForge Gin Co., 
LaForge, 
and 
the Farmers 


NOVEMBER 


LADIES FOOTED 
PJ'S 


$ 4 9 7 


LADIES STRIPE 
TOPS 


MENS THERMAL 
.-SOCKS 


$5°° 
‘‘■'N 


perfect) $2 50 


BATH TOWELS 
ASSORTED 


s p e c i a l s c * 
GIRLS JEANS 


*4 
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CHRISTMAS 
DISH TOWELS 
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GIRLS OVER 
KNEE SOCKS I * 


$ 3 9 7 $ 4 " 
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NECK SCARFS 
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BOYS TEE 
SHIRTS 
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v. 
>3°° 
; 


6 
9 
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PRO OF 3 
M0N.-FRI.-9-5 PM 
114 E. FRORT ST 


Implement Co., of Charleston. 
Gus S. Hornback, son of Mr. 
and Mrs. 
N. A. Hornback, 
recently received his honorable 
discharge from the U.S. Army. 
Workers at the Sikeston 
International 
Shoe 
Factory 
walked out this Monday in 
protest over wages offered in 
use of a new toe lasting machine 
which representatives of the 
CIO United Shoe Makers of 
America Local No. 123A said 
would 
reduce 
wages 
to 
operators from an average of 
$1.22 to $1.30 an hour to about 85 
cents an hour. 
Orville Headlee, 28 years old 
of Morehouse, was killed and W. 
C. Rogers, 29, is in a critical 
condition at a Cape Girardeau 
Hospital as the result of an 
automobile 
accident 
near 
Hollywood Court, two 
miles 
south 
of 
Marston 
Sunday 
morning. 
20 years ago 
November 3,1956 
Lee Shrum, 53, 716 Troy 
street, was hit by a car on High­ 
way 61 Salh about nine miles 
south of Sikeston Friday night 
and instantly killed. He had been 
employed as yard and caretaker 
at the Mrs. Eleanor Matthews 
home for many years. 
Karen Mason, high school 
senior, and daughter (4 Mr. and 
Mrs. Charles L. Mason, 215 
street, was crowned Football 
Queen by the Sikeston Bulldogs 
at 
the annual 
Homecoming 
dance Friday night. Runnersup 
were Judy Humphrey and Carol 
Page. 
Franklin Oil Co., has ap­ 
points * 
a 
new 
agent 
in 
Sikeston. 
The agent, Robert 
"Red” Williams, is a native of 
Southeast 
Missouri. 
Before 
joining the Franklin Oil Co., 
Williams was employed by an 
implement company in Bell City 
and Cape Girardeau. 
Mr. and Mrs. 
Roy Gene 
Brewer of Lilbourn have moved 
this week to 349 Schoool Street. 
The Sikeston Bulldogs and the 
Jackson Indians clashed in a 
spirited gridiron contest last 
night at the local high school 
athletic field, and when the gun 
fired to end the game, the 
Sikeston eleven had a 40-0 edge 
over the Indians. 


'K id d ie K cinnaí 


WED., THURS., FRI & SAT 


NOV. 3rd-6th 


15% o f f 


NEWBORN BABIES & INFANTS 
WEAR 


SIZES UP TO 24 MO 


1 


SIZES 1-1425%O OFF 


COME IN AND REGISTER 
FOR *25 GIFT CERTIFICATE 
TO BE GIVEN AWAY. 


^ ^ ■ Â U T U M N s a l e 
MEN S FAMOUS BRAND 
SADDLE OXFORD 
BROWN & WHITE 
h 
h 
$ 
5 ° ° 
k 
J2800 VALUE 


SIZE 6% to 12 B-C-D-WIDTH 


MENS SQUARE TOE 
DINGO BOOTS 


* 1 5 » » 


ONE TABLE 
LADIES 
f e S ÎïllÎÉ WRSES 


/ 2 
m iC E 


n iC fS MOD MM TM0DM MT 
SHOE CITY USA 
DOWNTOWN SIKESTON 


MENS ACME 
WESTERN BOOTS 


$2 0 » » 


400 PAIR! 
LADIES 
SHOES 


\ 
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SCOREBOARD Oran and 
City are winners 
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Danny Allen of 1203 W. Murray Lane in Sikeston killed 
this 115-pound spike buck while bow hunting Saturday at 
the Mingo Wildlife Refuge near Puxico. The deer, killed 
at approximately 4:30 p.m., is Allen’s first with a bow. 


(D aily Standard photo) 


Improved Jazz 
defeat Celtics 


By SHELD O N SAKO W ITZ 


A P Sports W riter 


The early results are in and 
it appears that the Neu Or­ 
leans Jazz have established 
themselves as a candidate for 
the mast improved team in the 
National 
Basketball 
Associ­ 
ation 
Last season, the Jazz com- 


[PLACE 
ROKEN 
LASS in 
RM DOORS 
SAFETY 
ACRYLIC 
PLASTIC 


FID 0 GLAZE is 
f °* 
crystal clear, non- 
yellowing, guaranteed 
shatterproof Safe 
“ 
has no sharp cutting 
edges Easy to cut. 
score or saw Comes 
in standard sheet 
sizes 


Priced like glass. 


At Your Hardware, Lum ber 
and Building Supply Store 
WARPBROS. Chicago 60651 
Pionetrt in Plastics tot Over 50 Years 


piled a 38-44 record and fin­ 
ished fourth in the Central Divi­ 
sion. 
Tuesday night. New Orleans 
handed the defending champion 
Boston Celtics their first set­ 
back of the season, 115-97, be­ 
fore a Superdome crowd of 17,- 
104 for its fourth victory in six 
games 
In other 
games, the M il­ 
waukee 
Bucks 
topped 
the 
Seattle SuperSonics 125-113, the 
Golden State Warriors beat the 
Detroit Pistons 111-98 and the 
Portland Trail Blazers downed 
the Atlanta Hawks 129-116. 
Pete Maravich, who entered 
the game as the league's lead­ 
ing scorer with a 30 7 average, 
collected 43 points in triggering 
the Jazz attack He scored 26 
points in the second half when 
New Orleans expanded its 48-45 
halftone edge 
Dave Cowens' 30 points and 
17 
rebounds 
paced 
Boston, 
which had won its first four 
games. 
New Orleans Coach Bill van 
Breda Kolff said, "It was a 
great win in front of a great 
crowd but people often forget 
that it's not who you beat but 
how many teams you beat that 
counts in the NBA ’’ 
Boston Coach Tommy Hein- 
sohn said, "The Jazz played as 
well as they can and they beat 
us But if we play as well as we 
can we would have beat them ” 


Bucks U L SuperSonics 113 
Bob Dandridge. making his 
first start in four games since 
being sidelined by an ankle in­ 
jury, 
scored 
37 points 
and 
Brian Winters added 30 in M il­ 
waukee s victory over Seattle 
Dandridge hit 18 points in the 
first half, sparking the Bucks to 
a 62-49 lead 


TUESDAY NIGHT’S RESULTS 
Football 
Sikeston 6, Cape Central 0 (8th grade) 
Basketball 
Bell City B Team Tournament 
Oran 57, Delta 46 
Bell City 51, Bloomfield 44 
Volleyball 
District Tournament at Holcomb 
Lilbourn 15-15, South Pemiscot 5- 8 
Holcomb 15-11-15, Matthews 6-15-2 
New Madrid 15-7-15, Malden 5-15-7 
Gideon 15-15, Delta C- 7 7-10 
District Tournament at Richland 
Leopold 15-15, Chaffee 6-5 
Puxico 15-15, Charleston 3-8 
Advance 15-15, Bell City 2-0 
Woodland 15-10-15, Cape Central 13-15-2 
TONIGHT’S SCHEDULE 
Volleyball 
District Tournament at Holcomb 
Hayti vs. Bem ie (6:00) 
Poplar Bluff vs. Risco (6:45) 
Lilbourn vs. Holcomb (7:30) 
New Madrid vs. Gideon (8:15) 
District Tournament at Richland 
Dexter vs. Zalma (5:30) 
Bloomfield vs. Notre Dame (6:15) 
East Prairie vs. Illmo-Scott City (7:00) 
Richland vs. University High (7:45) 
FRIDAY NIGHT’S FOOTBALL 
Cape Central at Charleston 
Poplar Bluff at Sikeston 
Kennett at Dexter 
Jackson at Perryville 
Chaffee at Caruthersville 
Malden at East Prairie 
Hayti at Doniphan 
Illmo- Scott City at Portageville 


B E L L CITY - The Oran 
Eagles exploded for 20 points in 
the third period to wipe out a 22- 
21 deficit and went on to upset 
third- seeded Delta 57- 46 in the 
opening round of the Bell City B 
Team 
Tournament 
Tuesday 
night 
Bell City defeated Bloomfield 
51- 44 in the other game. 
Delta had taken a 22- 21 
halftime lead on the basis of a 
16- 10 advantage in the second 
period 
But fired- up Oran 
outscored the Bobcats 36- 24 in 
the second half to emerge vic­ 
torious 
Oran 
featured 
a 


balanced offensive attack, with 
David Burley’s 16 points leading 
the way. Danny Schlosser and 
Danny Ressel added 12 and 10 
respectively Delta’s Tim Vance 
led all scores with 23. 


Carl Ritter made his coaching 
debut at Bell City High School as 
he watched the Cub jayvees stop 
Bloomfield 51- 44. Bell City 
outscored the Wildcats 11- 6 in 


the second period to take a five- 
point lead at the half That lead 
was erased in the second half as 
Bloomfield charged from behind 
*o take the lead in the fourth 


quarter, but Bell City regrouped 
in time to regain control and 
pick up the victory 


Ellis Jackson poured in 24 
points and William Henry added 
16 more to highlight die Cub 
assault. Mark Jackson and Jeff 
Vandiver scored 12 each for 
Bloomfield. 


Action 
resumes 
Thursday 
night as quarterfinal round play 
begins 
Puxico, seeded first, 
takes on Advance at 6:30. Bell 
City meets Oran at 8:00 
The tournament will conclude 
Saturday night. 


Bali City (S i) 
Henry 16, Austin 6, Jackson 24, 
Ram sey 4, Nesler 1 Totals FG 15; 
FT 21; P F 14 


B L O O M F IE L D (44) 
Sanders 4, Jackson 12, Spain 6, 
Vandiver 12, Hill 4, M iller 6 Totals 
FG 19, FT 6. P F 29 
Score by Quarters 
Bell City 
10 11 
13 
17 51 
Bloomfield 
10 6 
14 14 44 
O ran(S7) 
H arris 9, Burley 16, Schlosser 12, 
Campbell 8, Ressel 10, Seyer 2 
Totals F G 23; FT 11, P F 22 


Delta (46) 
Vance 21, Keys 8, Amelunke 4, 
Duncan 
5, 
Locke 4, 
Shrum 
4 
Totals F G 19 FT 8. P F 23 
Score by Quarters: 
Delta 
6 16 
12 
12 46 
Oran 
11 10 
20 16 57 


By The Associated Press 
National 
Basketball 
Association 
E A S T E R N 
C O N F E R E N C E 
Atlantic Division 
W 
L 
Pet. 
O B 
Boston 
4 
1 
800 — 
Philphia 
3 
2 
.600 
1 
N Y Knks 
3 
3 
.500 
I 1/» 
Buffalo 
2 
3 
. 400 
2 
N Y Nets 
2 
5 
286 
3 
Central Division 
Cleve 
6 
0 
1 000 
— 
Houston 
3 
1 
750 2 
N Orlns 
4 
2 
667 2 
S Anton 
2 
4 
333 
4 
Atlanta 
2 
5 
286 
4Vj 
Washton 
1 
4 
200 
4Vj 
W E S T E R N 
C O N F E R E N C E 
Midwest Division 
Denver 
4 
0 
1 000 
— 
Indiana 
3 
3 
500 
2 
Kan City 
3 
3 
500 
2 
Chicago 
2 
3 
400 
2V» 
Detroit 
2 
5 
286 
JV j 
M ilwkee 
2 
$ 
286 JV» 
Pacific Division 
Portland 
4 
1 
800 — 
Goldn 
St 
3 
2 
600 1 
Seattle 
3 
3 
500 I'-t 
Los Ang 
3 
3 
500 IV* 
Phoenix 
1 
4 
200 3 
Tuesday's Results 
New Orleans 115, Boston 97 
Milwaukee 125, Seattle 113 
Golden State 111, Detroit 98 
Portland 129. Atlanta 116 
Wednesday's Gam es 
Buffalo at New York Nets 
Milwaukee at Washington 
San Antonio at Indiana 
Seattle at Kansas City 
Boston at Houston 
New York Knicks at Denver 
Thursday's Games 
Chicago at Atlanta 
Milwaukee at Cleveland 
Phiiadiphta at Golden State 


Pro Hockey At A Glance 
By The Associated Press 
National Hockey League 
C A M P B E L L 
C O N F E R E N C E 
Patrick Division 
W L T Pts O F OA 
N Y 1st 
9 2 2 20 
48 28 
Ph ila 
7 3 
2 
1« 
45 33 
A llan 
$ * 
2 
12 
40 50 
N Y Rng 
5 7 
1 
11 
52 $2 
Smythe Division 
Chgo 
7 5 
I 
15 
46 3« 
St LOU 
7 5 
0 
14 
41 46 
M inn 
4 7 
1 
9 
34 54 
Vancvr 
4 8 
1 
9 
34 53 
Colo 
3 9 
1 
7 
32 43 


W A L E S C O N F E R E N C E 


Mont 
Norris Division 
10 3 1 21 
A9 
31 
L A 
7 4 3 17 
52 
42 
Pitts 
3 6 4 10 
41 
57 
Dtrt 
3 7 1 7 
33 
37 
Wash 
2 6 2 
6 
26 
44 


Bstn 
Adams Division 
9 3 0 18 
so 
38 
Butt 
5 5 1 
11 
31 
28 
Tnto 
4 5 3 11 
47 
47 
Cleve 
3 6 2 
8 
35 
37 
Tuesday's Results 
Pittsburgh 7, Los Angeles 1 
New 
York 
Islanders 5, Colo 
rado 1 
Wednesday's Game» 
Washington at Atlanta 
St 
Louis at Toronto 
Los Angeles at Cleveiand 
Montréal at Minnesota 
New 
York 
Rangers 
at 
v a n 
couver 
Thursday's Game» 
Philadelphie at Détroit 
Chicago at Boston 


World Hockey Association 
Eastern Oivision 
W 
L 
T Pts OF 
GA 
Quebec 
9 
3 0 18 
64 
40 
Cincl 
6 
3 2 14 
59 
44 
N Eng 
4 
4 1 
9 
28 
31 
Birm 
4 
9 1 
9 
91 
65 
Minn 
3 
7 2 
8 
34 
41 
indy 
3 
5 1 
7 
26 
41 
Western 
Division 
Houston 
4 
5 2 14 
40 
40 
Wmmpg 
7 
4 0 14 
54 
29 
S Diego 
5 
5 2 12 
45 
47 
Phoenix 
6 
5 0 12 
46 
57 
Calgary 
4 
6 1 
9 
37 
37 
Edm ntn 
4 
5 0 
8 
26 
38 
Tuesday's 
Results 
Phoenix 5, Quebec 3 
San 
Diego 4, 
Birm ingham 
3. 
OT 
Houston 3, Winnipeg 1 
Calgary 4, Minnesota 3 
Wednesday's Games 
Indianapolis at Cincinnati 
Minnesota at Edmonton 
Thursday's Games 
Phoenix at Birm ingham 
Cincinnati at Indianapolis 
Edmonton at Calgary 
Tuesday's Sports in Brief 
By The Associated Press 
P A W T U C K E T , 
R.l. 
— 
The 
Rhode island Reos of the Inter 
national 
League 
announced 
plans to move the franchise to 
Jersey City, N .J. for the next 
season 
Re-entry draft 
set for Thursday 


■S«*cce4A Utfce. estop 
" 
uje. cuftb/dtk, 


HERE AT THE LAND BANK, we see a lot of suc­ 
cessful farmers and ranchers... people who have 
recognized opportunities to expand and modernize 
their operations and have made the most of those 
opportunities. An important part of our business is 
helping people take advantage of opportunities... 
you might say we've been successful in helping 
people succeed. So, when­ 
ever you hear opportunity 
calling come first to your 
local Land Bank Association. 
We'll take a wide-eyed, clear­ 
eyed look at your plan - be­ 
cause we’ve seen so many 
little opportunities grow into 
big successes. 


I l l : 
• 
HAL F. ROBERTSON 


MIKE BOLLINGER 
242 R KIN6SNIGNWBI 
PN0NI: 411 4069 
SIKESTON. MB I3 M ! 
Servinu America's Farmers: Providers of Plenty third baseman Richie Hebner, 
s e r v in g /w *«- 
r outfielder G ary Matthew* of 


____________ _ — ---------- 
■■ 
■■ 
■•■■■ 
San Franciaco, second baseman 


N EW YO RK (A P ) - The 


Oakland A ’s, winner* of con­ 
secutive world championships 
m 1972, 1973 and 1974 and five 
straight American League West 
Division titles from 1971-1975, 
are about to self destruct. 
The process w ill take place 


Thursday when 24 players who 
won free-agent status by play­ 
ing the 1976 season without 
signed contracts w ill be se­ 
lected in baseball's first re-en­ 
try draft 


E ig Kt of them come from 


Oakland, and six of those eight 
— catcher Gene Tenace. out­ 
fielders Joe Rudi and Don Bay­ 
lor, tnfielders Sal Bando and 
Bert Campaneris, and relief 
pitcher Rollie Fingers — form 
the heart and soul of the A s 
A ll are expected to be chosen 
early and often in the draft 


The other two Oakland free 


agent* are veteran first base­ 
men Nate Colbert and W illie 
McCovey, who figure to be in 
somewhat ie»s demand 


The Oakland eight form the 


largest single club contribution 
to the draft pool Baltim ore has 
four 
players 
available 
and 


three of them — slugging out 
fielder Reggie Jackson, second 
baseman Bobby Grich and 20- 
game winner Wayne Garland — 
are among the top names The 
other available Oriole is minor 
league outfielder Royle Still­ 
m an 
Also up for grabs are the op^ 


posing starting pitchers In the 
opening game of the 1976 World 
Series — Don Gullet! of the 
Cincinnati Reds and Doyle Al­ 
exander of the New York Yan 
keea. 
Others on the list of eligible« 


are regulars 
like Pittsburgh 


Dave Cash of Philadelphia, and 
second baseman Tito Fuentes 
of San Diego 
Starter Steve 


Stone of the Chicago Cub6 and 
relief ace B ill Campbell of the 
Minnesota Twins complete the 
list of pitchers available 


The Twins also have infielder 


E ric Soderholm in the pool 
California has contributed three 
minor league tnfielders — B illy 
Smith, 
Tim 
N or d brook 
and 


Paul Dade 


Each player may be drafted 


by 12 teams H u old team then 
would join that dozen to nego­ 
tiate with him Jackson u ex­ 
pected 
to carry the biggest 


price but some of the others, 
including Rudi, Fingers, Gullett 
and Gnch, should bring bids 
close to the top figure 


The re-entry draft w ill last a 


maximum of 12 rounds 
Then 


National League clubs w ill be­ 
gin pursuit of the free agent 
picks 
Meanwhile, the Am en 


can League teams w ill spend 
another 
day 
in 
town, 
con­ 
ducting the expansion draft to 
stock 
the 
new Toronto and 


Seattle franchises 
The expansion draft w ill sup 


ply each of the new teams with 
30 plyers, each carrying a price 
tag of $175,000 That's consider 
ably less than the free agents 
wiU coat, but the talent avail 
able in thu draft is not as awe­ 
some as the re-entry super 
stars 
Each of the 12 A L teams has 


been allowed to protect 15 play­ 
ers from Seattle and Toronto. 
The balance of their 49 man 
rosters plus most minor leag­ 
uers under control of the major 
league teams are eligible The 
exceptions are minor leaguers 
who signed their first profes 
■tonal contracts in either 1975 
or 1976 


Special buy 
on 4-ply 
polyester 
tires. 


JCPenney Pinto Poly. Features bias ply construction, 
4 ply polyester cord body, 78 series profile. Whitewalls 
only. No trade-in required. 
4 for s89 
Size B78-13 plus 1.84 fed tax each tire 
4 for $99 
Size E78-14 plus 2.25 fed. tax each tire 
Size F78-14 plus 2.39 fed tax each tire 
Size C78-14 plus 2.55 fed tax each tire 
4 for s109 
Size G78-15 plus 2.58 fed. tax each tire 
Size H78-15 plus 2.80 fed. tax each tire 


Inspection 
Charge it1 


Aramid. The tire fiber 
that’s stronger than steel. 


The JCPenney Aramid Belted Radial The tire 
that s belted with an amazing fiber called Aramid 
It features polyester radial construction, 7 rib 
tread design and whitewalls N o trade-in required 


Tire size 
Price ♦ fed. tax 


ER78-14 
61.00 
2 45 


FR78-14 
65 00 
2 63 


GR78-14 
71 00 
2.80 


HR78-14 
76 00 
2 99 


GR78-15 
74 00 
2 88 


HR78-15 
77 00 
3.07 


LR78-15 
8999 
3.34 


Wheel alignment 
7.88* 
Here s what you get: 
• Suspension inspection 
• Set caster and camber 
• Adjust toe-in 
• Road test 
'Most U S and many foreign cart Add $2 each tor 
cart equipped with either air conditioning or 
torsion bars. 
JCPenney 


Call 471-6110 
for a service 
appointment 


' l*?s JCF*no*v Co Inc 


Kingsw ay Mall 
Sikeston, Mo. 
Open 8:00 till 9:00 
471-6110 


; Usa your J C Penney card 
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SIOE GLANCES 
by Gill Fox 
THE FAMILY CIRCUS* 
By BU Keane 
T o d a y i l l U . S . h i s t o r y 
_ _ 


FUNN\ BUSINESS 
By Roger Bollen 


COOLD YA HELP A &OV 
S E T A BOTTLE O F 
CHEAP VOINE p ] 


S fe c 
— — 


St 


_ 
i i J L 


.H E F E E L S . T H A T T H E H O N E S T ] 


A P P R O A C H I S 
T H E B E S T 


A P P R O A C H . 


ARIES 
MAE 21 


• A M . I» 
7-18-19-351 
42 46-87 


TAURUS 


A M . 20 


I 
MAY 20 
,11 -13-40-43 
'0-7679-84 


MAY 21 


JUNB 2« 
1-47-49 
9-74 


CANCER 
( „ \ J U N t 21 
fa fe m r 22 
O v 3 44-48-57 
¿763-66-73 


LEO 


& JUL? ” 
„ At/O. 22 
>52-54-56-64 
>77-78-83 
VIRGO 
AUG. 2) 


is iR T . 22 
1- 5- 8-21 
7 68-75-88 


S 
T 
A 
R 
G 
A 
Z 
E 
R 
‘ 
* 
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By C LAV R PO LLAN 


X 
Your Doily Activity Guide 


>7 
A c c o rd in g to the S tart. 
* 
To develop message for Thursday, 
read words corresponding to numbers 
of your Zodiac birth sign 
Disregord 


2 Be 
3 Money 
4 Speak 
5 Rumors 
6 Prepared 
7 Business 
8 And 
9 For 


10 And 
I I A 
12 Pleasure 
13 Little 
14 W ith 
15 Tie 
16 Authority 
17 There 
18 Could 
19 Be 
20 M ake 
21 Heave 
22 On 
23 Your 
24 M atters 
25 Stronge 
26 Your 
27 Suspicion 
28 Messoge 
29 Regarding 
30 Plans 


31 You're 
32 Fom iliar 
33 In 
34 Together 
35 Problems 
36 A void 
37 A ny 
38 N icely 
39 Situation 
40 Publicity 
41 Emotions 
42 Concerning 
43 In 
44 A ffairs 
45 Known 


61 Follow 
62 And 
63 To 
64 Progrom 
65 Suggestions 
66 Your 
67 Of 
68 Out 
69 Cold 
70 Right 
71 Interested 
72 Parties 
73 Liking 
74 Today 
75 The 


46Tronsportation76 Place 
47 Run 
48 Should 
49 Hot 
50 W h ich 
51 It's 
52 Get 
53 W ise 
54 Your 
55 Con 
56 A ctivity 
57 Progress 
58 To 
59 Jeop ordn e 
60 To 


TV 


77 In 
78 Shipshope 
79 Con't 
80 Your 
81 Your 
, 82 Portner 
83 Order 
84 Hurt 
85 A 
86 W om an 
87 Conditions 
88 Door 
89 Career 
90 W ith 
H /A 
Good (^ ) Adverse ^ ^ N eu tu l 


p 
r H 
H 
lo c r fl 
136-37 39 50 
55-59-81-89V* 
í: 


SCORPIO 
OCT. 22 e X 


NOV. 21 
51 53-58-61 
65 67-80-1 
6 1 ^ 
« 1 
¡SAGITTARIUS! 


t o 
» 
m 
m 
« ¿ ■ 
¡ S i 
I 2 6- 9 2 5 ^ 
28-29-85 86 W 
CAPRICORN 
DfC. 22 


JAN. I f 
20-26-30-45/\ 
60-71-72 
AQUARIUS 
JAN. 20 


h i . h 
7-10-12-15/'? 
33-34-38 
W 
PISCES 
H I. if 


MAI. 20 
4 14-16-22 
24 31-3290 


■-.r. 


a 
rHE n\ ATTS by Jack Elrod 


fiES 
BEING PRE9PENT 
16 AN AW SOME 
R E S fD N S IB ILITV ' 


^ ■ w atching ovee i me 
CONGRESS AH' SENATÏ 16 
■NO EASY JOB / 


is water from the bathroom. I wanted 
KITCHEN water." 


AMY 
By Jack Tippit 


< s 
0 


II- 3 


1976. Tho Rogistor 
W>d Tribun« Syndicate 
DM. 
M 


è 


'Obviously you don't know the secret 
SETTER 
handshake/' 


1 
A 


T](n 
J 


3> 


‘W6 - ft «LVÊ176« 8«INc HIS HAM ME 8. It <££?§ HIM QUlfT. 


A C R O S S 


1 G-man 
4 Kind of gram 
8 Declaration of 
allegiance 
12 Gridder 
Jimmy 
13 Region 
14 Soup green 
15 Shelley work 
16 King 
Mongkuts 
land 
17 Heavenly city 
18 Browner 
20 Eighth-gallons 
21 CIA 
predecessor 
22 Fasten 
23 Tree kind (p i) 
26 Singing voice 
30 Prospector's 
find 
31 Loosen 
33 Not many 
34 Destroy 
35 Dinners 
36 Japanese 
currency 
37 Leaving out 
39 Progeny 
40 Dun 
4 1 Fire (F r) 


43 Gift bearer 
46 Italian 
innkeeper 
50 Erin 
5 1 Rowing 
implements 
52 Make lace 
53 Oriental 
potentate 
54 Behold (Lat) 
55 Small bird 
56 Watches 
57 Lively dance 
58 Spanish cheer 


Answer to Previous Puzzle 


□QKODG30 
a n u r ie 


D O W N 


Unit of length 
Energy 
agency (abbr) 
Sketched 
Refuge 
Zodiac sign 
Lacerate 
Detective 
Spade 
8 Muckier 
9 Of the same 
kind 
10 Equine gait 
11 
Christian 
Anderson 


19 Numbers 
(abbr) 
20 Aqueducts 
22 Hard work 
23 Soft mud 
24 Russian 
inland sea 
25 French service 
cap 
26 Baseballer 
Musiat 
27 Hair-do 
28 German 
negative 
29 Possesses 
31 Eskimo boat 
32 Inert gas 


38 Cattle 
39 Over (prefix) 
4 1 Foolish show 


42 Auto failure 


43 Horse 
directives 


44 Hoarfrost 
45 American 


Indian 
46 Walk 


47 Actor Kurger 


48 Fourpenny 


49 Feminine 
(suffix) 


5 1 Over (poetic) 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 


12 
13 
14 


15 
16 
17 


18 
19 
■ 


20 


21 
■ 


22 


23 
24 
25 
■ ■ 


126 
27 
28 
29 


30 
■ 


3, 
32 
33 


34 
35 
36 


37 
38 
J 


* 


40 
■ 


41 
42 


43 
44 
45 
■ 
46 


47 
48 
49 


50 
51 
52 


53 
54 
55 


56 
57 
58 


J le a r h e p what a harp 
I JOB IT WAS WHEN J WAS 
PRESIDENT O f TW'_____ 
6ECONP G ffA P E ^ H 


I HAP TO SEE TO IT 
THAT NO ONE ACTEP 
UP M TW' LUNCH UNE ! 


By The Associated Press 
Today is Wednesday, Nov. 3, 
the 308th day of 1976. There are 
58 days left in the year. 
Today’s highlight in history: 
On this date in 1936, Presi­ 
dent Franklin D. Roosevelt’s 
New Deal got a vote of con­ 
fidence at the polls. Republican 
presidential 
candidate 
Alf 
Landon carried only Maine and 
Vermont 
On this date: 
In 561, Julian became Emper­ 
or of Rome on the death of Em ­ 
peror Constantine 
In 1796, John Adams was 
elected the second President of 
the United States. 
In 1868, the Republican candi­ 
date for President, General Ul­ 
ysses S. Grant, was elected 
over Horatio Seymour. 
In 1903, the Republic of Pan­ 
ama was proclaimed. 
In 1964, President Lyndon B. 
Johnson swamped Republican 
Barry Goldwater in a presiden­ 
tial election. 


In 1970, a Marxist, Salvador 
Allende, became president of 
Chile. 
Ten years ago: The United 
Nations 
Command 
in South 
Korea charged that a North Ko­ 
rean “ killer group" had mur­ 
dered and mutilated six Ameri­ 
cans in an ambush near the 
truce line. 


Five years ago: Roman Cath­ 
olic bishops meeting in Rome 
overwhelmingly 
upheld 
the 
Church rule that priests could 
not be permitted to marry and 
remain in the ministry. 


One 
year 
ago: 
President 
Ford named Donald Rumsfeld 
as Secretary of Defense, Elliot 
Richardson 
as Secretary of 
Commerce and George Bush as 
director of 
the Central 
In­ 
telligence Agency. 
Today’s 
birthdays: 
Demo­ 
cratic Senator Russell Long of 
Louisiana is 58 Former French 
Culture Minister Andre Mal- 
raux is 75. 


They'll Do It Every Time 


MARY WORTH by Ernst Saunders 


MAYBE L0N6ER 
THAN THAT, MRS. 
CRAWFORD/- - IF 


YOU MAY USE THE 
DAY- BED IN THE 
STUDY KA R EN '- 
BUT WHY DID 
YOU COME HERE? 


7 MY-MY FATHER 
AND MOTHER 
•DON'T WANT 
ME TO LIVE AT 
HOME Af 


THE SITUATION IS — RATHER 
INVOLVED, ANNE/ SUPPOSE 
YOU TAKE HER TO THE STUDY- 
THEN COME BACK AND I'L L 
PYDI AIM t 


THE PHANTOM by Falk Ä Berry 


STEVE CAMON b\ Milton Caitiff 


BUT YOUR POté Ay A U?fD - 
FIGHTER-PLANE PEDDLER 
SHOUIDNT REQUIRE TOO 
MANY LANGUAGE 6VM- 
klA ATirc,! 


. . . X 


STEVE, you can 't 
LEARN THE NATIVE 
DIALECT 50 QUICKLY. 


^ 
^ 


TWIG WAS OUR PLAN IF 
NOW HE'S BACK 
THE TIGER NEEDED RESCUE 
-AND UNDER 
EEFORE....^ 
SOME KIND OF 


..AND NO PREARRANGED 
SIGNAL TO RECOGNIZE YOU.' 
-you might w e a r a * p u p 
WILSON FOR PRESIDENT" PIN ' 


ALLE^ OOP by Ora\e 


I'V E GOT SOM E UN A IF YOU MEAN 
^---------A Y E S ■ 
FINISHED B U SIN E SS ! A LEXAN D ER ( D E P U T IE S ? ' 
TO SETTLE BEFO R E/7 DORK, T H E 
\ 
j 
I CAN TALK TO -s ' D EPUTIES WILL 
YOU, A M O Si J COLLAR MlM ! 


CAPTAIN EAS^ b\ (’rooks & Lawrence 


THE SW A M Il... \ ¿ 
/ 
IT’S öO T T A EEL.. F a J 
BU T AM I TOO 
LA TE ? 


PEACE BE WITH YOU- 
MY SON!...CAPTAIN 
EASY, IS IT NOT 2 


YOU KNOW T BUT OF CO URSE... 
MV NAME ? j I HAVE B E E N EX* 
PEC T IN S YOU,., A 
FRIEND OF YOURS 
, 
IE A LR EA D Y 
H E R E 1 


PEANUTS I» Schulz 


P E A N U T S 
AY UXCiE iNEVcn MiSSEP 
A .~A“ 5 IvGnK i\ M 6 
Lire UNTIl C.NE PAY xhEN 
HE rEw» .N'A1 A ROUTINE ! 


\S 


i 


BEETLE BAILED b\ Mort Walker 
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Missouri voters okay utilities, conservation but reject food, drug sales tax 


ST. LOUIS (AP) — Missouri 
from passing construction costs 
voters approved on Tuesday a 
on to consumers and a con- 
proposition 
barring 
utilities 
stitutional amendment author- 


WEDNESDAY *1.00 
SKATE RENTAL 50' 
Reg. session ............................................................4 pm-6pm 
Reg. s e s s io n ......................................................6 pm-8 pm 
Reg. s e s s io n ....................................................8 pm-10 pm 
SKATE WORLD 


MALONE 
471-9292 
SIKESTON, MO 


izing a sales tax hike tor con­ 
servation use But rejected was 
a 
controversial 
amendment 
that would have exempted food 
and drugs from the state sales 
tax. 
Amended 
One. 
the 
con­ 
servation issue, was approved 
with a 51 per cent margin and 
Proposition One received a sol­ 
id 68 per cent backing. The 
sales tax amendment was voted 
down, 56-44 per cent. 
The utility proposition, placed 
on the ballot through an in- 


MTg List V I 09 
*2.52 SAVINGS! 
from your neighborhood ASSOOATH) DRUGGIST 
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NOVEMBER 3-9. 1976 | 


ICY HOT 
ANALAGESIC BALM I 
Tsh Tempoa-v Rei#* pi Pam fro tv | 
Arîhfths Soaroess & St* ness 
3 5 w 
Mtç list $3 00 
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CUTICURA 
MEDICATED 
SOAP 


itiative 
petition 
in 
a 
drive 
spearheaded by the Citizens for 
Lower Utility Rates, reverses 
earlier Missouri Public Service 
Commission action 
It forbids the public utilities 
from charging customers for 
costs relating to the construc­ 
tion of new plants until the 
plants are actually in oper­ 
ation. It provides, also, that 
costs currently allowed for con­ 
struction by Union Electric Co. 
of St Louis, Kansas City Power 
and Light Co. and St. Joseph 
Light G Power Co. be elimi­ 
nated within 90 days. 


Kansas City Power & Lignt, 
which had the largtst amount 
of construction 
costs 
in 
its 
rates, will have to reduce cus­ 
tomer bills by 65 cents per 
month. 


Supporters of the measure 
contended it is unfair for cus­ 
tomers to have the construction 
costs added to already soaring 
bills. They maintained that the 
firms' stockholders and bond­ 
holders should be the ones to 
pay for the projects since the 
new plants become capital in­ 
vestments of the utilities. 


The utilities and other Mis­ 
souri businessmen, as well as 
the PSC, claimed that passage 
of the measure would ultimate­ 


ly drive utility bills up because 
financing of new construction 
would become more costly. 
Missouri becomes the 16th 
state to specifically ban the 
construction charges, while 32 
states permit them. 
Amendment Two. 
probably 
the most controversial of the 
three special issues on the bal­ 
lot, would have removed the 3 
per cent state sales tax from 


food and drugs, costing Mis- 
in revenue per year, 
souri an estimated $180 million 


Chaffee well quits pumping 


C H A F F E E - The city's No 1 
water well quit pumping about 8 
a m Tuesday according to City 
Clerk Lois Murphy who said the 
exact cause of the malfunction 
was not known However, she 
said 
Layne 
Pum p 
Co. 
of 
Stuggart Ark had been con­ 
tacted and repairs were ex­ 
pected to start today. 
The clerk said she had no idea 
how long the repairs will take, 
and stated that citizens are 
urged not to use bleach in their 
washing, but to use borax in­ 
stead 
In 
addition. 
Mrs 
Murphy 
reported 
that 
Police 
Chief 
Raym ond 
Olive 
requested 
permission 
from 
the 
City 
Council Monday night to send 
each police officer to police 
Looking back 


school at Jefferson City for three 
weeks of training 


The council asked Olive to 
submit the request to the police 
commission 
for 
presentation 
and or recommendation to the 
council. 


In 
further 
business, 
the 
council opened bids for sup­ 
plying salt to the city for the 
winter season. Two bids were 
received 
Morton Salt 
Co 
submitted a bid of $19 50 per ton 
delivered by rail, and Guther 
Salt Co. entered a bid of $19 90 
per ton delivered by truck 
The council decided to table 
acceptance 
until 
the 
next 
meeting. 
Repairing of the city hall roof 
was discussed, and the council 


decided to give specifications to 
local builders and take bids at 
the next council meeting 
The first reading of an or­ 
dinance concerning weeds and 
vegetable growth within the city 
limits was approved 
An 
application 
for a city 
license to sell package liquor by 
Daniel J 
Bollinger at 118 S. 
Main was approved 
Building permits presented 
and approved included: Joseph 
Heisserer, Martha Drive, new 
home, $38.500; August Dohogne, 
607 Robin Hood Circle, new 
home, 
$29,000; 
and 
Chaffee 
Building Co., 610 Robin Hood 
Circle, new home, $35,000 


HEY! WOW! 


O nly $12.95 


LITTLE 
ANGELS 
PORTRAITS 


Reg Price $49.95 


1-11x14 
2-8x10 
2-5x7 
10 Wallet 


$6.00 A T TIME 
OF SETTING 


$6 95 A T TIME 
O F D E L I V E R Y 


NO LIMIT! 


Choose from our scenic or velvet blue blockgrounds 


HOLIDAY INN 
HWY 61 SOUTH 
THURS., NOV. 4 
SIKESTON, MISSOURI 
10 AM TO 7 PM 


Bulldogs shutout 
the Indians 40-0 


apoooooooooooooooooooOOOOOOOOOOOOOOO'OOOOOOOOOOOOOOOOOO'OOOOOOO 
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SHY’S DRUG 
j MIDTOWNER VILLAGE 
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50 years ago 
November 3. 1926 
Mrs Amelia Smith returned 
Sunday from Gideon 
Born to Mr. and Mrs C D 
Hodge of Rootwood, yesterday, 
a daughter 
The Compas Motor Co., local 
distributors for the Star car, 
have installed a new electric 
sign in front of their place of 
business 
Mr. 
and 
Mrs. 
John 
C. 
Scrivener, living in the country 
northwest of town, are parents 
of a boy born today 
40 years ago 
November 3. 1936 
Football 
scores 
include: 
Chaffee 7, Cairo 6; and Cape 
Central 25, Paducah 0. 
William Augustus King died 
October 22 at his home near 
Sikeston at the age of 48 years 
Senator 
and 
Mrs 
Charles 
Belkan of Fredericktown have 
announced the engagement of 
their 
daughter, 
Edna, 
to 
Clarence E Woodward 
Charleston -- Mrs 
Richard 
Myers of Perryville has been the 
guest of her parents. Dr and 
Mrs A H Marshall, this week 
She 
returned 
to 
her 
home 
Wednesday. 
30years ago 
November 3. 1946 
Ernest 
Kellett 
has 
an­ 
nounced that the Kellett Farm 
Equipment Co., of Sikeston has 
sold all of its interest and titles 
in 
the 
local 
Kellett 
Farm 
Equipment Co.. the Packard 
Sikeston Co., LaForge Gin Co., 
LaForge, 
and 
the 
Farmers 


NOVEMBER 


LADIES FOOTED 
PJ’S 
$497 


LADIES STRIPE 
TOPS 


V 


$ ¿ 9 7 
■ff 
^ 


MENS THERMAL 
^-SOCKS 


4t(X) 


VAL 


PK6 OF 3 


VlF PERFECT" $ 
2 
5 
0 


BATH TOWELS 
ASSORTED 


S W 
C 
I A 
L S j j . 


GIRLS JEANS 


V A I 
" j 
IF PER FEC T' 
1 50 


EA 


CHRISTMAS 
DISH TOWELS 


P T N t r ie 


GIRLS OVER 
KNEE SOCKS 
69c 


* 3 * 1 * 4 " 


H i a l t o 
i ^ F P E R FE C T ^ 


NECK SCARFS 


~ ^ \ $ 0 9 7 


!FECT ' 
£ 
, 


^ VAL 
4C*4 


f IF PERFECT 


BOYS TEE 
SHIRTS 


VAL 
If PERFECT^ 
77 
S$1 
F E C y 
I 


^OUTLET STORE 


MON.-FRI.-9-5 PM 
114 E. FRONT ST 


Implement Co., of Charleston. 
Gus S. Hornback, son of Mr. 
and 
Mrs 
N. 
A 
Hornback, 
recently received his honorable 
discharge from the U.S. Army 
W orkers 
at 
the Sikeston 
International 
Shoe 
Factory 
walked out 
this 
Monday 
in 
protest over wages offered in 
use of a new toe lasting machine 
which representatives of the 
CIO United Shoe Makers of 
America Local No. 123A said 
would 
reduce 
wages 
to 
operators from an average of 
$1.22 to $1 30 an hour to about 85 
cents an hour, 
Orville Headlee, 28 years old 
of Morehouse, was killed and W 
C. Rogers, 29, is in a critical 
condition at a Cape Girardeau 
Hospital as the result of an 
automobile 
accident 
near 
Hollywood Court, two 
miles 
south 
of 
Marston 
Sunday 
morning. 
20 years ago 
Novembers. 1956 
Lee 
Shrum, 
53. 
716 
Troy 
street, was hit by a car on High 
way 61 South about nine miles 
south of Sikeston Friday night 
and instantly killed He had been 
employed as yard and caretaker 
at the Mrs Eleanor Matthews 
home for many years 
Karen 
Mason, 
high 
school 
senior, and daughter of Mr and 
Mrs 
Charles L 
Mason, 215 
street, was crowned Football 
Queen by the Sikeston Bulldogs 
at 
the 
annual 
Homecoming 
dance Friday night Runnersup 
were Judy Humphrey and Carol 
Page 
Franklin Oil Co, has ap­ 
points1 
a 
new 
agent 
in 
Sikeston 
The agent, Robert 
Red'' Williams, is a native of 
Southeast 
Missouri 
Before 
joining the Franklin Oil Co., 
Williams was employed by an 
implement company in Bell City 
and Cape Girardeau 
Mr 
and 
Mrs 
Roy 
Gene 
Brewer of Lilbourn have moved 
this week to 349 Sehoool Street 
The Sikeston Bulldogs and the 
Jackson Indians clashed in a 
spirited gridiron contest last 
night at the local high school 
athletic field, and when the gun 
fired to end the game, 
the 
Sikeston eleven had a 40-0 edge 
over the Indians 


A 
# 


WED., THURS., FRI & SAT 


NOV. 3rd-6th 


1 5 % OFF 


NEWBORN BABIES & INFANTS 
WEAR 


SIZES UP TO 24 MO 


SIZES 1-14 2 5 ° / «O OFF 


COME IN AND REGISTER 
FOR s25 GIFT CERTIFICATE 
TO BE GIVEN AWAY. 


AUTUMN SALE 
MEN'S FAMOUS BRAND 
SADDLE OXFORD 


BROWN 8 WHITE 


$R00 
‘28°° VALUE 


SIZE 6'/» to 12 B C D- WIDTH 


MENS ACME 
WESTERN BOOTS 


$ 2 o ° ° 


MENS SQUARE TOE 
DINGO 000TS 


$ 1 5 0 0 


ONE TABLE 
LADIES 
PURSES 


1 / 2 PRICE 


400 PAIR 
LADIES 
SHOES 
$Q00 » 
ru« 
PRICES GOOD WED THROUGH SHT 
SHOE CITY USA 
DOWNTOWN SIKESTON 


Football 
Toy Chest 


Authentic brown, pebble grain finish 
with white stripes & laces 
28 " x 20'/» " x 20” high 
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O D D 
DOB 
BOB 


OBB 
BBB 
DOB 


Empire Super Cy cle 
•16" front wheel; adjustable seat 
•For ages 3 to 8 


intono oc ton 


Space:1999 
Communicators 


Exact replicas from T.V. show 
Has signaling system, long 
range antenna 


16 


SIDEWALK BIKE 


WITH TRAINING WHEELS 
77 


Double 8 Lighted 
Road Race Set 
•2 lighted curve hugger cars and controllers 
•11 ft. of track 
•Crash barrier fence with flags 
•Electric power pack 


Double 
Holster Set 


9 6 
fs m iw n rr 


7342 


1 3“ 
TYCO 
EU KTKK RACING 


S.W.A.T. Set 


Authentic c arbine pistol 
a nd accessories 


mm mm 


3460 
Kenner 
Sit*N-Spin 
i94 


•P orta ble, dura ble and 
lightweight 
•For indoor or outdoor play 
•Kids compeltely control 
speed 
•A ges 2 ar\d up 


The Champ^B 
45" Pool Table 


1 6“ 


•Sturdy injection molded construction 
•Ta ble rack for scoring and storing 
•Tra ditiona l billia rd green surface 
•Live action cushions and ball return 
•Cues, balls, tria ngle 


— 


ï» ; 
Th e C o o lie C o m p a n y 
Tic ic $<B ee 


jLL 


678 


'ft 


o a C K E T B A U 
^ 
Í C * 


9 15 


mi 


200 
Schaper 
Cootie Game 
The original exciting 
"Build a Cootie game" 
Ages 3 to 10 


215 
Schaper 
Tickle Bee Game 
A marvelous all-in-one game that 
never loses its parts. One or more 
can play . Ages 3 and up. 


Auto Score 
Basketball Game 
A fast action. push button automatic 
scoring basketball game 
Self-enclosed for ages 5 and up 
33 
33 
•46 


Ohio Art 
III' Sport Basketball 
For the junior play er 
Adjustable pole w/non-tip base 
Goal is compete with net 
1 0 8 8 


W A L r M A R T 


w n t f TIH 
T plS( r M IN ! ( lì 
Wi-U OTPP Î 01S' ( ■! 'NT 


Puzzletown - Medical Center 
Hours of fun as children can put the pieces 
together to form the Medical Center buildings 
Comes with a bed, stretcher and an ambulance. 


Mr Dog 


•Many animals and each does a different job 
•Tools of the trade in each hand 
•Animals move when bumped up and down 


Kenner 
Soapstersn 
Makes bath time fun 
New bath tub toys acept 3'/> oz. 
size bar of soap. 


308 00 


165^' 


L a y a w a y n o w ! 
A small down payment 
will hold y our gift 
until Christmas. 


Bann Amcbicaro 
OPEN 9 AM - 9 PM 
MIDTOWNER VILLAGE 
SHOPPING CENTER 
SIKESTON. MO. 


Marching Mickey Mouse 
•y Hasbro 
Watch Miskey come to life when you squeeze 
his hands. Animated figure measures 19 inches 
from his mouseketteer ears to his marching 
feet. Mickey has a cloth covered body 
washable knickers. 
, 
« 
TÛYLAND "" 
ECIALS 


POWER JET HOCKEY 


NO 7048 


•AIR BLOWER 


• BUILT IN SCORE COUNTERS 
44 


Sesame Street 
Hand Puppets 
The Cookie Monster and Bert and Ernie 


Your 
Cholco 


Waik-R-Ride 
•For toddlers to bounce or toddle about 
•It also easily converts to a famous 
Wonder® Pony that grows with the child 
•For children 6 months to 3 y ears 
1493 


Disney Duffle Bag 


Heavy viny l bog with dra wstring 


Dolls 


By M attal 


A terrific new bunch of neighbor­ 
hood pal» . They ’re soft, squeez­ 
able little rag dolls with velcro 
hands which con hold their fabric 
accessories. Seven to choose from 


£ J G 
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/V 
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Lightnin' SSP Cars 
34 


Each 


•Blozm "Burn Out' a c tion1 Flashy 
new c olors 1 W ild fla m e designs 1 
•N o ba tteries 
|ust pull the 
T- Stick and let er g o 1 
•Each ra c e r c om plete with sonic 
sound howl of power. 


By M attal 
Hare comas tha spunkiast doll you avar saw 
can toddla along whila you hold har hands, or 
crawl any whara. And, can sha put up a fuss! She's 
15 in. tall and oparatas on 2 "D" batteries, not 
included. 
Ballerina Barbie 


By Mattal 


•Lifelike a n d poseoble 
•W ith y our help she ca n perform 
gra ceful moves like o 
re a l 
Ballerina 


•C om pelte with white Tu-Tu 
slippers bouquet a nd stand 


Merry -Go-T ra i n 


Hours of fun with this 
pro-school train with rolling 
play mates that si.de by 
themselves into the ferris wheel 


3405 


Baby , Baby Doll 


By Id a a l 


•O n ly 7 inches toll 
•W hen given her bottle she 
a p p e a rs 


to be drinking 
•Rooted hair and ey es th a t clo se 
•Com es with bla nket bottle & p in k d io p e r 


1 * 7 


1 3 4 0 9 


4251 
5011 


MIDTOWNER VILLAGE 
■ WED THRU SAT. 
Hy draulic Dump Truck 
Jumbo Bulldozer 
IH Tractor & Wagon Sat 


•Sturdy Mietei construction 
•AeautHiilty detailed 
Ny dteAt rem on dump bed 
E H 
T 
L 
•W ide sure-grip tracks 8 traction lugs 
*3 position big blade 
•12*/» " x 8 ” x 7*/,'' 


•Sturdy rust-resistant metal 
•Authentic 1/16 scale replicas 
•Reol rubber rear tires 


w a i-maot » Ao vse n sio 
m i »chamoi s» ra s te r. « .» ou. 
inieoliofi to h ove e very a d vertised item m stock how e ver ,1 
• ,0 “nV v«tor»oor> .«a to n on o d v e rlite d itom it not 
ovo, lo b i. to. pu rch ote W ol M a r) w ill it . » , a So in Chock on 


r« W » tl to. * • m erchondite lo b o purchoted o t « * t o l . pr,co 
w henever o vo ila b le or will toll you o tim ilor n om 01 o 
(O m p o ro b l* rtd u c lio n in prie* 
WAL-MART 
,87 IV 
194 
kTTTkTl 
E H T L 


Toss across game 


The giant Bean Bag Tic-Toe Toe 
game is great family fun indoors 
or outdoors. 
1 0“ 
■ 
i 
21402 
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SIDE GLANCES 
by GiU Fox 
THE FAMILY CIRCUS! 
By Bil Keane J o fh iy ill 


Hello, good buddies . . . this is the County Fair Queen . . . 
irst man to reach Main and Elmhurst gets to repair my tire. 


®JR BOARDING HOUSE 
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H E lL PAY B A C K 2 0 0 
D E l C E N T ^ T O A V O ID 


H A ID U N ' 
C H A K u rE S ! 


"Thi* is water from the bathroom. I wanted 
KITCHEN water/' 


AMY 


By The Associated Press 
Today is Wednesday. Nov. 3, 
the 308th day of 1976. There are 
58 days left in the year 
Today’s highlight in history: 
On this date in 1936, Presi­ 
dent Franklin D 
Roosevelt’s 
New Deal got a vote of con 
fidence at the polls. Republican 
presidential 
candidate 
Alf 
Landon carried only Maine and 
Vermont 
On this date: 
In 561, Julian became Em per­ 
or of Rome on the death of E m ­ 
peror Constantine 
In 
17%, John Adams was 
elected the second President of 
the United States 
In 1868. the Republican candi­ 
date for President, General U l­ 
ysses S 
Grant, was elected 
over Horatio Seymour 
In 1903, the Republic of Pan­ 
ama was proclaimed. 
In 1%4, President Lyndon B 
Johnson swamped Republican 
Barry Goldwater in a presiden 
tial election. 


In 1970, a Marxist. Salvador 
Allende, became president of 
Chile 
Ten years ago: The United 
Nations 
Command 
in 
South 
Korea charged that a North Ko­ 
rean 
“killer group” had mur­ 
dered and mutilated six Ameri­ 
cans in an ambush near the 
truce line 


Five years ago: Roman Cath­ 
olic bishops meeting in Rome 
overwhelmingly 
upheld 
the 
Church rule that priests could 
not be permitted to marry and 
remain in the ministry. 


One 
year 
ago 
President 
Ford named Donald Rumsfeld 
as Secretary of Defense. Elliot 
Richardson 
as 
Secretary 
of 
Commerce and George Bush as 
director 
of 
the 
Central 
In ­ 
telligence Agency 
Today’s 
birthdays: 
Demo­ 
cratic Senator Russell I,ong of 
Louisiana is 58 Former French 
Culture Minister Andre Mal- 
raux is 75 
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reod words corresponding to numbers 
of your Z o diac birth sign 
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2 6« 
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8 And 
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School board group 
debates legislation 
People in the news 


COLUMBIA—Over 800 school 
board members responded toa 
questionnaire 
regarding 
legislative goals of the Missouri 
School Boards Association. The 
Missouri 
School 
Boards 
Association represents 80 per 
cent of the school children in the 
state 
of 
Missouri. 
The 
questionnaire was developed 
around the resolutions adopted 
by the General Assembly in 
January 1976, and was intended 
to identify priorities for the 
association. 
The No. 1 priority was that the 
association should maintain its 
position of opposition to a 
collective bargaining 
law for 
teachers. Of the 707 individuals 
responding 
to this item, 84.8 
per cent indicated that the 
association should maintain its 
position of opposition. 
The second 
priority item 
expressed support for increased 
state appropriations until a 
minimum of 50 per cent of the 
total operating expenditures for 
public education is reached. 
School board members sup­ 
ported strongly an amendment 


to the Campaign Financ Law to 
eliminate the income disclosure 
for candidates for the school 
board. About 85 per cent of the 
respondents 
favored 
this 
legislation. 
The 
respondents 
also 
in­ 
dicated a strong preference for 
the enforcement at the law 
requiring 
assessment 
of 
property at one-third of actual 
value. Eighty-four per cent of 
the respondents rated this item 
either “greatest importance” or 
“some importance. ” 
The 
School 
Boards 
Association has employed at­ 
torneys to bring suit against the 
State Tax Commission 
to 
require them to carry out the 
requirements of the law. 


CUMMING, Ga. (AP) - A 
boating accident will keep tele­ 
vision’s Hee Haw star, Junior 
Samples, from pursuing his fa­ 
vorite pastime of fishing until 
his fractured hip heals. 
Samples said Monday he took 
his new boat for a trial spin on 
Lake Lanier Sunday and “hit a 
stump or somethin’” while fish­ 
ing with neighbor Pete Mead­ 
ows. 
The bump threw the two men 
out of the boat, which continued 
in circles. A passing boater, 
Ronnie Andrews, fished the two 
out of the water. 
Meadows was released from 
a hospital after observation. 
Samples had just finished 
taping Hee Haw for the season 
and had returned to his north 
Georgia home Friday. 


said one sales representative 
here for the spring trade show 
of the Men’s and Boys’ Apparel 
Club of New England. “People 
who have gone out of business 
have come back because of 
that particular lode,” he said. 
The “look” is the floppy, ru­ 
ral style of the Irish walking 
hat, probably the hottest news 
in hats since Sherlock Holmes 
popularized 
the 
deerstalker, 
said industry spokesmen. 


Developmentally disabled 
focus of advocacy plan 


G.M. claims 
$3 di vident 


HOUSTON (AP) - Houston 
football coach Bill Yeoman 
says he sees more upsets in 
college football because of the 
limit on 30 scholarships for 
football players. “Fans will be 
going to stadiums not knowing 
which team will win because of 
the new rule and that is bound 
to help attendance.” 


WOBURN, Mass. (AP) - Ac­ 
tor Telly Savalas wears one. So 
does Daniel Patrick Moynihan, 
Democratic Senate candidate 
from New York. And some hat- 
makers and distributors are 
saying this is good for business. 
“Moynihan did a big thing 
when he had his picture taken 
coming out of the White House 
with an Irish walking hat on,” 


BATON ROUGE, La. (AP) - 
Louisiana 
Gov. 
Edwin 
Ed­ 
wards, who has acknowledged 
that he and his family accepted 
gifts from a South Korean busi­ 
nessman, has been named to a 
task force on how states can 
promote trade with foreign na­ 
tions. 
Edwards, 
a 
Democrat, 
recently admitted that while he 
was in Congress he accepted 
such items as a $900 table, and 
that his wife received $10,000 in 
cash from businessman Tong- 
sun Park. 
Edwards has denied there 
was any connection between 
the gifts and sales of Louisiana 
rice to Korea, which he helped 
arrange. 


Gov. Christopher S. Bond has 
appointed 
the 
Office 
of 
Administration as the agency to 
plan a statewide system of 
protection and advocacy of 
individual rights as mandated 
by Public Law 94-103, 
the 
Developmentally 
Disabled 
Assistance and Bill of Rights Act 
of 1975. 
This 
system 
must 
be 
established by Sept. 30,1977. It is 
unknown at this time who will 
administer the system as it 
cannot be administered by an 
agency already concerned with 
the delivery of services to the 
developmentally disabled. The 
Office of Administration is to 
recommend the agency which 
will implement the system to the 
governor. 
The 
term 
“advocacy” 
is 
viewed as working to make 
accessible a full range of ser­ 
vices to meet the needs of all the 
developmentally disabled at all 
stages throughout life. 
This includes providing legal 
and protective services 
for 
individuals 
and 
for 
the 


developm entally disabled 
population, 
appropriate 
and 
adequate services within the 
communities, public education 
as 
to 
the 
developmentally 
disabled and the special needs of 
developmentally 
disabled, 
prevention of developmental 
disabilities and the acceptance 
of 
developmentally 
disabled 
citizens in local communities as 
having full rights as citizens. 
Regional planning will be 
necessary to assist the Office of 


Administration in planning the 
statewide program. Regional 
conferences wUl be conducted 
throughout the state the first of 
the year. Further information 
will be made available to the 
public as soon as dates are set 
for the conferences. If you wish 
additional information or wish 
to comment on the proposed 
system, contact Susan Vaughn, 
Regional Coordinator, P.O. Box 
586, 
Sikeston, 
Mo. 
63801, 
telephone number 471-8389. 
G.I. benefits change 


ST. LOUIS — Commander 
Fred Gosebrink, commanding 
officer of the Navy Recruiting 
District in St. Louis, has an* 
nounced a change in GI Bill 
benefits. 
The president signed a new GI 
Bill on Oct. 15, which terminates 
the existing education benefits 
for individuals recruited into the 
military service after Dec. 31. 
Persons currently serving on 
active duty or who join the Navy 


or enlist in the Navy’s Delayed 
Entry Program before Jan. 1, 
1977, are considered eligible for 
the present GI Bill. 
Individuals who are interested 
in volunteering now for one of the 
Navy’s officer or enlisted 
programs and want to take 
advantage of the current 
education 
benefits 
are 
en­ 
couraged to contact the local 
Navy recruiter to determine 
whether they qualify. 
Stoddard County Returns 


DETROIT (AP) - A prosper­ 
ing General Motors Corp. has 
announced a record year-end 
common stock dividend of $3 
per share. 
The payout, which will total 
about $859 million, brings the 
year’s total dividend to $5.55, 
also the largest in the firm’s 68- 
year history. 
In 1975, GM common stock 
dividends totaled $2.40. It was 
the first time since 1946 that 
dividends were down from the 
year before. The other big auto 
makers, 
also hit 
by sales 
slumps, had similar declines. 
The latest GM dividend is 
payable Dec. 10 to about 1.25 
million common stock holders. 
GM common stock closed at 
$74.874 on the New York Stock 
Exchange Monday, a new high 
for the year. Earlier this year 
it was available at $57.75. 
“The dividends declared by 
General Motors in 1976 reflect 
the improvement in the over-all 
economic situation and GM’s 
improved earnings and capital 
position,” said Thomas Mur­ 
phy, GM’s board chairman, and 
GM President Elliott M. Estes 
in a joint statement. 
The dividend was announced 
at a meeting of the board of 
directors in New York. 
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Employment 
up in state 


JEFFERSON CITY - Sep­ 
tember 
preliminary 
figures 
show a solid increase in em­ 
ployment, 
according to 
the 
Division 
of 
Employment 
Security which reported a 31,800 
gain in Missouri over the month 
The rate of unemployment 
chopped to 4 6 per cent from a 
revised August rate of 5 per 
cent, but, however, did not drop 
as low as the divisoon had 
predicted. There were 94,700 
unemployed 
and 
1,974,700 
persons employed 
John F 
Meystrik, division 
director, said more than 28,000 
of he monthly employment rise 
w as in nonagricultural wage and 
salary employment, putting that 
sector higher by 39,000 jobs over 
the /ear 
In manufacturing, over-the- 
month employment gains were 
reported in the transportation 
equipment industry with the 
recall of 5,000 workers afer 
mode changeover as major 
factor 
Over 
the 
year, 
manufacturing has increased by 
22,300 
The 
leader 
in 
non- 
manufactunng gains in em­ 
ployment over-the-month was 
government, with a jump of 
25,200 primarily due to the start 
of the fall school term. Non­ 
manufacturing is up by 16,700 
against ytar-ago figures. 
During the past 30 days, the 
civilian labor force showed 
substantial growth as 24,800 
persons were added The Sep­ 
tember 
labor 
force 
totaled 
2,069,400 Back in January, there 
were 2,013,100 people in the 
labor force. 


Commission 
meeting set 


JEFFERSON CITY - The 
Missouri 
State 
Highway 
Commission will meet Nov. 10 
and 11 in the hearing room at the 
Highway Building 
Schjeduled delegations will be 
heard by the commission on 
Nov 10, and other commission 
business of a routine nature will 
be transacted 
On Nov 11, other business not 
transacted on Nov. 10 will be 
continued 


* 
*V *A lU lli 
film topic 
v roience ano vandalism in tt 
nation’s schools, an increasing 
and 
increasingly 
costly 
problem, according to scho 
and law enforcement officials, 
the subject of a new sound-am 
color 
filmstrip from 
Th 
Associated Press. 
The filmstrip, one in a serit 
of award-winning “Specii 
Reports” focusing on currei 
affairs, is available to are 
schools, parents and teachei 
organizations and other civi 
groups, 
through The Dail 
Standard. 
The 
program 
feature 
dramatic news photographs < 
actual acts of vandalism an 
violence in and around th 
nation’s schools. 
It examines the scope an 
seriousness of the problen 
which has reached the poin 
according to one interviewe< 
that “pure criminal action” ha 
taken place, in addition t 
vandalism, and “murder is m 
that uncommon in the school . ” 
The statement comes froi 
Willard McGuire, vice preside! 
of 
the 
National 
Educatio 
Association, who is interviews 
for the program along with otht 
educators and school officials. 
Violence and Vandalism i 
Ow Schools" also discusses th 
S t T S l w * 01 “* prob|en 
a billion dollars a year - and th 
Phj^cal and emotional costa t 
teachers, 
students and th 
community. 
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Football 
Toy Chest 


Authentic brown, pebble grain finish 
with w hite stripes & laces 
28" x 2 0 '/»"x 20" high 
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Empire Super Cycle 


• 16 front wheel; adjustable seat 
•For ages 3 to 8 


SIDEWALK BIKE 


WITH TRAINING WHEELS 


Space:1999 
Communicators 


Exact replicas from T V. show 
Has signaling system, long 
ranqe antenna 
15“ 
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Double 8 Lighted 
Road Race Set 


•2 lighted curve hugger cars and controllers 
•11 ft. of track 
•Crash barner fence with flags 
•Electric power pock 


TYCO 
f lK T W K RACING 


Double 
Holster Set 
96 
is t t it i m tm rr 


7342 


TÍíHíi'lh; 


3460 
Kenner 
Sit-N-Spin 


S.W.A.T. Set 


Authentic carbine pistol 
and occessoriet 
4 94 


(Stunt Ut Iff Iff 


7650 


A 


The Champ 
45” Pool Table 


•P ortable durable and 
lightweight 
*For indoor or outdoor play 
•Kids com peltely control 
speed 
•A ges 2 ar«d up 
16“ 


•Sturdy miection molded construction 
• 1 able rack for scoring and storing 
•irad itio n a l billiard green surface 
•Live action cushions and ball return 
•Cues balls, triangle 


V> 


Ai 
4 


678 


Schaper 
C o o tie G am e 
the original ««citing 
“Build a Cootie gam e 
Ages 3 to 10 


215 
Schaper 
Tickle Bee G am e 


A marvelous all in on# gome that 
never loses its ports One or more 
con ploy Ages 3 ond up 


Auto Score 
B asketball G am e 


A tost action push button automatic 
scoring basketball gome 
Self enclosed for ages 5 and up 
33 
33 
46 


H S C O U N T C IT Y 
W A i m A R T D IS C O U N T C IT Y 
W A l TTIART D IS C O U N T C IT Y 
w n t mflRT D IS C O U N T C IT Y 


O hio Art 
LIT Sport B asketball 
For the (unior ployer 
Ad|ustob!e pole w non tip base 
G oal is com pete with net 
1 0 » 


WAL ÍT1ART D IS C O U N T CITY 


^ 
build ¿id pie eorU if 


Puzzletown - Medical Center 


Hours of fun as children can put the pieces 
together to form the Medical Center buildings 
Comes with a bed, stretcher and an ambulance 
97 


SUDS I 
buggyI 
K M H T Ï* 


m 


W A L -M A R T 


• 
WAL m O R T D IS COU NT CITY 
e 
WAL AIART D IS COU NT CITN 
e 
WAL-iTlA^T D i S C O U N T 


isbro 


Layaway now! 
A small down payment 
will hold your gift 
until Christmas. 


BankAmwcaad 
OPEN 9 A M • 9 PM 


MIDTOWNER VILLAGE 
SHOPPING CENTER 
SIKESTON, MO. 


Ml Do« 


Marching Mickey Mouse 


By Hasbro 


Watch M iskey come to life when you squeeze 
his hands. Animated figure measures 19 inches 
from his m ouseketteer ears to his marching 
feet. 
M ickey 
has 
o 
cloth 
covered 
body 
w ashable knickers. 
«( 
SOAPY I 
TURTLE 


•M an y animols and each does o different job 
•Tools of the trade in each hand 
• Anim als move w hen bumped up and down 


li 
' 


Kenner 
Soapsters» 


Mokes bath tim e fun 
New bath tub toys acept 3 ’ » oz 
size bar of soap 


iilH J lL v i' 


30600 



— 
_ 
- 
wasnoDie «rticxers 
T0YLAND 
ECIALS 


POWER JET HOCKEY 


NO 7048 


• AIR BLOWER 


• BUILT IN SCORE COUNTERS 
44 
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Sesome Street 
Hand Puppets 
The Cookie M onster and Bert and Ernie 


9 4 *<>“' 
C h o ic e 


Walk-R-Ride 


•For toddlers to bounce or toddle about i 
•It also easily converts to o famous 
W onder' 
Pony that grows with the child 
•For children 6 months to 3 years 
1 4 9 3 


Disney Duffle Bag 


Heavy vmyl bag w th drowstnng 


Dolls 


By M a t t e l 


A terrific new bunch of neighbor­ 
hood p a lt 
They re »oft 
tq u ee i 
able little rag doll» with velcro 
hand» which can hold their fabric 
occettoriet Seven to choose from 
37 
<»0456 


Lightnin' SSP Cars 
34 


Each 


•B laim 
Burn Ou* oction1 Flo»hy 
new color»' W ild flam e de»ign»i 
•N o batterie» 
|u»t pull the 
T-Stick ond let er go I 
•Eoch rocer com plete with »onic 
»ound howl of power 


• y M a tte l 


H ere comes the spunkiest doll you ever sow. She ^ 
can toddle along w hile you hold her hands, or 
crawl anyw here And can she put up a fuss! She s 
15 in. toll and operates on 2 “D" batteries 
not 
included. 


Ballerina Barbie 
97 


By M a tte l 


•Lifelike and poteabie 
•W ith your help »he con perfo 
graceful move» like o reol 
Bolter mo 


•Com pelt« with white Tw Tu 
»tippers bouquet ond »tond 


M erry-Go-Traln 


Hours of fun with this 
pre-school tram w ith rolling 
playm ates that si>de by 
themselves into the ferns wheel 


3405 


Baby, Baby Doll 


By Id e a l 


•O nly 7 mchet toll 
•W hen given her bottle »*e appear* 
to be drinking 
•Rooted hoir ond eye» that close 
•Com es with blanket bottle 6 pink diopi 
97 


1340 9 


4251 
5 0H 


MIDTOWNER VILLAGE 
WED THRU SAT. 
Hydraulic Dump Truck 
Jumbo Bulldozer 
IH Tractor & Wagon Set 


•Sturdy •iietol construction 
•AeoutHnIfy detailed 
Mydro*AiC rom on dump bed 
E 
H 
T 
L 


•W id e tu re grip track» B tioction lug» 
•3 position big blade 
• I W 
»8 « 7 V 


•Sturdy rust resittont metal 
•A uthentic 1/1 6 »cale replico» 
•R eal rubber rear tire» 
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Toss across game 


The giant Bean Bag Tic Tac Toe 
game is great fam ily fun indoors 
or outdoors 


1 
0 
8 
8 


WAL m A R T D IS C O U N T r i i Y 
« 
WAL m 
A 
R 
M 
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C 
O 
U 
N 
^ Ì T 
^ ^ w 
S 
^ S 
^ ^ B 
^ ^ Q 
^ i a * > D IS C O U N T C IT Y 
• 
W A l m A S T D IS C O U N T C IT Y 
e 
WAL m A R T D IS C O U N T C IT Y 
« 
WAL fTlAR T D iS C O U N T C IT Y 
e W A L m A R T D IS C O U N T O T Y 
e 
W A L fTlA P T D IS C O U N T C IT Y 
e 
W A L ffìA R T D IS C O U N T C IT Y 
e 
w f t P fT lA R T 
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Large doses of vitamin C 
aids terminal cancer patients 


Book review Consumer watch 


WASHINGTON (AP) - Ter­ 
minal 
cancer 
patients 
live 
about four times longer after 
receiving large doses of vita­ 
min C, says Nobel laureate Dr. 
Linus Pauling. Other research­ 
ers say his findings look prom­ 
ising enough to warrant further 
study. 
A study conducted in Scot­ 
land by Pauling and Dr. Ewan 
Cameron says the mean surviv­ 
al time of 100 dying cancer 
patients was more than 210 
days after they were declared 
unbeatable 
by 
conventional 
methods. 
This compared with a mean 
survival time of 50 days for 1,- 
000 terminal patients who were 
used as study controls because 
they did not get the vitamin, 
said the report in the October 
issue of Proceedings of the Na­ 


tional Academy of Sciences. 
Pauling, awarded the Nobel 
Prize in chemistry in 1954 and 
the Nobel Peace Prize in 1962, 
has been at odds with much of 
the medical community for ad­ 
vocating large vitamin C doses 
to prevent and treat common 
colds. There still is no over­ 
whelming consensus on that is­ 
sue. 
Dr. Paul Chretien of the Na­ 
tional Cancer Institute said 
Thursday there are serious 
questions about the methods 
used to conduct the cancer 
study. But the results still are 
encouraging enough to indicate 
vitamin C may be useful in 
conjunction with other the­ 
rapies in treating cancer, he 
said. 
“This study should prompt a 
repeat study of an identical na 


ture that is controlled by a sta­ 
tistician,” said Chretien, chief 
of tumor immunology in NCI’s 
surgical branch. 
“There would be no question 
about the results if it had been 
done by random patient selec­ 
tion as a double-blind test in 
which 
neither 
doctors 
nor 
patients knew what medication 
was being given,” he said. 
In the study, conducted at 
Vale of Leven District General 
Hospital in Loch Lomondside, 
the 
researchers 
knew 
all 
patients getting vitamin C. The 
1,000 control cases were drawn 
from the hospital’s records 
over the last 10 years and not 
selected at random. 
Statisticians say these meth­ 
ods leave room for unintention­ 
al bias in selecting patients and 
interpreting results. 


THE MONEY HARVEST is 
the story of a high stakes Mafia 
plot to rip off the billion dollar 
commodities market. Armed 
only with the information that 
“something hot” will happen on 
July 11, lawyer Ancel Easter 
joins forces with unorthodox 
investigator Jake Pope to 
discover 
what 
had 
been 
overheard 
in 
a 
private 
Washington club by a former 
adviser to six presidents, who 
had been shot down by unknown 
assassins. 
Ross Thomas has been a 
reporter, an editor, and a public 
relations director for many 
publications, 
radio 
stations, 
national 
organizations, 
and 
political 
candidates 
in 
the 
United States, 
Europe, and 
Africa. Mr. Thomas is the 
author of nine other novels, and 
his first, The Cold War Swap, 
won the “Edgar Award” as 
“Best First Mystery Novel.” 
Also 
available 
by Ross 
Thomas from Avon Books is The 
Fools in Town Are on Our Side 


Prepaid legal insurance shows hike 


Associated Press Writer 
A growing number of Ameri­ 
cans are signing up for prepaid 
legal insurance, and the num­ 
ber of plans is expected to in­ 
crease 
sharply 
next 
year, 
thanks to a provision in the 
recently passed tax bill. 
The programs are designed 
to provide legal services to 
middle-income Americans who 
do not qualify for public de­ 
fender plans and cannot afford 
expensive lawyers’ fees. 
There are two basic types of 
group legal arrangements .— 
those providing a minimum of 
service, such as advice and 
consultation, and those offering 
substantial benefits in both civil 
and criminal cases. 
Among the states where legal 
plans have been established are 
Alaska, New York, Connecticut, 
Massachusetts, Arizona, Loui- 


siana, Ohio, California, Maine, 
Michigan and Wisconsin. 
Most of the comprehensive 
plans are linked to labor unions 
and have been set up as a re­ 
sult of collective bargaining 
agrém ents. Philip J. Murphy, 
a 
California 
attorney, said 
there are about 125 or 150 such 
(dans across the country. 
Murphy, who is the American 
Bar Association expert on pre­ 
paid legal plans, said that be­ 
tween 1.5 and 2 million persons, 
including union members and 
their dependents, are covered 
by the programs. 
Until now, there was a ques­ 
tion as to whether employers’ 
contributions to legal (dans and 
the value of any legal services 
received under the plans were 
considered income for the indi­ 
vidual. 
If the Internal Revenue Serv­ 


ice decided that this money 
should be reported as income, 
it would be taxable. That would 
have meant that a participant 
in a legal insurance plan who 
received services for which a 
lawyer normally would have 
charged $3,000, would have 
been required to report the $3,- 
000 as income and pay tax on 
it. He also would have been re­ 
quired to pay tax on his em­ 
ployers’ 
contribution to the 
plan. 
The legal insurance plans 
vary from area to area. Some 
plans limit participants to a 
small group of lawyers; others 
allow 
individuals to choose 
their own lawyer, who then 
bills the program, much in the 
way a doctor or a hospital bills 
a health insurance plan. 
Statistics on the legal plans 
are difficult to find since the 


programs are relatively new. 
The oldest prepaid plan still op­ 
erating, involving laborers in 
Shreveport, La., did not start 
until 1971. 
Murphy said the number of 
union members using legal 
services in Shreveport doubled 
after the insurance plan went 
into effect. He said about 15 to 
20 per cent of those covered by 
most 
collectively 
bargained 
plans use some legal service 
during the year. 
The amount of coverage pro­ 
vided varies from (dan to plan 
and ranges up into the thou­ 
sands of dollars. In Shreveport, 
for example, the insurance plan 
provides up to $1,685 per year 
for legal expenses. 
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School board çroup 
People in the news 
debates legislation 


COLUMBIA — Over 800 school 
board mem bers responded to a 
q u e s tio n n a ir e 
re g a r d in g 
legislative goals of the M issouri 
School Boards Association. The 
M issouri 
School 
B oards 
Association represents 80 per 
cent of the school children in the 
sta te 
of 
M issouri. 
The 
questionnaire 
was 
developed 
around the resolutions adopted 
by the General Assembly in 
January 1976. and was intended 
to identify priorities for the 
association. 
The No 1 priority was that the 
association should m aintain its 
position 
of 
opposition 
to 
a 
collective bargaining 
law for 
teachers Of the 707 individuals 
responding 
to this item. 84.8 
per cent 
indicated that 
the 
association should m aintain its 
position of opposition 
The 
second 
priority 
item 
expressed support for increased 
state 
appropriations 
until 
a 
minimum of 50 per cent of the 
total operating expenditures for 
public education is reached 
School board m em bers sup­ 
ported strongly an am endm ent 


to the Cam paign Financ Law to 
elim inate the income disclosure 
for candidates for the school 
board About 85 per cent of the 
resp o n d en ts 
favored 
this 
legislation. 
The 
respondents 
also 
in­ 
dicated a strong preference for 
the enforcem ent of the law 
req u irin g 
assessm en t 
of 
property at one-third of actual 
value Eighty-four per cent of 
the respondents rated this item 
either "greatest im portance” or 
“some im portance.” 
The 
School 
B oards 
Association has employed at­ 
torneys to bring suit against the 
S tate 
T ax 
C om m ission 
to 
require them to carry out the 
requirem ents of the law. 


CUMMING, Ga. (AP) - A 
boating accident will keep tele­ 
vision’s Hee Haw star, Junior 
Samples, from pursuing his fa­ 
vorite pastim e of fishing until 
his fractured hip heals. 
Samples said Monday he took 
his new boat for a trial spin on 
Lake Lanier Sunday and "hit a 
stum p or somethin’" while fish­ 
ing with neighbor Pete M ead­ 
ows. 
The bump threw the two men 
out of the boat, which continued 
in circles 
A passing boater, 
Ronnie Andrews, fished the two 
out of the water 
Meadows was released from 
a hospital after observation 
Samples 
had 
just 
finished 
taping Hee Haw for the season 
and had returned to his north 
Georgia home Friday. 


said one sales representative 
here for the spring trade show 
of the M en’s and Boys’ Apparel 
Club of New England “ People 
who have gone out of business 
have come back because of 
that particular look,” he said 
The "look" is the floppy, ru­ 
ral style of the Irish walking 
hat. probably the hottest news 
in hats since Sherlock Holmes 
popularized 
the 
deerstalker, 
said industry spokesmen 


Developmentally disabled 
focus of advocacy plan 


HOUSTON (A PI - Houston 
football 
coach 
Bill 
Yeom an 
says he sees m ore upsets in 
college football because of the 
lim it on 30 scholarships for 
football p lay ers. “ F an s will be 
going to stad iu m s not knowing 
which team will win because of 
the new rule and that is bound 
to help a tte n d an c e.” 


WOBURN. Mass (AP> — Ac­ 
tor Telly Savalas w ears one. So 
does Daniel Patrick Moynihan, 
D em ocratic Senate candidate 
from New York And some hat- 
m akers and distributors are 
saying this is good for business 
“ Moynihan did a big thing 
when he had his picture taken 
coming out of the White House 
with an Irish walking hat on,” 


BATON ROUGE, La. (AP) - 
Louisiana 
Gov. 
Edwin 
E d­ 
wards, who has acknowledged 
that he and his family accepted 
gifts from a South Korean busi­ 
nessman, has been named to a 
task force on how states can 
promote trade with foreign na 
tions 
E d w ard s, 
a 
D em ocrat, 
recently adm itted that while he 
was in Congress he accepted 
such item s as a $900 table, and 
that his wife received $10,000 in 
cash from businessman Tong- 
sun Park. 
Edwards 
has denied there 
was any connection between 
the gifts and sales of Louisiana 
rice to Korea, which he helped 
arrange. 


Gov. Christopher S. Bond has 
appointed 
the 
Office 
of 
Administration as the agency to 
plan a statew ide system of 
protection 
and 
advocacy 
of 
individual rights as m andated 
by 
Public 
Law 
94 103, the 
D evelopm entally 
D isabled 
Assistance and Bill of Rights Act 
of 1975 
This 
sy ste m 
m ust be 
established by Sept 30,1977 It is 
unknown at this time who will 
adm inister the system as it 
cannot be adm inistered by an 
agency already concerned with 
the delivery of services to the 
developmentally disabled. The 
Office of Adm inistration is to 
recommend the agency which 
will implement the system to the 
governor. 
The 
term 
“ advocacy" 
is 
viewed as working to m ake 
accessible a full range of ser­ 
vices to m eet the needs of all the 
developmentally disabled at all 
stages throughout life 
This includes providing legal 
and 
protective 
services 
for 
individuals 
and 
for 
the 


d e v e lo p m e n ta lly 
d is a b le d 
population, 
appropriate 
and 
adequate services within the 
communities, public education 
as to 
the 
developmentally 
disabled and the special needs of 
d evelopm entally 
d isab led , 
prevention 
of 
developmental 
disabilities and the acceptance 
of 
developmentally 
disabled 
citizens in local communities as 
having full rights as citizens. 
Regional 
planning will 
be 
necessary to assist the Office of 


Administration in planning the 
statewide 
program . 
Regional 
conferences will be conducted 
throughout the state the first of 
the year. Further information 
will be m ade available to the 
public as soon as dates are set 
for the conferences If you wish 
additional information or wish 
to comment on the proposed 
system, contact Susan Vaughn, 
Regional Coordinator, P.O. Box 
586, 
Sikeston, 
Mo. 
63801, 
telephone number 471-8389. 
G.I. benefits change 


ST. 
LOUIS — Commander 
F red Gosebrink, commanding 
officer of the Navy Recruiting 
D istrict in St. Louis, has an­ 
nounced a change in GI Bill 
benefits. 
The president signed a new GI 
Bill on Oct. 15, which term inates 
the existing education benefits 
for individuals recruited into the 
m ilitary service after Dec 31. 
Persons currently serving on 
active duty or who join the Navy 


or enlist in the Navy’s Delayed 
Entry Program before Jan 1, 
1977, are considered eligible for 
the present GI Bill 
Individuals who are interested 
in volunteering now for one of the 
N avy’s 
officer or enlisted 
program s and want to take 
ad v an tag e 
of 
the 
cu rren t 
education 
benefits 
are 
en­ 
couraged to contact the local 
Navy recruiter to determine 
whether they qualify 
Stoddard County Returns 


G.M. claims 
$3 divident 


DETROIT (AP) — A prosper­ 
ing General Motors Corp. has 
announced a record year-end 
common stock dividend of $3 
per share. 
The payout, which will total 
about $859 million, brings the 
year’s total dividend to $5 55, 
also the largest in the firm ’s 68 
year history. 
In 1975, GM common stock 
dividends totaled $2.40 It was 
the first time since 1946 that 
dividends were down from the 
year before The other big auto 
makers, 
also 
hit 
by 
sales 
slumps, had similar declines. 
The latest GM dividend is 
payable Dec. 10 to about 1.25 
million common stock holders 
GM common stock closed at 
$74 874 on the New York Stock 
Exchange Monday, a new high 
for the year. Earlier this year 
it was available at $57.75. 
"The dividends declared by 
General Motors in 1976 reflect 
the improvement in the over-all 
economic situation and GM ’s 
improved earnings and capital 
position." said Thomas M ur­ 
phy. GM’s board chairm an, and 
GM President Elliott M Estes 
in a joint statem ent 
The dividend was announced 
at a meeting of the board of 
directors in New York 
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JEFFERSON CITY — Sep 
•mber 
prelim inary 
figures 
how a solid increase in em- 
loyment, 
according 
to 
the 
livision 
of 
E m ploym ent 


The rate of unemployment 
iropped to 4 6 per cent from a 
»•vised August rate of 5 per 
ent. but. however, did not drop 


\i low 
as the divisoon had 
»redicted 
There were 94.700 
inemployed 
and 
1.974,700 
arsons employed 
John F 
Meystrik, division 
lirector, said more than 28,000 


sector higher by 39 (MW jobs over 
the /ear 
In manufacturing, over-the 
month employment gams were 
reported in the transportation 
equipment industry with the 
recal 
of 5.000 workers afer 
mode 
changeover as 
m ajor 
factor 
Over 
the 
y ear, 
mamg »during has increased by 
22.300 
The 
leader 
in 
non- 
manufacturing 
gains 
in em 
ployment over the-month was 
government 
with a jum p of 
25.200 pnm anly due to the start 
of the Dll school term . Non­ 
manufacturing is up by 16.700 
against year ago figures 
During the past 30 days, the 
civilian 
labor 
force 
showed 
substantia, growth as 
24.800 
persons were added The Sep 
(ember 
labor 
force 
totaled 
(J69.400 Back in January, there 
were 2.013,100 people m the 
labor force 


Commission 
!iu*i*tiiijtf set 


JEFFERSON CITY - The 
Missouri 
State 
H ighw ay 


Schjoduled delegations w ill b 


On Nov 11, other business ni 


* 
a t - g i g 
ti 1 tn topic* 


v loienee a no vandalism tn I 
nation's schools, an tncreasin 
and 
increasingly 
costl 
problem, according to sch 
and law enforcement officials 
the subject of a new sound a 
color 
film strip 
from 
1 
Associated Press 
rhe filmstrip, one in a ser 
of 
aw ard-w inning “ Spec 
Reports 
focusing on curr 
affairs, 
is available to a 
schools, parents and teach 
organizations and other ci 
groups 
through 
The 
Di 
Standard 
The 
program 
featu 
dram atic news photographs 
actual acts of vandalism i 
violence 
in and around 
nation’s schools 
It examines (he scope , 
seriousness 
of 
the probl» 
which has reached the pu 
according to one interview 
that "pure crim inal action” 
taken 
place, 
in addition 
vandalism, and "m urder t* 
that uncommon in the school 
The statem ent comes fi 
Willard McGuire, vice presu 
of 
the 
National 
Educa 
Association, who is intervte 
for the program along with o 
educators and school official 
"Violence and Vandalisn 
Dur Schools’’ also discusses 
financial costs of the probl 
w»th estim ates ranging to ! 
a- billion dollars a year 
anc 
physical and emotional c<a| 
teachers, 
students 
and 
community. 


( 


_intl DAILY STAMPA HP/ Sifc-lon, Ma. Wild. 
IH e p . Howard attends 
Ì annual energy m eetin g ^^^^^Ê 
Seftto U names new department head 


ROLLA — Members of the 
Missouri 
Atomic 
Energy 
Commission 
met 
at 
the 
University of Missouri* Rolla 
recently for the third annual 
conference on energy. 
Among 
Missouri 
Atomic 
Energy Commission members 
taking part in the conference 
was State Rep. J. T. "Jerry” 
Howard, D*Dexter, who served 
as chairman. The conference 
was attended by House and 
Senate members, along with 
appointees 
named by Gov. 
Christopher Bond. 
In addition to other members 
present, special advisor to the 
commission, 
Dr. 
Daniel 
Eppelsheimer, 
and 
Richard 
Kennedy, commissioner of die 
U.S. 
Nuclear 
Regulatory 
Commission, 
were 
present. 
Kennedy presented the luncheon 
address and discussed future 
responsibilities of the state of 
Missouri with regard to nuclear 
waste material. 
White at the meeting, Howard 
said the Atomic Energy Com­ 
mission’s role should be ex­ 


panded to include additional 
responsibilities above and 
behond the advisory capacity, 
which heretofore has been its 
primary responsibility. 
Kennedy, Eppelsheimer and 
the Atomic Energy Commission 
discussed a federal* state 
agreement which the com­ 
mission felt should be acted 
upon in the near future. The 
agreement would provide funds 
for Missouri to develop plans 
and train personnel to inspect 
and regulate nuclear materials 
handling and waste disposal. 
Kennedy indicated to the 
commission that the U.S. 
Nuclear 
Regulatory 
Com­ 
mission would do everything in 
its power to assist the state in 
any problem areas provided 
Missouri 
is "an agreement 
state.” 
The 
agreement 
status 
provides certain responsibilities 
for 
the state and allows 
cooperating agreements to be 
made between state and federal 
government on nuclear waste 
materials. 


CAPE GIRARDEAU - Dr. 
Han Mu Kang, a member of the 
Southeast 
Missouri 
State 
University faculty since 1966, is 
now acting chairman of the 
department of political science, 
President Robert Leestamper 
has announced. 
The department is a new one 
at Southeast Missouri State. It 
was created July 1 when 
academic reorganization of the 
university became effective. 
Until the recent appointment 
of Kang, Dr. Gerald Giesler 
served as acting chairman of the 
department. Giesler is also 
chairman of the department of 


economics, 
another 
new 
department, and he will retain 
this position. 
Both departments are in the 
new College of Social Sciences. 
Dean of the college is Dr. 
George Ketcham. 
In 
his 
announcement, 
Leestamper said Kang will be 
acting chairman of the political 
science department until a 
regular chairman is appointed. 
"We are presently in the 
process of establishing a search 
committee that 
will seek 
candidates both from within the 
departm ent and from off 
campus,” the president said. 


"Dr. 
William 
Petrek (vice 
president for academic ser­ 
vices) will take the necessary 
steps to get this search com­ 
mittee formed in cooperation 
with Dean Ketcham of the 
College of Social Sciences and 
the department of political 
science.” 
Kang, a native of Korea, 
earned his bachelor’s degree at 
Indiana 
Central 
College 
in 
Indianapolis 
in 
1962 
and 
received his master’s degree in 
1965 from the University of 
Cincinnati, where lie also earned 
a doctor of philosophy degree in 
1970. 


■ He has written several papers 
dealing with the Korean political 
situation and government. He Is 
a member of the American 
Political Science Association, 
Association for Asian Studies, 
Missouri Academy of Science 
and the Korean Christian 
Scholars in the United States. 


In Cape Girardeau, he belongs 
to the Rotary Chib and has 
served on the board of trustees 
of the Wesley Foundation and 
die executive board of the 
Ecumenical Cent«-. 


He and his family live at 1419 
Sylvan Lane. 


Mineral evaluation 
started in SeMo 


Bond proclaims Nov. 7-13 as ‘metric week’ 


ROLLA — Nov. 7-13 has been 
proclaimed Metric Week in 
Missouri by Gov. Christopher S. 
Bond. 
During this week, news media 
have been urged to report the 
weather in metric units and 


asked to participate in special 
education (for students through 
grade 12) will be Judged during 
the week and winners will be 
announced Nov. 11. 
Highlight of the week is the 
second 
Mid-America 
metric 


Rolla at Holiday Inn- West in St. 
Louis. The conference will be 
followed by a metric workshop 
Nov. 13. 
Theme of the conference is 
metric education and training 
programs for grade schools, 
high 
schools, 
colleges, 


corporations. Dr. Betsy Ancker- 
Johnson, secretary for Science 
and Technology, U.S. Depart­ 
ment 
of 
Commerce 
in 
Washington, D.C., wUl be a 
featured speaker. 


ROLLA — State Geologist 
Wallace B. Howe of the Missouri 
Department 
of 
Natural 
Resources has announced the 
start of a cooperative effort with 
the U.S. Geological Survey to 
evaluate the mineral potential of 
a 
7,600-square-mite area in 
southeastern Missouri. 
This area, known as the 
"Rolla 
Second 
Degree 
Quadrangle” , encompasses a 
region with the largest present 
mineral production and the 
greatest potential for future 
mineral discoveries in the state. 
The comprehensive geologic 
study is aimed at finding new 
clues to the origin of the region’s 
metallic ores and new insights 
into where additional ore 
deposits might be found. 
"The first products of the 
project will be a series of 
geologic maps,” Howe said, 
explaining that "bedrock and 


be compiled for publication at a 
scale of 1:250,000 (one foch 
equals four mites). Ultimately, 
he added, "these will form the 
basis for interpreting regional 
mineral controls, developing 
guides for exploration 
and 
evaluating the mineral resource 
potential 
of 
this 
highly 
mineralized region. ” 
Howe pointed out that the 
project area covers all of Dent, 
Iron, Reynolds and Madison 
counties and parts of Phelps, 
Crawford, Washington, 
St. 
Francois, Ste. 
Genevieve, 
Perry, 
Bollinger, 
Stoddard, 
Wayne, Carter, Shannon, Howell 
and Texas counties. 
"This includes not only the Old 
Lead Belt, the St. Francois 
Mountains and the New Lead 
Belt or Viburnum Trend,” Howe 
said, "but also a considerable 
area to the west and south that is 
considered to 
have great 
_ . a. ii.l 
mmii 
*’ 


Suspected gas leaks 
should he reported 
to utility companies 


JEFFERSON 
CITY 
- 
Suspected gas leaks should be 
reported immediately to the 
utility company rather than to 
the fire department, police or 
other 
public 
agencies, 
the 
Missouri Public Service Com­ 
mission has announced. 
"If the teak report is made to a 
public safety agency instead of 
to the gas company, only delay 
can result because the agency in 
turn will have to contact the 
utility to correct the problem," 
the commission point«! out. 
"The natural gas utilities 
must respond immediately to 
the report of a gas leak, and they 
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are equipped to take the proper 
action in dealing with a leak.” 
The commission said it was 
reminding customers to contact 
the gas company if a leak is 
suspected because some of­ 
ficials in Columbia had told 
citizens to call the fire depar­ 
tment if they believed a teak had 
occurred. 
"The general public can be a 
great help in the gas safety 
program 
by contacting the 
company as soon as they suspect 
that gas is leaking,” the com­ 
mission said. 
"The gas utilities want to 
know when a leak is suspected 
and are prepared to act on the 
notice as quickly as possible. 
They must keep records of leak 
reports and the action they take, 
and the commission staff 
regularly reviews these records 
for compliance with our safety 
standards.” 
The companies are also 
required, the commission said, 
to maintain public education 
programs to inform customers 
of how to recognize and report a 
gas emergency. 
If a person believes there is a 
gas leak, the Commission said, 
he should: 
1. Get out of the area im­ 
mediately. 
2. Leave light switched and 
controls for other electrical 
devices as they are because they 
might, if moved, spark 
and 
ignite the gas. 
3. Telephone the gas company 
from a location outside the area 
or building where the leak is 
suspected 
Because 
natural 
gas 
is 
odorless, 
the 
commission 
requires that a chemical be 
added to give it a readily 
detectable odor before die gas 
reaches its explosive point. The 
odor is similar to that of rotten 
eM8 
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M ississippi County Returns (Unoffìc ial) 


MISSISSIPPI COUNTY 
1A 


Char leste 


IB I 2 


>n 


3 
4. 
I 


Bertrand 


E 
Pr 


1 


last 
airie 


2 
I 


Anniston 


a 
1 


Wilson City 


Deventer 


Wolf Island 


i 


I 


TOTALS 


PRESIDENT 


TP/it»*! H a I a 
t f i 
3.U 
S i 
M 
M 
i n 
/ t i 
3 ^ 
*?Y 
fc 
1 
x x 
n 
1,1 3 1 


Carter-Mondale (D) 
(Y’î :U 7 
lii 
IMI 
X l f W 
XtH 
i x 7 X)J 
7( 
n 
57 
IX c 
3 ,4 0 6 


McCarthy-Barrett (I) 
X 
1 
t 
1 
3 
1 
1 
X 
1 
17 


U.S. SENATE 
Danforth (R) 
Jo 
U 
*il 
/ifi IX c 
ISV 
i q 
V 
ii 
7 
/< 
11 h t 
I , ^ '7 3 


Hearnes (D) 
IS X 
i f f 
i l l 
x * ) 
I P 
X b f 
iff! M l 
i l l 
333 l b Y XXC 
t * 
n 
54 
I t x 
3-,7J» I 


Petty (1) 
1 
/ 
1 
------------- 


ö W 
E 
r K Ö R 
Bond (R) 
( C k 
( S t 
t * 
* ( 
1n 
IX7 
ihS 
? ? ‘l / « 
W 
V 
lé 
$ 
V 
J7 
Sc 


Teasdale(D) 
/0 7 
I l i 
X U 
¿Y? xih 
X7Y 
4(fO 
iXv 
XIX 
57 
Y f 
. 3 I ^ 


Striler (I) 
1 
V 
. 3 


LT. GOVERNOR 
PhelDS (R) 
i r i 
i l 
i s 
<7? 
H 7 
III 
l*‘l 
3 b 
cu 
I 
4 
/$ 
XL 
I , ? V ? 


Rabbi tt (D) 
J.of 
XV I 
( i t 
X5 C 
XXI M 
IV i 
3c<i (XX 
Xoi 5 y Yf it 
IXj 
3, i <1 


Fischer (I) 
O 


SEC. OF STATE 
Hoffman (R) 
V i i 
XI 
S x 
V 
5 5 
\Q > n 
M 
b l 
$ 
/ 
1C 
C\ 
l(f 
1 I Ÿ 


Kirkpatrick (D) 
X5/ 
W 7 
19/ 
h x 
M Ì 
i f ! 
ÇlL 
ÎSÎ 
(Hé 
t / 
.45 
ISJ 
4 , c c < i 


Carmack (I) 
1 
O - 


TREASURER 
Kemp (R) 
Ich 
7 7 
V? 
5 7 
¿ 3 
U? 
b 
Y 
/V 
1* 
XX 
S<c 1 


Spainhower (D) 
hl 1 
X l f 
x % 
XI ? 
S i i 
3?É 
f3l 
AW 
Yl ti 
*>5 
ixlf 
3 , Ü 0 1 


ATTORNEY GENERAL 
Ashcroft (R) 
V f 
f i t 
c ) 
7 X 
(C*) 
i p % ( t i 
/ c f 
I d 
s i 
> 
4 It 
XX 
YI 
i O 


Baker (i)) 
i l l 
i l l 
1 II 
XV/ 
î¥d 
XX~l m 
W y ^<0*1 ■}(7 
n 4 
3S 
Y ( 
1XI 
? -» i 
Y* 
U.S. REP. 10th DISTRICT 
Carron(R) 
5 * 
7 ? 
lit 
XT* 
Cù 
i f 
i ' l 
IX- 
/H 
s% 
v 
*7** 
*Y1 
1 
Xc 
n i l 


Buriison (D) 
w 
35J X(X 
X V 
H 
} U 
6VI I I v 
/ t t 
xv 
V iu 
'Tt 
STATE SENATE 27 
Took(R) 
t * 
I C S 
5 / 
h e 
V / 
us 
i Vo /JsC X I u 
6 
4 
1 1 
n 
Ml 
1 , 0 * 7 Y 


Dennis (D) 
X U 
1 4L m x r f 
X r 3 
U h 
n 7 
1 hi 
Xc Ì 
(?| 
e / 
( i 
i n 
1V) 
7 
STATE REP.160 
DeField, Fred (D) 
h i ) 3S1 XXl 
3 k 
3 ) 
»X 
) C ( 
i n 
XI'l 
Y1 
1x 9 
4 ) c i ? ” 


STATE REP. 162 
Copeland (D) 
LU 
1 X L 


33rd CIRCUIT JUDGE 
1 
Craig (D) 
XSéu n 
vl H 
. 
r u j 3c ^ 
3 ? i 
f P 
I f ! 
H 
Y2- 
7* tc IÏC 
n 


1 
ASSOCIATE JUDGE 1st DISTRICT 
Hurley (D) 
M S 
i d 
x n 
3/V ■HI 3 « 
cl S 
9 , 
1 (,V 


ASSOCIATE JUDGE 2nd DISTRICT 
Bennett (D) 
1, 1c 
A fi 
W 
u 
m 
5 3 
t f 
(+( 


PROSECUTOR 
Graham (D) 
X53 
3 U 
Xli 
M l 
3c J H i 
3vy x \ 
i h r x w 
31 
i t 
t r S 
3 -, 
1 i ‘3 - 


SHERIFF 
Grissom (D) 
H f 3 S c 
XiH 
3 iC 
l c f 
331 X Î J 
ih 5 X U 
I * 
?» 
t c 
i r j 
0 (• 
3 


ASSESSOR 
DeField, Ed (D) 
W 
X U atf 
m 
W 
Icy 
f i t 
f f o 
XU 
¿ 1 
f * 
i l 
i s v 
V i v 3 
CORONOR 
McMikle (D) 
¿f S 3 ? r 
XX 0 X 1C 
33^ 
M 
i t v 
A13 S l ° 
¥(( 
i H 
X U 
b b 
Hi 
7 I 
<fl 
4 , 1 - l H 


SURVEYOR 
X3Y l y e 
X *t 
U t 
X1( 
335 
n 
(3 ) 
Xix 
t x 
YL 
i f 
i r i 
3 , S W 1 


PROPOSITION 1 
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t t l 
n 7 
/ c l 
1 < 
m 
It (f 
t i t 
2 H 
n 
u t 
n 
XI 
U 
y r 
A , 


NO 
iSo X U 
111 
I H 
l é 9 a n 
U S 
JJ-c 
t f 
m 
[V;f 
Xh 
( 1 
ST* 
AMENDMENT 1 
YES 
J W 
X u 
i s t 
m 
X U 1)1 
l o i 
i'c 
fc ? 
i f 
n 
n 
35 
I t S 
9 , 0£i 3 


NO 
IS j 
117* 
h i 
‘ i t 
t 
12L/7*f 
x * 
? / 
t e s 
i/ 
X(o 
s - 
S f 
A * I ? Ì 


AMENDMENT 2 
( 
YES 
S 3 
1 3 
i i 
t é 
7? 
III 
1 cA 
m 
(?c 
n 
H 
11 
71 
/? 
U 
I , XOU 


NO 
a / 1 
3 U 
¡ i l 
t*1 XXI 
liS 
?Y 
XI 
- i i Vt 
S i 
f. , t. i 1 


MISS. CO. HEALTH BOARD 
Benson 
nr 
X7 <t l i ­ 
(H Xcc 
m 
X3c 
h r 
loi J±x 
3 ? 
n 
f f 
71 
Bryant 
I V 
e t i 
Vii 
n x 
XU 
a/t IH\ 
xrv 
é î 1ß 
x s 
3 ? V 
«X 
9- > i q *t 
Shew 
hi ill lì 
f i 
ill IkL f * 
Yf Æ 
3 ^ 
4 
11 
¿ 7 
1 1 Y v o 
¿OLID WASTE MGT. 
For 
[d 
t & 
n 
¥ 1 
m 
l / r 
75 
i à l 
IlS 
YY 
a 
1 
1 i 
77 
Against 
\ n 
x x l 
> i x 
m 
x t b 
) ° M l 
3}<f 
l e e 
S 3 
3 i 
5 1 
f f 
i x 
3 ,0 î O 


APPEALS JUDGES 
Flanitan 
YES 
H i gli /*t 
H y 
i t e 
11/ 
w 
\5*t 
\ u 
09-7 JZJL fru 
33 
XI 
+ 1 
i i 
I S 
a, 1 


NO 
1 7 
73 
fY 
l i 
? 
be V bf 
ii<? 
33 
¿1 
f 
XX ix 
I t 


HOGAN 
YES 
l i t 
a / f 
u 
a 
t t f /if 
I t i W 
ILV 
X c lp bf 
m 
xs 
i t 
3Y 
>1 V 
l . t t B 


' NO 
t i 
? ? 
i t 
*1 
>ct 
Tl 
11) 
U 
3 
/3 
If 
H 
3-C 
f l 4| 


PROBATE MAGISTRATE 
Banta 
III 
a 
AC 
0 
He U t 
HC? 
W 
fa 
S 
SO 19 6*1 
1 
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Large doses o f vitamin C 
aids terminal cancer patients 


Book review Consumer watch 


WASHINGTON (AP) - Ter­ 
minal 
cancer 
patients 
live 
about four times longer after 
receiving large doses of vita­ 
min C, says Nobel laureate Dr. 
Linus Pauling Other research­ 
ers say his findings look prom­ 
ising enough to warrant further 
study. 
A study conducted in Scot­ 
land by Pauling and Dr. Ewan 
Cameron says the mean surviv­ 
al time of 100 dying cancer 
patients was more than 210 
days after they were declared 
untreatable 
by 
conventional 
methods 
This compared with a mean 
survival time of 50 days for 1,- 
000 terminal patients who were 
used as study controls because 
they did not get the vitamin, 
said the report in the October 
issue of Proceedings of the Na­ 


tional Academy of Sciences 
Pauling, awarded the Nobel 
Prize in chemistry in 1954 and 
the Nobel Peace Prize in 1962, 
has been at odds with much of 
the medical community for ad­ 
vocating large vitamin C doses 
to prevent and treat common 
colds. There still is no over­ 
whelming consensus on that is­ 
sue. 
Dr. Paul Chretien of the Na­ 
tional Cancer Institute said 
Thursday 
there are serious 
questions about the methods 
used to conduct the cancer 
study. But the results still are 
encouraging enough to indicate 
vitamin C may be useful in 
conjunction 
with 
other the­ 
rapies in treating cancer, he 
said. 
“This study should prompt a 
repeat study of an identical na 


ture that is controlled by a sta­ 
tistician,” said Chretien, chief 
of tumor immunology in NCI's 
surgical branch. 
“There would be no question 
about the results if it had been 
done by random patient selec­ 
tion as a double-blind test in 
which 
neither 
doctors 
nor 
patients knew what medication 
was being given,” he said. 
In the study, conducted at 
Vale of Leven District General 
Hospital in Loch Lomondside, 
the 
researchers 
knew 
all 
patients getting vitamin C. The 
1,000 control cases were drawn 
from 
the hospital's records 
over the last 10 years and not 
selected at random 
Statisticians say these meth­ 
ods leave room for unintention­ 
al bias in selecting patients and 
interpreting results. 


THE MONEY HARVEST is 
the story of a high stakes Mafia 
plot to rip off the billion dollar 
commodities market. Armed 
only with the information that 
“something hot” will happen on 
July 11, lawyer Ancel Easter 
joins forces with unorthodox 
investigator Jake Pope to 
discover 
what 
had 
been 
overheard 
in 
a 
private 
Washington club by a former 
adviser to six presidents, who 
had been shot down by unknown 
assassins. 
Ross Thomas has been a 
reporter, an editor, and a public 
relations director for many 
publications, 
radio 
stations, 
national 
organizations, 
and 
political 
candidates 
in 
the 
United 
States, Europe, and 
Africa. 
Mr. Thomas is the 
author of nine other novels, and 
his first. The Cold War Swap, 
won the “Edgar Award” as 
“Best First Mystery Novel.” 
Also 
available 
by 
Ross 
Thomas from Avon Books is The 
Fools in Town Are on Our Side 


Prepaid legal insurance shows hike 


Associated Press Writer 
A growing number of Ameri­ 
cans are signing up for prepaid 
legal insurance, and the num­ 
ber of plans is expected to in­ 
crease 
sharply 
next 
year, 
thanks to a provision in the 
recently passed tax bill. 
The programs are designed 
to provide legal services to 
middle-income Americans who 
do not qualify for public de­ 
fender plans and cannot afford 
expensive lawyers’ fees 
There are two basic types of 
group legal arrangements — 
those providing a minimum of 
service, such as advice and 
consultation, and those offering 
substantial benefits in both civil 
and criminal cases 
Among the states where legal 
plans have been established are 
Alaska, New York, Connecticut, 
Massachusetts, Arizona, Loui­ 


siana, Ohio, California, Maine, 
Michigan and Wisconsin. 
Most of the comprehensive 
plans are linked to labor unions 
and have been set up as a re­ 
sult of collective bargaining 
agreements. Philip J. Murphy, 
a 
California 
attorney, 
said 
there are about 125 or 150 such 
plans across the country. 
Murphy, who is the American 
Bar Association expert on pre­ 
paid legal plans, said that be­ 
tween 1.5 and 2 million persons, 
including union members and 
their dependents, are covered 
by the programs. 
Until now, there was a ques­ 
tion as to whether employers' 
contributions to legal plans and 
the value of any legal services 
received under the plans were 
considered income for the indi­ 
vidual 
If the Internal Revenue Serv- 


ice decided that this money 
should be reported as income, 
it would be taxable. That would 
have meant that a participant 
in a legal insurance plan who 
received services for which a 
lawyer normally would have 
charged $3,000, would have 
been required to report the $3,- 
000 as income and pay tax on 
it. He also would have been re­ 
quired to pay tax on his em­ 
ployers’ 
contribution 
to the 
plan 
The legal insurance plans 
vary from area to area Some 
plans limit participants to a 
small group of lawyers; others 
allow 
individuals to choose 
their own lawyer, who then 
bills the program, much in the 
way a doctor or a hospital bills 
a health insurance plan. 
Statistics on the legal plans 
are difficult to find since the 


programs are relatively new 
The oldest prepaid plan still op­ 
erating, involving laborers in 
Shreveport, La., did not start 
until 1971. 
Murphy said the number of 
union 
members using legal 
services in Shreveport doubled 
after the insurance plan went 
into effect. He said about 15 to 
20 per cent erf those covered by 
most 
collectively 
bargained 
plans use some legal service 
during the year 
The amount of coverage pro­ 
vided varies from plan to plan 
and ranges up into the thou­ 
sands of dollars In Shreveport, 
for example, the insurance plan 
provides up to $1,685 per year 
for legal expenses 
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Scott County Returns 
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S. 
s_ 
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^ I 
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O* 
Ko 
£ 
£oU & 


ju 


5 


&3"Oc 
CO 
> 


<L> 
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ito 
O j \i (r 1 
3</0 
21 
3» 
H 
k . 
h L 
« 
i i i 
1 
j S . 
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Drug interactions guide published 


COLUMBIA— A guidebook on 
the subject of drug interactions 
occurring in the treatment of 
diaibetes 
mellitus 
(“ sugar 
diabetes”) has been published 
recently by the University of 
Missouri-Columbia School of 
Medicine. 
This is the first in a series of 
monographs 
on 
drug 
in­ 
teractions to be compiled from 
UMC’s 
Drug 
Information 
System, a computerized service 
providing 
information 
on 
hundreds of drug interactions. 
Drug 
interactions can be 
serioiUs 
and 
they 
occur 
frequently in the treatment of 
diabetics, 
says Dr. 
Samuel 
Graten, director of the Drug 
Information System. 
The monograph, “Diabetes 
Mellitus 
Drug 
Interaction 
Guide,” should help prevent 
such problems, he says. 
The guide “has been prepared 
for the physician who is unable 
to gain access to the computer- 
based files of the Drug Infor­ 
mation System,” Garten says. 
“Any physician 
treating 
diabetes 
should have these 
monographs at his fingertips at 
all times,” says Dr. William 
Bradshaw, family practice 
specialist and director of con­ 
tinuing medical education at 
UMC. 


“Complex and new drugs 
make it mandatory that the 
latest information always be 
immediately 
available,” 
he 
says. 
The methods of controlling 
diabetes are open to some 
questions, Bradshaw says. 
“The long-term effect of oral 
hyperglycenycs continues under 
investigation. 
When 
other 
products are added that may 
alter or change the effect or oral 
hyperglycemics or the added 
agent changes itself, the results 
should be known to the doctor 
treating that patient. ” 
The diabetes guide contains 
detailed information on about 30 
drug 
interactions 
commonly 
occurring in treatm ent of 
diabetes. 
Clinical 
evidence, 
results 
of 
experiment 
and 
references to medical journal 
articles are included. 
“As new or updated records 
become available, they will be 
sent to health care professionals 
and diabetes patients who buy a 
copy of the monograph,” Garten 
says. 
Dr. Ronald James, formerly 
diabetes specialist at UMC and 
now in private practice in 
Columbia, says the monograph 
will prove helpful to medical 
personnel 
working 
with 
diabetes. 


No other comprehensive 
listing of diabetes-related drug 
interactions exists, James says. 
“There’s a large number of 
drugs, all the way from aspirin 
to birth control pills, that affect 
diabetes and affect the blood 
sugar level, he says. James 
operates the Midwest Diabetes 
Treatment 
and 
Education 
Center in Columbia. 
“The important thing is that 
these drug interactions might 
have 
these 
effects 
and 
physicians 
using these drugs 
may have to make changes in 
the size of doses of anti-diabetic 
agents,” James says. 
What could happen when other 
drugs are used in addition to 
anti-diabetic drugs? 
Some drugs may retard the 
effects of anti-diabetic agents 
and the result could be con­ 
fusion, 
unconsciousness 
and 
possibly death, according to the 
monograph. 
Gther drugs may “potentiate” 
(augment) the effects of anti­ 
diabetic agents, resulting in 
decreased 
blood sugar and 
again 
disorientation, 
un­ 
consciousness 
and 
possibly 
death. 
For 
example, 
oral 
con­ 
traceptives, alcoholic beverages 
and diphenylhydantoin (used in 
pnilensv) 
mav 
decrease 
the 


effectiveness of anti-diabetic 
drugs 
while phenylbutazone 
(used 
in 
arthritis), 
cyclophosphamide 
(used 
in 
cancer) and again alcohol may 
potentiate them. 
“Even aspirin, with 19 billion 
tablets 
sold annually, 
can 
potentiate 
the 
anti-diabetic 
drugs,” says Garten. “Many 
people don’t think of aspirin as 
being a drug since it is sold over 
the counter. 
“This first in a series of drug 
interaction monographs is based 
on six years’ experience of the 
Drug 
Information 
System,” 
Garten says. 


Guides 
possibly 
to 
be 
produced 
from 
the 
Drug 
Information System include the 
subjects of the incompatibility 
of certain drugs with alcohol and 
interactions occurring in the 
treatment of hypertension (high 
blood pressure), Garten says. 
The cost for the diabetes drug 
interaction guide is $9, which 
includes the update service for 
the first year. The update ser­ 
vice after the first year will cost 
an additional $5 per year. 


Interested individuals should 
contact the Drug Information 
System, Dr. Samuel Garten, 626 
Lewis Hall, UMC, Columbia, 
Mo. 65201. 


Sea waters turn center to lagoon 


As Venetians walk on wooden planks in flooded St. 
blocking its natural discharge back into the open sea. At 
Mark’s square, Adriatic sea waters continue to wash 
right background the Ducal Palace and at center 
over the historic center of this lagoon city, pushed by 
background the St. Mark s Basilica, well known sights to 
strong Sciroccowindsthat swelled the lagoon to a peak of 
millions of tourists. 
( a p wirephoto) 
1.25 meters (4 feet 1 inch) above its average level. 
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Rep. Howard attends 
annual energy meeting 
SeMo U names new department head 


ROLLA — M embers of the 
M issouri 
A tom ic 
E n erg y 
C om m ission 
m et 
a t 
the 
University of Missouri- Rolla 
recently for the third annual 
conference on energy 
Among 
M issouri 
A tom ic 
Energy Commission m em bers 
taking part in the conference 
was State Rep J. T. “ Je rry ” 
Howard, D-Dexter, who served 
as chairm an 
The conference 
was attended by House and 
Senate m em bers, along with 
appointees 
named 
by 
Gov 
Christopher Bond 
In addition to other m em bers 
present, special advisor to the 
com m ission, 
D r. 
D aniel 
Eppelsheim er, 
and R ichard 
Kennedy, commissioner of the 
U.S. 
N u clear 
R egulatory 
Commission, 
were present. 
Kennedy presented the luncheon 
address and discussed future 
responsibilities of the state of 
Missouri with regard to nuclear 
waste m aterial 
While a t the meeting, Howard 
said the Atomic Energy Com­ 
mission's role should be ex­ 


panded to include additional 
resp o n sib ilities 
above 
and 
behond the advisory capacity, 
which heretofore has been its 
prim ary responsibility 
Kennedy, Eppelsheimer and 
the Atomic Energy Commission 
discussed 
a 
federal- 
state 
agreem ent 
which 
the 
com­ 
mission felt should be acted 
upon in the near future. The 
agreement would provide funds 
for Missouri to develop plans 
and train personnel to inspect 
and regulate nuclear m aterials 
handling and w aste disposal. 
Kennedy 
indicated 
to 
the 
com m ission 
th a t 
the 
U.S. 
N uclear 
R eg u lato ry 
Com ­ 
mission would do everything in 
its power to assist the state in 
any problem areas provided 
Missouri 
is 
“ an 
agreement 
state.” 
The 
ag ree m e n t 
statu s 
provides certain responsibilities 
for 
the 
s ta te 
and 
allows 
cooperating agreem ents to be 
made between state and federal 
government on nuclear waste 
m aterials. 


CAPE GIRARDEAU - Dr. 
Han Mu Kang, a m em ber of the 
S o u th east 
M issouri 
S tate 
University faculty since 1966, is 
now acting chairm an of the 
departm ent of political science. 
President Robert Lees tam per 
has announced 
The departm ent is a new one 
at Southeast Missouri State. It 
w as 
created 
July 
1 
when 
academ ic reorganization of the 
university became effective, 
Until the recent appointm ent 
of Kang. Dr 
Gerald Giesler 
served as acting chairm an of the 
departm ent 
Giesler 
is 
also 
chairm an of the departm ent of 


econom ics, 
another 
new 
departm ent, and he will retain 
this position. 
Both departm ents are in the 
new College of Social Sciences 
Dean of 
the college is Dr. 
George Ketcham. 
In 
his 
announcem ent, 
Leestam per said Kang will be 
acting chairm an of the political 
science 
departm ent 
until 
a 
regular chairm an is appointed 
"W e are presently in the 
process of establishing a search 
com m ittee 
that 
will 
seek 
candidates both from within the 
d e p artm e n t 
and 
from 
off 
cam pus,” the president said 


“ Dr. 
William 
Petrek 
(vice 
president 
for academ ic 
ser­ 
vices) will take the necessary 
steps to get this search com­ 
m ittee formed in cooperation 
with Dean 
Ketcham 
of the 
College of Social Sciences and 
the 
departm ent 
of 
political 
science ” 
Kang, 
a 
native of Korea, 
earned his bachelor's degree at 
Indiana 
Central 
College 
in 
In d ian ap o lis 
in 
1962 
and 
received his m aster's degree in 
1965 from the University of 
Cincinnati, where he also earned 
a doctor of philosophy degree in 
1970 


He has written several papers 
dealing with the Korean political 
situation and government He is 
a mem ber of the Am erican 
Political Science Association, 
Association for Asian Studies, 
Missouri Academy of Science 
and 
the 
K orean 
C h ristia n 
Scholars in the United States. 


In Cape G irardeau, he belongs 
to the Rotary G ub and has 
served on the board of trustees 
of the Wesley Foundation and 
the executive board of the 
Ecum enical Center 


He and his family live at 1419 
Sylvan Lane 


Mineral evaluation 
started in SeMo 


Bond proclaims Nov. 7-13 as ‘metric week' 


ROLLA — Nov. 7-13 has been 
proclaim ed 
Metric 
Week 
in 
Missouri by Gov. C hristophers. 
Bond 
During this week, news media 
have been urged to report the 
w eather in m etric units and 
students in elem entary, junior 
high and high schools have been 


asked to participate in special 
education (for students through 
grade 12) will be judged during 
the week and winners will be 
announced Nov. 11. 
Highlight of the week is the 
second 
Mid-America 
m etric 
conference Nov 11-12. presented 
by the University of Missouri- 


Rolla at Holiday Inn- West in St. 
Louis. The conference will be 
followed by a m etric workshop 
Nov 13. 
Theme of the conference is 
m etric education and training 
program s for grade schools, 
high 
schools, 
colleges, 
u n iv ersities 
and 
in d u strial 


corporations Dr Betsy Ancker- 
Johnson, secretary for Science 
and Technology, U.S. D epart­ 
m ent 
of 
C om m erce 
in 
Washington, D C , will be a 
featured speaker 


GO TO CHURCH SUNDAY 


ROLLA — State Geologist 
Wallace B. Howe of the Missouri 
D ep artm en t 
of 
N atu ral 
Resources has announced the 
start of a cooperative effort with 
the U.S. Geological Survey to 
evaluate the mineral potential of 
a 
7 ,600-square-mile 
area 
in 
southeastern Missouri. 
This 
area, 
known as 
the 
“ R olla 
Second 
D egree 
Quadrangle” , encompasses a 
region with the largest present 
m ineral 
production and 
the 
greatest potential for future 
m ineral discoveries in the state. 
The 
comprehensive 
geologic 
study is aimed at finding new 
clues to the origin of the region's 
metallic ores and new insights 
into 
w here 
additional 
ore 
deposits might be found 
"The first products of the 
project will be a series of 
geologic 
m aps," Howe 
said, 
explaining that “ bedrock and 
subsurface maps of the area will 


be compiled for publication at a 
scale of 1:250.000 (one inch 
equals four miles). Ultimately, 
he added, “ these will form the 
basis for interpreting regional 
mineral 
controls, 
developing 
guides 
for 
exploration 
and 
e v a lu a te the mineral resource 
potential 
of 
this 
highly 
mineralized region 
Howe pointed out that the 
project area covers all of Dent, 
Iron, 
Reynolds and Madison 
counties and parts of Phelps, 
C raw ford, 
W ashington, 
St. 
F rancois, 
Ste 
G enevieve, 
Perry, 
Bollinger, 
Stoddard, 
Wayne, Carter, Shannon, Howell 
and Texas counties 
“This includes not only the Old 
Lead Belt, the St 
Francois 
Mountains and the New Lead 
Belt or Viburnum Trend." Howe 
said, "but also a considerable 
area to the west and south that is 
considered 
to 
have 
g re at 
potential for new discoveries. ” 


Suspected gas leaks 
should be reported 
to utility companies 


JE F F E R S O N 
CITY 
- 
Suspected gas leaks should be 
reported 
im m ediately to the 
utility company rather than to 
the fire departm ent, police or 
other 
public 
agencies, 
the 
Missouri Public Service Com­ 
mission has announced 
“ If the leak report is m ade to a 
public safety agency instead of 
to the gas company, only delay 
can result because the agency in 
turn will have to contact the 
utility to correct the problem ," 
the commission pointed out. 
"The 
natural 
gas 
utilities 
must respond imm ediately to 
the report of a gas leak, and they 
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are equipped to take the proper 
action in dealing with a leak.” 
The comm ission said it was 
reminding custom ers to contact 
the gas com pany if a leak is 
suspected 
because some 
of­ 
ficials in Columbia had told 
citizens to call the fire depar 
tment if they believed a leak had 
occurred 
“ The general public can be a 
great help in the gas safety 
program 
by 
contacting 
the 
company as soon as they suspect 
that gas is leaking." the com­ 
mission said 
“The gas utilities want to 
know when a leak is suspected 
and are prepared to act on the 
notice as quickly as possible 
They must keep records of leak 
reports and the action they take, 
and 
the 
com m ission staff 
regularly reviews these records 
for com pliance with our safety 
standards ” 
The 
co m p an ies 
are also 
required, the commission said, 
to m aintain public education 
program s to inform customers 
of how to recognize and report a 
gas em ergency. 
If a person believes there is a 
gas leak, the Commission said, 
he should: 
1. Get out of the area im ­ 
mediately 
2 Leave light switch, s and 
controls 
for 
other electrical 
devices as they are because they 
might, if moved, spark 
and 
ignite the gas 
3 Telephone the gas company 
from a location outside the area 
or building where the leak is 
suspected 
B ecause 
n a tu ra l 
gas 
is 
o dorless, 
th e 
com m ission 
requires th at a chemical be 
added 
to give it a readily 
detectable odor before the gas 
reaches its explosive point The 
odor is sim ilar to that of rotten 
_ 
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‘Friend ’ drops her mask 


Louise's, "but then after what you'd put her oldest 
through— how could she forget?" 
"H ave you gone mad Troy, what in the name of hell 
are you talking about?" 
"About a young girl, Lucy Weaks by name, who ran 
off at age sixteen and married Annie's oldest son Earl 
— who didn't die by the way Louise, until after you had 
supposedly married Hank. What would you say that 
would make your other marriage Louise— and your 
daughter?" 
"A sham, damn you!" She jumped to her feet, "How 
did you find out - there was no w ay!" She backed 
against the door of Troy's bedroom, eyes blazing and 
looking for all the world like a treed bobcat Troy had 
once seen. 
Troy moved over to the bed and sat down. Now that 
she had thrown the accusations in her face she had to 
admit the truth to herself, no matter how unpleasant It 
was, and it was almost more than she could bear. 
"Luke recovered this afternoon, and I had a long 
talk with him. He told me it wasn't Randy he was to 
meet— but you. What have you done with your brother 
anyw ay?" 
"That fool!" she sneered, "He ran— just like he has 
all his life. He never was worth a damn, the weak, 
sniveling idiot!" 
"And I suppose you think you— are?" 
"Listen lady, you don't know what it's like to grow 
up poor white trash. Well, let me tell you something, 
that's what we were— poor white trash, and I hated it! 
Your father drunk all the time, dragging you here and 
there with him, and always to someplace else dirty 
and falling down, where the other kids could point 
their fingers at you and laugh and call you trash 
names." 
She was panting as if she had been running, her 
memories crowding in on her, "Yes, I married Earl— 
I teased him and teased him and even though that old 
fool of a woman tried to warn him I got him to marry 
me." She smiled triumphantly. " I might have been 
poor white trash Troy, but I was one hell of a looker," 
she preened herself a moment, and then scowling, 
"but nice boys don't want to marry a girl like me. I 
was fine for a tumble in a cotton field, but who wants 
to take home a girl to mother when her family is pure 
trash." 
"Louise— Louise," cried Troy, "don't you know that 
sticks and stones may break your bones, but words— " 
"W ill never hurt you." She sneered. "Yeah, I heard 
that before- all my life I heard that- everytime I 
came in crying when some rich kid had taunted me 
about my worn out dress or my drunken father, my 
stupid mother would quote that equally stupid saying 
to me and that's all it ever was stupid- stupid- 
S T U P ID !! ! " 
"I'm so sorry for you," whispered Troy. 
"Well, you don't need to be my friend lady. You that 
always lived in this big place and were never allowed 
near the likes of me." 
"That's not fair," cried Troy hurt, " I never even 
met you." 
"How could you M iss Richy? Ever time you came 
over to Old Annies, she would send us back to our 
cabin so we wouldn't contaminate the girls from the 
big house. Course she was always anxious to send me 
away anyway, she knew how crazy Earl was for me." 
She laughed aloud. "And he was— his old maw was no 
match for me." She gloated, "We ran off- it was legal 
too- he married me." 
" I know," Troy nodded, " I found the records on file 
in the courthouse. But what happened? Why did you 
leave him ?' 
"Leave him !" she exclaimed, "A s soon as I got out 
of these hills and saw how other people lived— as soon 
as I realized I didn't have to be poor all my life, then I 
never had another thought in my head but leaving 
him." 
"Then w h y-" began Troy. 
"Don't you understand?" It was the only way I had 
of getting out of here— away from what I'd been living 
in." She paused, her face as flushed as if she'd been 
out too long in the sun. "W e went to Louisville— he 
went to work in a factory, and as soon as we'd saved 
up enough money to get me a little further down the 
road— I packed up and left him." 
"Nothing like a loving wife." 
"Don't judge me Troy— you've never been in the 
same circumstances." 
"God forbid!" she snapped back. "So you ran off 
from Earl, found another sucker to marry you— even 
though you and Earl had never been divorced, and you 
suddenly change from trash Lucy to respectable 
Louise." 
"You're damn right," she snarled, "and Troy," her 
eyes narrowed and she almost hissed, " I might say I 
was poor white trash, but I don't like to hear it coming 
from you." 
"Frankly Louise, I just plain don't give a damn what 
you like." Troy rose to her feet. "W hat was Old Annie 
wanting from you?" 
"Can you believe?" Louise asked incredulously, 
"she felt I owed her something for Earl. She was going 
to blackmail me, wanted me to provide an education 
for that dumb grandson of hers." 
"So you killed her," Troy spoke ominously, "you hit 
her over the head and made it look like an accident— 
no wonder I found your money pouch not far from her 
cabin— and no wonder I didn't see any patch of Sweet 
William growing near there either." 
"You are so gullible Troy— it was really funny 
watching all of you blame old Jud and Randy for 
everything. Course I have to admit, that Jud certainly 
came in handy for tying up certain unexplained loose 
ends." 
"You are a fiend Louise, I will say you have sud­ 
denly made it quite easy for me to detest you." Troy 
spat out, " I know why you tried to kill Luke, it must 
have been some shock for you when he told you the day 
of the funeral that his Granny had said you'd look out 
after him - but why Jud?" 
"You should be able to imagine my surprise when 
we got here and I found Randy had come back. I 
almost died- but what could I do, short of praying that 
he wouldn't give me away. Finally I was able to get 
together with him in the woods for a talk, and he told 
me how Jud was paying him to scare your sisters off 
the farm. After that we met at intervals and one day 
Jud saw Randy and me with our heads together, 
sneaked up and eavesdropped on our conversation. 
Randy had been putting the bite on him for more 
money, and when Jud heard us talking he put two and 
two together, and tried to turn the tables on Randy. He 
threatened to expose me if Randy didn't leave and 
stop his demands for more payment." She suddenly 
reached in the front of her dress and pulled out a small 
pistol. I don't threaten easily Troy." 
'Well, well," Troy said placidly, " I thought you 
were going to offer to buy me off, and instead I find 
Tilly, or is it Florence, has been carrying something 
more than cash around in there all these years." She 
took a step toward Louise, "Now what do you think 
you're going to do with that thing— shoot everyone In 


the house?" 
"N o -," she smiled at her, "you ought to know by 
now that I'm much smarter than that." 
"Frankly, I find myself completely unimpressed 
with your mental prowess." Troy taunted her, " If you 
were so damn smart how come you married such a 
poor man— couldn't you just as easily have married a 
respectable rich one?" 
"Hank had money and family when we married. He 
lost it in the Depression, but didn't tell me. We always 
lived good as long as he was alive and earning— it was 
just when he died that I found out he'd left nothing, 
we'd lived up everything he made every month." 
"P ity!"an d Troy laughed aloud. 
"Don't push me, I can barely stand the sight of you 
anyway." 
"Well believe me, the feeling is now mutual." Troy 
looked puzzled, "F or the life of me I can't figure out 
why you came back here with me. Why put yourself in 
a position that might threaten your marvelous 
respectability?" 
"It was like a game." Louise answered, " I couldn't 
resist going back as a guest in the big house. I'd 
always wanted to just have a tiny peek inside, and now 
here I was being invited to stay; besides, I didn't 
dream Old Annie would still be alive or that that idiot 
brother of mine would be here." She motioned with 
her gun, "Come on Troy, we're going to start on that 
trip a little early. If anyone asks you, tell them we're 
going to the hospital to check on Luke again, and I 
think we're going to have to do that too, don't you 
Troy?" 
A shiver ran down Troy's spine at the thought of 
what Louise was planning to do do to Luke. She stood 
rooted to the spot, her feet felt like lead, and as she 
looked down the muzzle of the tiny gun, she asked, 
"H ave you always carried that thing?" 
"Alw ays," snapped Louise, "now move, I've got lots 
of things to do." 
"And if I don't?" 
"If you don't," Louise leered at her, "we'll have to 
shoot at least one of your sisters just to convince you I 
mean business. If you're with me, I don't think anyone 
will be foolish enough to send the Sheriff after us if 
they do figure out anything." 
"W hy not?" Troy shrugged, "You're going to shoot 
me sooner or later anyway." 
"That may well be true, but you don't have to have 
any of the others join you, do you?" She laughed. "I'd 
hate to do that— they've all been so hospitable." 
"You're sick!" Troy burst out, "you're just as nutty 
as a fruitcake!" 
"Shut your damn fat mouth and move," Louise 
motioned her through the door, "A ll you ever do is 
talk— talk— talk!" 
"Well, that beats what you do for kicks!" And Troy 
thoroughly furious by now, stormed through the door 
and to the top of the stairs with Louise right behind 
her. 
"Wheeee!" came floating through the house and 
Troy and Louise turned together and gasped as 
drifting toward them through the dusk appeared an 
apparition dressed in a Confederate army uniform. 
"G od— " cried Louise, "what is it?" and Troy chose 
that moment to shove with all the strength she could 
muster against the larger woman. She toppled wildly 
for a second, and then head over heels begin slowly 
falling down the flight of stairs to lie in a crumpled 
heap at the bottom. 
"W hat have I done?" screamed Stacy, setting down 
the wicker lamp she had been holding in front of her 
face as she'd come down the attic steps dressed in old 
uniform of her grandfathers she had found up there. 
"Oh God Troy- I was just acting silly. I thought it 
might be funny, and I've killer her." She began to 
scream again. 
Troy reached out and slapped her sister violently 
across the face, "Don't be an ass— if she's dead I did 
it." She turned and descended the stairs to where 
Bertha and Amos were kneeling by Louise's body. 
"W hat on earth Miss Troy?" moaned Bertha, 
"Am os and I heard this screechin and thumpin, and 
now Miss Louise laying here. Oh Lawd,and I thoughts 
our problems were over." 
"How is she Am os?" ask Troy ignoring the sobbing 
cook. 
He shook his head slowly, "I'm powerful sorry Miss 
Troy, but I believe her neck done broke." 
"Well, 
I'm not sorry," spoke Troy defiantly. 
"Bertha, find Jo and send her to me at once, and Amos 
you go and call Michael." And disregarding the 
shocked expressions on all their faces, she turned and 
oegin to slowly climb the stairs back to her room. 
(To be concluded 
Wednesday) 


Public Notices 
4. Notices 


October 25,1976 
Sealed 
proposals for furnishing 
W arm up Suits will be received 
until 11:00 a m. C.D.T., N ovem ber 
8, 1976 in the P urchasin g Office 
R o o m 
220 
A c a d e m ic 
H a ll, 
S o u th e a st 
M is s o u r i 
State 
U niversity, Cape G irardeau, M o 
63701. B id form s m ay be picked up 
at the P u rc h a sin g Office or w ill be 
m ailed upon request. 
R o y D ru ry, Treasurer 
Southeast 
M isso u ri 
State 
U nive rsity 
C ape Girardeau, Mo. 63701 
21 0 , 2 1 1 , 212 


IN V IT A T IO N TO B ID 
All P e rso n s interested in pur 
ch asing the "H e tlage R esid en ce " 
(located on Lots 1, 2, & 3, Block 8, 
M c G e e s A ddition to Kewanee, New 
M a d rid 
County, 
M isso u ri) 
are 
invited to subm it their written 
sealed bids for sam e no later than 
M o n d a y N ovem ber 30, 1976 Said 
bids will be opened by the below 
signed executor on D ecem ber 1, 
1976 
and 
the successful 
bidder 
notified. The Executor reserves 
the right to reject any and all bids. 
M ail bid s to: 
George E Bockhorst, Executor 
P.O. Box 638 
Cape G irard eau, M isso u ri 63701 
Kenneth L. Dem ent 
Aft y at L a w 
S'keston, Mo. 
Attorney for Estate 
211,212,213,217,218,219 


WATER CURE 


NEW YORK (AP) - Storing 
hot and cold water in tanks 
may be one way to cut electric 
bills. 
A series of experiments is 
being conducted in New Jersey 
and Pennsylvania by General 
Public Utilities Corp. to deter­ 
mine the economic practicality 
of equipping homes and busi­ 
nesses to heat or cool water at 
night for space heating or air 
conditioning in daytime. 


Students 
to 
train 
for 
beauty 
operator 
S E M O Beauty School 
207 E Center 471 2620._____________ 


F u rn iture stripping 
M etal doors, 
etc Reasonable. 785 3590. 
_________________________________ TF 


C L A S S IF IE D A D V E R T IS IN G 
S E C T IO N 
R A T E S 
M in im u m three d ay run. 
Cash 
discount of 50c if paid within four 
d ays after insertion date. 


E R R O R S 
We m ust be notified the first d ay of 
publication of errors, after that 
you will be charged 
A d s will be taken from 9 to 12 on 
Saturday 
6. Sleep. Rooms 


Cottage bedroom, utilities paid. 1 
e m p lo y e d 
p erson. 
H o tp la te 
privilege 
Refrigerator. 
Shower. 
150 m onthly. 471 3403 
____________________________ 
T F 


M o d e rn 
sle e p in g 
ro o m 
w ith 
private bath. Call after 5 471-4095, 
47 1 007 9. 
_______________________________ 
TF 


Sleeping room s available. $100.00 
month. 
N ' O rleans Apartm ents. 
471 4264 
T F 
7. Furn. Apts. 


2 bedroom furnished duplex with 
utilities. 4712145471 6310. 
_________________________________ TF 


F u rn ishe d 
apartm ent. 
$140.00 
m onthly. No pets. Inquire at 502 
M atth ew s after 5 p.m. 
TF 


Furnished apartment. 471 0416. 
T F 


3 room duplex. P artial utilities 
paid. 
1 
em ployed 
person. 
$60 
m onthly. 471 3403 
_____________________________ TF 


3 room apartment. Utilities fur 
nished 1 employed person. $125.00 
monthly. 471 3403. 
_____________________________ TF 


Furnished apartment. 2 bedroom 
47’-0588. 
TF 


2 
room 
efficiency 
apartment. 
Furnished. A ll utilities furnished. 
$100.00 3 room efficiency ap art­ 
ment. 
Furnished. 
A ll 
utilities 
furnished. $110 monthly. 471-3444. 
_____________________________ TF 


Furnished apartment. Call after 4 
471-4164. 
_____________________________ TF 


For Rent: 2 or 3 room furnished 
apartments. 
Utilities 
furnished. 
471-2772._________________________ 


Apartm ent 1 professional person. 
Call after 5 471-1804. 
_____________________________ TF 


F u rn ish e d 
and 
u n fu rn ished 
apartm ents. 472-0854 471 5470. 
TF 


Apartm ents furnished. 
47 1 5124. 
Utilities. 


T F 


Furnished 
Apartm ents, 
paid. 471-5087 
utilities 


TF 


2 and 3 room efficiency a p a rt­ 
m ents. $125.00 
$150.00 N 'O rle a n s 
Apartm ents. 
U tilities paid. 471- 
4264. 
T F 
8. Unfurn. Apt. 


Nice 2 bedroom apartm ent. Full 
dining 
room. 
M o dern 
kitchen, 
drapes 
and 
carpeting, 
laundry 
room with storage. G a s and water 
furnished. $160.00 471 9575. 
______________________________11-5-76 


2 bedroom unfurnishedapartm ent. 
$135.00 417 L ake St 471 0324. 
T F 
9. Rental Houses 


H ouse for rent. $250.00 per month, 
in M iner. 3 bedroom s living room, 
kitchen, and fam ily room . Bath 
and Vj. Call 471-6242. 
10 29 76 
10. Furn. Houses 


2 
b e d ro o m 
fu rn is h e d 
house. 
Utilities paid 
In Lilbourn, 688 
2777. 
______________________________11 5 76 


3 room furnished house. U tilities 
paid. 471-5124. 
T F 
11 A. Mobile 
Home Rentals 


2 bedroom furnished m obile hom e 
47 1 6310 47 1 2145 
_________________________________ T F 


2 bedroom m obile hom e. 472 0610. 
______________________________11 1 76 


2 bedroom furnished m obile home. 
On H a rry St. 471 2156 , 471 4061. 
10-25 76 
11. Misc. For 
Rent_____ 


For 
Lease 24 hour restaurant. 
C ro ss T ru ck Stop. 1-57 683 6584 at 
Charleston. 
______________________________11-5-76 


M in i 
Storage for 
individual 
or 
b usiness 
use 
Contact 
A rth ur 
Ziegenhorn. 471 3107 or 471 1817. 
A lso office space 1637 E Malone. 
_____________________________11-14 76 


O ffice for rent. 11 B ranum with 
bath. U tilities furnished. 471 5804 
471 3707 
_________________________________ T F 


O ffice for rent with private office 
in rear A& B Leasin g Co. 1637 E 
M alon e Call 471-1817 or 471 3107. 


O ffice space for 
suite. A ll utilities 
service furnished 
M a d rid 471 5382 


ease 
2 room 
and custodial 
301 
N. 
New 


T F 


1 horse horse trailer. Call 471-2466. 
__________________________ 11-876 


Antique wooden ice box. O riginal 
finish 
hardware 
and 
shelving. 
Excellent condition. $160.00 471- 
2303. 
__________________________ 11-4-76 


G arage Sale 
806 Ruth 
__________Thurs. 8, Fri.__________ 


Used furniture. 
Chest, dresser, 
h e a tin g 
stoves, 
g a s 
ran ge . 
Apartm ent 
electric 
range 
and 
other items. 471-4624.115 S. Handy 
__________________________ 11-5-76 


New and used furniture including 
new beds for $41.00 cash and carry. 
471-7390. 
__________________________ 11 4-76 


197615' 3 ft. Ouachita bass boat and 
trolling motor. 50 horse M e rcu ry 
motor and trailer. $2800.00 Call 283 
5745 after 5 or 283 5648 after 6:30 
___________________________ 115 7 


Now taking orders for crocheted, 
dollies, capes, and etc. 471 3092. 
__________________________ 11 3-76 


Lad ies w edding rings. Valued at 
$225.00 W ill sell for less. Call 471- 
9058. 
__________________________ 11-3 76 


R educe safe, & fast with G oBese 
Tablets & E -V a p "w a te r p ills" 
O sco D r u g _________________________ 


Beauty shop equipm ent. 649-3265 
or 649 3138. 
__________________________ 11 2 76 


Reduce safe 8. fast with G oBese 
T ablets 8. E Vap "w a te r p ills" 
H a r r is 
P h a rm a c y , 
S ik e st o n ; 
M ore ho use D rug, M orehouse. 


New and used electric golf carts. 
O K R ad iator Shop, Dexter, M o. 


D og H ouses A ll Sizes. Phone 471 
3162. 
_________________________________ T F 


TG8, Y 
K in gsw ay Plaza M all 
W e cut keys 
W e se ll live plants__________________ 


W e buy, sell, and trade good used 
and 
new 
guns. 
700 
in 
stock. 
Advance, M o. 722 3310. 
_________________________________ T F 


New and Used A ir C om pressors. 
H alford Radiator Service 471 4014. 


Lose weight safe, fast, easy with 
the 
D iad ax 
plan Reduce 
fluids 
with Fluidex, Osco D r u g __________ 


W ater pills and laxatives m ay 
deplete 
your 
b o d y's 
essential 
P otassiu m — ask for K F o rte ' O sco 
D rug.______________________________ 


Grapefruit Pill with D iad ax, eat 
satisfying m eals and lose weight, 
new extra strength form ula, Osco 
D rug.______________________________ 


Tell 
C ity 
F urniture 
A m e ric a 's 
finest 
in early 
A m e rican 
solid 
maple. Econom y Furniture, 209 W. 
C om m e rical Charleston, 683 6733. 
T F 
USE THE DAILY STANDARD 
CLASSIFIED ADS 


Carport 
Sale 
327 Pam 


Thurs. 8-5 


Carport 
Sale 


12A. Musical 
Instruments 


W urlitzer 
O rgan 
O rbit 
3 
Syn 
thesizer for sale Call 471 6887 
_________________________________ T F 


P IA N O S A N D O R G A N S Baldw in, 
and W urlitizer. Finest quality at 
reasonable 
prices 
and 
term s. 
Rental 
plan 
available. 
Keith 
Collins Piano Com pany, 98 North 
K in gsh ig h w a y P h o n e 471 4531. 
12. Misc. For 
Sale_____ 


M annequins. 2 full figure m an 
nequins. 
2 
partial 
torso 
m an 
nequins 
1 gift w rap counter. 471 
9280 
_________________________ 
115 76 


Carport Sale 
320 Pam 
Fri. 
Still H ave Fresh Catfish In Live 
Box 
A lso 
H ave 
Frozen 
Fish. 
Catfish H aven 471 0976 
______________________________11 5 76 
Used furniture, living room suite. 
Electric stove, 471 5333 
______________________________11 5 76 


Dinette set 6 chairs. 
2 leaves. 
M atch in g china cabinet. $125.00 
Good condition 471 7538 
______________________________11 7 76 


Black vinyl recliner 
Like new. 
$50.00 Call after 5:30 471 0109 
______________________________11 4 76 


4 F a m ily Porch Sale 
340 Crowe 
Tues. Wed Thurs. 8, Fri. 


804 Poplar 


Frl., Nov. 5 


7-1 p.m. 


U 5 76 


2 F a m ily Carport Sale 
400 Southwest 
Thurs. Fri. Sat. 
Lots of item s for 
C hristm as gifts 
11 4 76 


ARMY SURPLUS STORE 
138 W. MALONE 


M-65 Field Jackets 
Denim Chore Coats 
Combat Boots 


13. Real Estate 


P u b lish e r's Notice 
All real estate advertised in this 
new spaper 
is 
subject 
to 
the 
Federal H ousing Act of 1968 w hich 
m akes it illegal t® advertise "a n y 
p re fe re n ce , 
lim ita tio n , 
or 
d iscrim ination 
based 
on 
race, 
color, religion, sex, or national 
origin, or an intention to m ake an y 
such 
preference, 
lim itation, 
or 
d iscrim in a tio n ." 
T h is 
n e w sp a p e r 
w ill 
not 
know ingly accept any ad vertisin g 
for real estate which is in violation 
of the law 
Our readers are in 
form ed 
that 
all 
dw ellings 
ad 
vertised 
in this new spaper are 
available on an equal opportunity 
basis _________________________ 


H ouse for sale by Owner 
Sm all 
d ow npaym ent 471 3112. 
_____________________________ 11-4 76 
5 acre s 2 m iles from D oniphan on 
county 
blacktop 
All 
utilities 
Sm all hunting shack. $4000.00 379 
3977 
____________________________ 11 9 76 
54 acre farm , beautifully located, 
hill farm with m odern house, large 
barn, deep wells. 16 m iles W est of 
Sikeston 568 2813 
_________________ 
TF 


MANAGER 


International Company seeks a person who 
is highly respected in the community. Pres­ 
tigious, appearance, able to manage and 
supervise people, Ability to visualize an 
income over s7000.00 the first year, plus 
use of new car, and other benefits. 
For appointment call Mrs. Bird 


M O N D A Y THRU W EDNESDAY 
FROM 2-4 AT 624-5084 


Private warehouse sale 
One day only 


Sat., N*v. 6 - 8 a.m.-8 pjn. 


Hundreds ef items 
>ew aad used furniture, appliances, housewares, 
and hardware. 
Lots of antiques 


Including pump organ, glassware, lamps, 
stave barrels, trunks, etc. 
812 S. Main 


(Old Armour Moving & Storage Bldg.) 
Sikeston, Mo. 


C H O IC E B U IL D IN G LO TS 
IN 
L A K E V IE W Z E S T A T E S 
Just completed 3 bedroom, 2 full 
baths, 2 car garage. A ll owners 
have 
fishing 
privileges 
in our 
freshly stocked Lake on premises. 
E a s y 
fin a n c in g 
and 
te rm s 
a v a ila b le . 
Contact 
A rth u r 
Ziegenhorn. 471-3107 or 471-1817. 
I l l 4-76 


For Sale by Owner 
Split level. 3 bedroom 2 baths, den, 
double drive Large covered patio, 
fenced 
yard . 
C e n tral 
air, 
humidifier. 
M an y 
other 
fine 
features. 857 Cambridge. 471 9296 
days or 471-7682 nights. Call for 
appointment. 


House f9r 
Sale by Owner. 310 
Kram er. 3 bedrooms, living room, 
fam ily 
room, 
kitchen, 
sewing 
room, 1 Va baths, carport, large 
patio and storage room. Please 
call 471 9533 or 471-3379 for ap 
polntment. 
_ ________________________ 11 7-76 


F o r Sale by O w ner 2 bedroom 
hom e on quiet street. Dishw asher, 
range, large utility room . Outside 
storage. Phone 471-5578. 
____________________ 
11-4-76 


New 3 bedroom hom e in country on 
1 
acre, 
carpet, 
wood 
burning 
fireplace, 
carport, 
brick 
front 
wood 
siding, 
patio. 
1 ’ a 
baths. 
Beautiful cabinets range and dish 
washer. Call 314-262 3833. 
_____________________________ 11 8 76 


F or Sale by Owner. 3 bedroom 
brick home. I'/» bath on l 3/. acres 
in M in i F arm s. 471 1414. 
____________________________ 11 1076 


H ouse for Sale by owner 2 bedroom 
bath, living room , kitchen and 
utility room . Carpet throughout. 
Chain linked fence with rear en 
trance to carport 
N ew ly painted 
inside and out. Call for m ore in 
form ation. 471 6642. 
_________________________ 11 10 76 


New 3 bedroom house. Central air 
heat. Lots of storage room. All for 
$19,500.00 
216 
P e n n y 
St. 
Heckem eyer Addition. Sikeston. 
____________________________ 11 10 76 


3 bedroom hom e for sale Chain 
link 
fenced 
backyard 
Land 
scaped. Located at 871 St. Ann New 
M ad rid . Call 748 5187 after 5 p.m. 
_____________________________ 11-5-76 


1 and one third acre in Bertrand. 
683 6942 
_________________________________ TF 


2000 acre s for sale Level, con 
tiguous 
productive 
Delta 
land. 
N e a r 
G re e n w o o d 
M is s . 
R easonab ly 
priced 
Call owner 
Fred Steck. 314 471 1 121 or 901 527 
8014._______________________________ 


6 room fram e house. 2 bedroom, 
bath, fam ily room with fireplace. 
47 1 7610 after 6 p.m. 
_________________________________ TF 


3 
bedroom 
ranch 
style 
home 
Firep lace in 17x30 fam ily room 
C u sto m 
built in 
kitchen. 
A ll 
e le c tric 
fu lly 
carp eted 
A ll 
m odern 
Located on 5 acres at 
Charleston, M o 1 m iles south of 
New H igh School. Call 472 0224. 
683 4739___________________________ 


USE THE DAILY STANDARD 
CLASSIFIED ADS 


N E W H O M E , 3 
B E D R O O M , 
2 


F U L L BATH S, F A M ,CLTY * a ? 
c ' 
C A R P O R T 
A N D 
S T O R A ® Ea' 
F U R N IS H E D O N lO O 'xl»' LOT, A 
F A N T A ST IC 
B A R G A IN , 
O N L Y 
$26,700 
C A L L 471 5636 day, 471- 
3929 nlte.___________ 
_______ 
S E L L IN G Y O U R H O M E 
Need a Quick Sale? 
Call us for C A SH offer. 
Alcorn Real Estate 
471 7777 
I f 


Choice 
building 
lots 
for 
sale. 
Average size 100'x150'. Blacktop 
street, Approx. two miles from 
Sikeston City Lim its. Phone 471- 
5636 or 471 3929. 


For Sale 


Timing light ‘15.00 
CB antenna‘30.00 
3 piece hunting clothes, 
Vest, pants, and coat‘20.00 
Hawkeye camera-‘4.00 
Small misc. items 


For inform ation call 


471-7687 


FARM FOR SALE 


96 
acres 
northwest 
of 
Bloom 


field on Black top AC 
Row crop 


Pasture 
, 
3 
stock 
ponds. 
All 


fenced Good well 
Call 568-3826 night or 
471-2009 Days 


126 REUBEN 


2 
bedroom 
fram e 
completely 
redone 820 sq. ft. living area. 
Has living room 
eat in kitchen 
bath carpeted 
gas heat 
front 
porch. 
New siding ond paint. 
Tile kitchen floor Shade 
Call 683 6307 
Collect 
Thomas H. Bennett, 
Realtor 


or Donna Forbey 
Associated 


FOR SALE BY 0WRER 


3 bedroom brick home, 


1% batbs, kitchen, dining, 
living room, and fill size 
finished basement 2 acres 
fenced and barn. 6 miles 
north of Sikeston. 
471-9264 


14. Situations 
Wanted 


W illdohousecleaning.667 5972. 
11 5 76 
Sewing Wanted 471 6574 
_______________________ 
10 22 76 
16. Want to Buy 


2 
to 
5 acres 
in 
Kelly 
School 
District. 262 3279 
_________________________ 11-4-76 
W e buy new or used furniture. 472 
0396 
___________________ 
11 17 76 
18 Help Wanted 


G O O D P O T E N T IA L IN C O M E for 
qualified 
person 
with 
livestock 
feeding know how Sales territory 
with 
m ajor feed com pany now 
available here W rit* or call. Box 
926 Sikeston, M o 
___________________ 
11 5 76 


Custom Seed 
Cleaning 


Satisfaction guaranteed 


* Prompt unloading 
*Seed storage if desired 
Unofficial germination test, no charge 
*Give us a trial 
You may be glad you did. 
R. C. Davis Cotton & 
Grain Co* 


Phone 683-4751 
Charleston, Mo. 


IMMACULATE 


Describes this home at 104 Spring Dr. 
In Collins North Acres. 


3 bedroom , 2 full baths, living room , big family room and kitchen 


com bined. Full basement lots of storage 2 car carport Storage on 
carport 
Nicely landscaped lawn 
This house is in excellent condi 
tion and a choice location. 


Before you buy, see this home. 
Possession 30 days. 
Phone Bud Collins 471-2045— 471-1853 
Terry Collins-471-0855 


LARGEST EXCLUSIVE FARM BROKER 
IN THE MISSISSIPPI DELTA 


Plenty of farm land for sale. 
In Southeast Missouri, Southern Illinois, Arkansas, 
Mississippi and Louisiana. 
Both large and small tracts. 
Will trade . Financing available. 
W. J. McMikle 


Real Estate & Farm Loans 


Sikeston, Mo. 
Phone 314-471-7111-472-0564 


Help Wanted 
Manager trainee 


Apply at 


First Crown Finance co. 


115 I. M alone 
Sikeston, Mo. 


Apply between 2 p.m. and 4 p.m. 
No phone calls accepted 


Drug interactions guide published 


COLUMBIA— A guidebook on 
the subject of drug interactions 
occurring in the treatment of 
diabetes 
mellitus 
(“ sugar 
diabetes” ) has been published 
recently by the University of 
Missouri-Columbia 
School of 
Medicine. 
This is the first in a series of 
monographs 
on 
drug 
in­ 
teractions to be compiled from 
UMC’s 
Drug 
Information 
System, a computerized service 
providing 
information 
on 
hundreds of drug interactions. 
Drug 
interactions can 
be 
serious 
and 
they 
occur 
frequently in the treatment of 
diabetics, 
says 
Dr. 
Samuel 
Graten, director of the Drug 
Information System. 
The monograph, ‘‘Diabetes 
Mellitus 
Drug 
Interaction 
Guide.” should help prevent 
such problems, he says. 
The guide “has been prepared 
for the physician who is unable 
to gain access to the computer- 
based files of the Drug Infor­ 
mation System,' ’ Garten says 
“ Any physician 
treating 
diabetes 
should 
have these 
monographs at his fingertips at 
all times,” says Dr. William 
Bradshaw, family practice 
specialist and director of con­ 
tinuing medical education at 
UMC. 


‘‘Complex and new drugs 
make it mandatory that the 
latest information always be 
immediately 
available,” 
he 
says. 
The methods of controlling 
diabetes are open to some 
questions, Bradshaw says. 
“The long-term effect of oral 
hyperglycémies continues under 
investigation. 
When 
other 
products are added that may 
alter or change the effect or oral 
hyperglycémies or the added 
agent changes itself, the results 
should be known to the doctor 
treating that patient.” 
The diabetes guide contains 
detailed information on about 30 
drug 
interactions 
commonly 
o ccu rrin g 
in 
treatm en t 
of 
diabetes. 
Clinical 
evidence, 
results 
of 
experiment 
and 
references to medical journal 
articles are included. 
‘‘As new or updated records 
become available, they will be 
sent to health care professionals 
and diabetes patients who buy a 
copy of the monograph,” Garten 
says. 
Dr. Ronald James, formerly 
diabetes specialist at UMC and 
now 
in private practice in 
Columbia, says the monograph 
will prove helpful to medical 
personnel 
working 
with 
diabetes 


No 
other 
comprehensive 
listing of diabetes-related drug 
interactions exists, James says. 
“There's a large number of 
drugs, all the way from aspirin 
to birth control pills, that affect 
diabetes and affect the blood 
sugar level, he says. James 
operates the Midwest Diabetes 
Treatment 
and 
Education 
Center in Columbia. 
“The important thing is that 
these drug interactions might 
have 
these 
effects 
and 
physicians 
using these drugs 
may have to make changes in 
the size of doses of anti-diabetic 
agents,” James says. 
What could happen when other 
drugs are used in addition to 
anti-diabetic drugs? 
Some drugs may retard the 
effects of anti-diabetic agents 
and the result could be con­ 
fusion. 
unconsciousness 
and 
possibly death, according to the 
monograph. 
Other drugs may “potentiate” 
(augment) the effects of anti­ 
diabetic agents, resulting in 
decreased 
blood 
sugar and 
again 
disorientation. 
un­ 
consciousness 
and 
possibly 
death. 
For 
example, 
oral 
con­ 
traceptives, alcoholic beverages 
and diphenylhydantoin (used in 
epilepsy) 
may decrease the 


effectiveness 
of anti-diabetic 
drugs 
while 
phenylbutazone 
(used 
in 
arthritis), 
cyclophosphamide 
(used 
in 
cancer) and again alcohol may 
potentiate them 
“ Even aspirin, with 19 billion 
tablets 
sold annually, 
can 
potentiate 
the 
anti-diabetic 
drugs,” says G arten. "Many 
people don’t think of aspirin as 
being a drug since it is sold over 
the counter. 
“This first in a series of drug 
interaction monographs is based 
on six years’ experience of the 
Drug 
Information 
System,” 
Garten says. 


Guides 
possibly 
to 
be 
produced 
from 
the 
Drug 
Information System include the 
subjects of the incompatibility 
of certain drugs with alcohol and 
interactions occurring In the 
treatment of hypertension (high 
blood pressure), Garten says 
The cost for the diabetes drug 
interaction guide is $9. which 
includes the update service for 
the first year. The update ser­ 
vice after the first year will cost 
an additional $5 per year. 


Interested individuals should 
contact the D rug Information 
System. Dr Sam uel Garten, 626 
Lewis Hall, UMC, Columbia, 
Mo. 65201. 


Sea waters turn center 
lagoon 


As Venetians walk on wooden planks in flooded St. 
blocking its natural discharge back into the open sea. At 
Mark’s square, Adriatic sea waters continue to wash 
right background the Ducal Palace and at center 
over the historic center of this lagoon city, pushed by 
background the St. M a rk 's Basilica, well known sights to 
strong Scirocco winds that swelled the lagoon to a peak of 
millions of tourists. 
< a f Wtrephoto) 
1.25 meters (4 feet 1 inch) above its average level. 
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TO PLACE YOUR 
CLASSIFIED AD 
CALL 471-4141 


Cashier W anted M oore's Building 
Supply Route 62 at 1-55 Sikeston, 
Mo. 
Apply in person. See Dan 
Sutton or George Smith Equal 
Opportunity Em ployer. 
_____________________________ TF 


Someone to live-in with eldery 
lady. Salary. M e als sent in. 683 
4020 after 5. 
__________________________ 115 76 


S e e k i n g 
E m p l o y m e n t ? 
Correspondence course in income 
preparation 
10 
lessons for S10. 
Write: Tax Tattler Services and 
Program s. Suite 1201 506 Olive St. 
St. Louis, Mo. 63101 
____________________________ TF 


W aitresses 
wanted. 
All 
shifts. 
Apply in person. 9a.m . 11:30a.m. 
Mon Fri. Sam bo's Restaurant. 
__________________________ 11 3 76 


Full or part tim e work. M ust have 
car. E arn in gs up to and above 
$1,000.00 per month M anagem ents 
position oper'na f ' .. r * ll 471-0215 
for appointment a d interview. 
TF 


Career Opportunities in Kentucky, 
Georgia, and Louisiana for food 
service workers and linemen. A ge s 
17-34. Paid training for those who 
qualify. Call A rm y Opportunities 
at 471-8870.______________________ 


Challenging interesting work in 
Europe plus a $1500 bonus if you 
qualify. No experience required. 
A ges 
17-34. 
Call 
A rm y Oppor­ 
tune ies at 471 8870. 


WANTED 
LEAD GUITAR PLAYER 


SINGLE PREFERRED 
Call 687-5621 after 8 


19. Child Care 


W ill do babysitting in m y home. 
47 1 5333. 
______________________ 11 5-76 


W ill do b abysitting night or day. 
471 9712 
_______________________11 10 76 


W anted babysitting in m y hom e 
N u rse ry school Experienced. Call 
471-0632. 
11 5-76 
H A R V E S T 
DAY SPECIALS 
^ PC 
# SLOOPYJOE 
SOFA 
* _ _ Ä __ COFFEE A N D 
CHAIR 
$ A A Q 9 5 END TABLES 
ROCKER 
T 
W 
OTTOMAN 


EARLY AMERICAN 
SOFA A CHAIR 
•265°° 


3 W AY RECLINERS 
*89** 


2 PC CONTEMPOARY HERCULON 
SET 
W AS *249« ONLY *139** 


THER-A-PEDIC FULL SIZE 
MATTRESS & BO X 
*79** 


COMPLETE BEDROOM 
MEDITERRIAN STYLE 
»165°° 


7 PC DINNETTE 
WASHABLE SEATS 
*119** 


ODD 


HEADBOARDS 


* 2 9 « 


3 PC 


SOPA 
CHAIR 
LOVESEAT 
$308ÄS 


UNITED FREIGHT SALES 
2126 Broodway 
Cape 
E-Z terms 
334-6738 


Wanted, 
children 
to 
keep in my home. 
Protchoolort 
and 
school age. 
Close 
to 
Southeast 
Grade School. 
Perfect for 
ehildren 
in the afternoons. 
CALL 472-0602 


GO TO CHURCH SUNDAY 
21. Business 
Opportunities 


F A S H IO N O P P O R T U N IT Y 
H ave a profitable ladies fashion 
shop of your own, featuring nam e 
brand, first quality m erchandise 
$14,500 
in c lu d e s 
in v e n to ry , 
training, 
fixtures, 
and 
gra n d 
opening. Call collect. New W orld 
Fashion, Inc. (904 764 7612, E xt 
20 1 . 


22. Motorcycles 


1972 750 cc K a w a sk i m otorcycle. 
$700. Call 471 3712 
____________________________ 11 10-76 


2 T rail 90 Hondas. Call 471 2767 or 
471 1194 
_________________________________ T F 


Just like new 1974 Y am aha, 250 cc 
6 speed 
2500 m iles. Helmet in 
eluded. 472 0204 after 5 p.m. 
______________________________11-7-76 


1974 
125 E lsin o re Honda. $300.00 
471-2395 
______________________________11-3-76 
1972 Y a m a h a 100 street bike. Good 
condition. 471 0457 
______________________________11-3 76 
'73 H onda 450 Best offer. 47 1 23 53 
T F 
24. Services 


S im p so n 's Tree Service 
Topping, 
T rim m in g, 
R em ovin g 
and H auling F ree Estim ates. 624 
3581. 
____________________________ 11 10 76 


C B R ep air W o rk F C C Licensed 
W ork G uaranteed 846 Ruth or Call 
471 3155 
____________________________ 11-10 76 


Leaves m ulched in your yard Call 
after 6 p.m. 667 5361 
______________________________11 4 76 


W e 
e m p ty 
a ttic s, 
g a r a g e s, 
b asem ents of junk, for contents 
683 6 986 or 683 6461 
______________________________11 9 76 


Rem odeling 
and 
construction 
Basem ents 
and 
carports 
F ree 
E stim ate s 47 1 9982262 3833 
____________________^________ U J 7 6 


Su e 's Cut & C url Beauty Shop 
667 5519 
20 per cent off on perm anents 
d urin g 
Nov. 
D a y 
or night 
ap 
pointm ents for the w orking girl 
2' a m ile s south of M orehouse 
_____________________________10 3176 


Byrd Auto Salvage 
Benton, M o 
W e 
install 
m otors 
and 
tran 
sm issio n s 471 6194 545 3877 
T F 


T H O M A S (T O M ) G O D W IN 
Special Representative 
M O D E R N W O O D M E N 
O F A M E R IC A 
Box 162, M orley, M o 63767 
Bus 314 262 3283 Res 262 3045 
11 20 76 


Special Purchase 


Couch A Chair 


*2 4 6 " FuH prie. 


471-7390 


E d 's E n g in e Tune Up Clinic G as 
and diesel repair service. 24 hour 
em ergency repair service. 471-3256 
d ays 471-8257 nights. E d Grace, 
Ow ner 
______________________________11-5-76 


A nnouncing the opening of M u r 
p h y 's A nsw e ring Service. 114 N. 
West. 47 1 3214._____________________ 


Appliance repair. L a rg e or sm all 
G a s-e le c tric . 471 7750 
_________________________________ T F 


H om e Im provem ent 
C arpentry - 
P lu m b in g - Electrical 
Ceram ic 
U nderstructural 
Nothing 
too 
Sm all. L e s Fugate 47 1 3580. 
_________________________________ T F 


M obile 
H om e Central 
A ir con 
ditioning 
3 
ton 
Unit 
N orm al 
Installation $750.00 plus tax. 31 2 
and 4 ton Units available. C a n o y's 
Service471-7737.___________________ 


Roofing, 
rem odeling, hom e im 
p ro v e m e n t. 
472 0136. 
F re e 
estim ates 


B ir 
Pregnant 
and 
distressed 
thright Cares. (314) 335 0750 
T F 


"D o g G ro o m in g " 
Reasonable 
471 4630 


Rem odeling, 
roofing, 
m asonry 
work. T e rry construction. 471 1477. 


Blue C ro ss through Scott County 
F a rm 
Bureau. 
F or inform ation 
call 545 3 520._______________________ 


F ra m in g 
Pictures, 
Needlework, 
k e e p sa k e s. 
471 0498, 
M a u r ic e 
A rm stron g, 707 Taylor_____________ 
Custom wood w orking, carpentry, 
painting 47 1 9430. 
T F 


Armour Moving and 
Storago 
Local and Long Oistanca 


Moving. 


Fraa Estimates 
Phono 471*4039 Night or Day 


104 S. Aeras Dr. 
Sikeston, Mo. 


Agont for 
Von Dor Aha Van Linos 


LONG TERM 
FARM LOANS 


Low cost and fast, 
efficient serivce. 
Mid Delta 
Agency 


representing 
Kansas City Life 
Insurance Co. 


P.O. Box 902 
Sikeston. Mo 
Phone 314-471-6000 


Tree Trimming 


Cutting & Removal 


Lawns Cleaned 
472-0272 


26. Pets 


Free m other dogs and 5 puppies 
D og house included 472 0749 
__________________________ 
11 4 76 


Cockers, chihuahua 
dachshund, 
fox terriers, Pug 
A lso breeding 
stock Irish Setters 238 2441 
u j 4 76 


Coon dogs, squirrel dog, bird dogs, 
rabbit doqs for sale 471 8612 Lloyd 
C M e rric k 
22 4 76 


A K C 
p u p p ie s, 
c o c k e rs, 
p om eram a n s 238 2441 


Registered toy Pekingese. Peke a 
poo and 
poodle puppies 
R alph 
Henson, lllm o, M o 264 4678 
27. Feed & Seed 


A rthur Seed Wheat for Sale 96 per 
cent germ ination Bagged or bulk 
Roy B irk 683 3486 
11 9 76 


SE THE FRST TRIPLE WIDE MODULAR HOHE ON MSPLÄY M IMS AREA 


Om of M lmari1! old—t —d larg—I d—leva 
Chrcr 1900 aq. 11. of luxury living. This beautiful 
^ , 1 , 1 the tri*etate area lor aver IS yeara with 
96x56 modular home feature* a large redwood 
quality luoductr aad aanriaa. 
deck, island kitchen, garden tub 4 family room 
100 mlla free delivery. C—vonti—al I FHA 
with bar. 
flaanciag avaflabla. 
pffyi*. h— An lar|«at —iaHi— of 19 wlduu and 14 
Cheek with no to toar the first 
Modeler 
mid— aad footer— the 14x79 baleoay hitch— for 
Subdivision. See Modular Rom— eat up with 
the ultimate in Modular Heme Uvtaf. 
ha—meats fr gang—. 
MWUMBSUHMSflUKI» 


PAUL'S MODULAR HONES 


NMitu.bTye.Na.tnSU.SaUir 14ya. 


334X465 


USE THE DAILY STANDARD 
CLASSIFIED ADS 


Registered 
& Certified 
Seed wheat 
$5 per bushel. 


Different verities a va ila b le 
Q u a n ity discounts 


Call Bell-Mo. Seed 


Bell City, M o. 


733 4451 


28. Autos 


1972 V W Beetle 
Good condition. 
$995.00 1 335 9348 
11-1076 


1976 Ford Van. E 100 6 cylinder 
Pow er brakes. Like new. After 5 
471 8891 


$ SPECIAL $ 


1972 Camero A/T A/C 
1975 Trans Am 
1973 Eldorado Cont. 
1971 Eldorado Cont 


East Malone Motor Co. 


471-7584 
2403 E. Malone 


1974 Chevy 4 wheel d rive 350 V 8 
All power. New motor. New tires 
23,000 miles. 624 3581 
1 1 20 76 


1966 Chevelle M alib u 6 cyliner 4 
door. 471 5688 after 4. 
______________________________11 5 76 


Clean 1975 Bronco 471 1179 
______________ 1110 76 


1972 
Volksw agen 
Beetle 
36,177 
miles. $1000 00 Call 568 3206. 
______________________________11-5 76 


For Sale 1965 Buick Sportw agon 
Good condition. $400.00 F irm Call 
471 4 l3 5 a fte r7 00 p M 
________ 


1970 
Pontiac 
L e M a n s 
V 8 
358 
engine, v e ry good condition Low 
m ileage 
Good tires. 471 8358 or 
471 4741. 
_________________________________ TF 


1964 C orvair 
Excellent condition. 
1969 
Buick 
Convertible 
Clean 
Fu lly 
equipped 
Propst 
M obile 
Hom es, Inc 
H w y 62 E 
Sikeston, 
Mo. 
___________ _____________ _ 11 S 76 


1965 Cadillac Coupe D eV ille 2 door 
hardtop 
$295.00 
R u sse ll's 
Auto 
Sale M orley, M o 262 3952 
_______________________________ 
TF 


1973 Pinto. 32,000 m iles 471 6660 or 
472 0840 
22 3 76 


1967 
Buick 
Special. 4 door V 8 
automatic. A ir conditioned 
Very 
good condition 
$500.00 Call 471 
7785 
_____________________________ 11 5 76 


1972 
M onte 
C arlo V 8 
Hardtop 
coupe 
2 door. R oyal blue with 
black 
vinyl 
top 
E xtra 
clean 
Excellent interior 
Books at $2500 
and will sell at $1995 00 Call 262 
2170 
or 
262 3952 
or 
inquire at 
R u sse ll's Auto Sales M orley, M o 
_________21/ 7A 
'73 Cadillac D eV ille 
Full power 
E x tra s Good condition 47 1 392 5 
______________________11 3 76 


1972 
Chevrolet C a p n e 
A M F M 
stereo Tilt whee 
conditioned 
power steering and d o«- 
brakes 
After 5 315 E G ladys 
______________________________2 L i 16 
2'67 Chevelle 283 Four speed Good 
shape 283 5672 or 283 5876 
_______________ 
_ ____ 10 31 76 


1972 Olds 98 
Excellent condition 
All accessories. 471 9548, 471 4377 
T F 


East Malone 
Motor Co. 


471 7584 
2403 E. Malone 


400.00 down 


7 1 Ford LTD 
73 Plymouth Duster 
71 Cadillac 
72 Pontiac Luxury LeMans 


*200.00 down 
73 Monte Carlo 
72 Chevy P U 
'69 Chevy P U 
7 3 Buick Regal 
7 3 Olds Cutlass 


*300.00 down 
7 5 Buick Regal 
7 3 Buick Electra 
7 3 G M C P U . 


30. Farm 
Supplies 


Save $1 00 per ton oft regular price 
on red or white lim estone 
Call 
Terrell L im e Co 471 5153 or 683 
6390 
31.Mobile Homes 
For Sale 


10x40 M obile home 688 2777 
11 5 76 


8x55 M obile Hom e $700 00 Cai 649 
5002 before 9 30 and after 5 p m 
___________________________11 4 76 


71 Model m obile home 2 bedroom 
central heat W ill take late model 
cat or tr ur *> as trade in 471 9275 
11 9 76 


52 x24 
Doublew ide 
C o m p ie 'v > 
she d 
f J A 
approved 
F u ll 
price 
$10,900 00 
Please shop the entire T ri State 
area then call 471 7390 
11 4 76 


OOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOCMM 


NEED A LOVELY HOME WITH LOTS 
OF ROOM A ON LARGE LOT? 


Some discriminating fam ily will take pride in the 
acquisition of this eonfortable home, lovingly cared 
for by m em bers of one fam ily for whom it was built 3 
large bedrooms with real nice closets, 2 full baths, 
central heat & air, modern kitchen with adjoining 
family room, nice living room, entrance hall, well 
insulated fully carpeted. 2 car carport with lots of 
storage. Entrance to pool from carport leads to Hall 
Mark pool. Fenced yard with patio around pool - 
Priced tb sell 
PAUL JOBE REAL 
ESTATE 


220 N. MAIN 
471-8175 DAYS 471-2724 EVENINGS 


ST. JUDE MOBILE HOME 


SALES & SUPPLY 


For Sale: 20 used Mobile Homes 


1968 thru 1974 
One 55x10 
Three 41x10 
Eight 38x12 
* 
Eight 45x12 


All these mobile homes have air condition­ 
ing, under pinning, steps and blocks. 
All go with home. Priced from *2695 *3595 


Four year bank financing available with 20% 
down and approved credit. 


These mobile homes are setup and hooked 
up in a nice mobile home park. Street 
biaektopped. City water and sewer. Can 
leave on pad and pay rent if desired. 


Call 688-2136 Day or Night 


Did you know that you can ow n a 
12x65 3 bedroom for only $150.00 
down. Balance on easy term s. 471- 
7390 
______________________________11 4-76 


C o m p le te 
fu rn ish e d 
12x55 
2 
bedroom m obile home. 471 6237. 
____________________________ 10 11-76 


12x60 3 bedroom central air. Call 
471 1048. 
_________________________________ T F 


1976 
Penthouse m obile home. 
14x64 
2 bedroom . 2 full baths. 
Central 
air. 
Carpet. 
U n d e r­ 
pinning. 4 m onths old. Call week 
d ays only after 6 683 3498 
T F 


Ex tra nice 2 bedroom 2 bath, 65 x 
12 mobile home with 7x20expando, 
set up, underpinned and reedy to 
move 
in. 
A ssum e 
payments. 
P hone 471 5636 or 471-3929.________ 
32. Rec. Vehicles 


Used cam pers. 26 ft. Oasis travel 
trailer. 23 ft. Banner travel trailer. 
Nim rod tent-camper. M a n -0 W ar 
pickup 
cam per 
Propst 
M obile 
H o m e s, 
inc. 
H w y. 
62 
E a s t 
Sikeston, Mo. 
______________________________11-5-76 


1974 31' Airstream Travel Trailer. 
G alem ore M o b ile Homes. H w y 62 
East. Sikeston, Mo. 


LET ME SERVE YOU 
YOU'RE NO. 1 


PHIL 
BARKETT 
REAL ESTATE 


NEEDED-NEW LISTINGS 


Homes That are Affordable. 
Own One Now. 
Your Best Investment 


For Sale in Diehlstadt the Shanley Home 6 room 3 
bedroom house with 2 large lots. For under $10,000.00 


For Sale 5 room 3 bedroom house at 416 Marian St. 
Very clean with bath and built-in cabinets in kitchen. 
With Garage. Brick and fram e with fenced in 
backyard. Central gas heat and air conditioner. 
Walking distance from Southeast Grade School. Value 
Priced to Sell. 


For Sale Fine family home with 3 bedrooms, 2 baths 
living room, large family room, and kitchen with 
plenty of cabinet space, dishwasher, disposal, electric 
stove and vent. All built-ins. Heating and air con­ 
ditioning. Located across from Southwest Grade 
School. 839 Wayne St. Over 1400 sq. ft. floor space. 
Value Driced. Reduced 
$19,500 


Good 5 room, 2 bedroom house on large corner lot. 319 
Ruth St. Has 2 baths. Living room, dining room, kit­ 
chen and basem ent. Can be seen by appointment. 
$19,500.00 


For Sale Pretty Very Clean. 5 room 2 bedroom home 
at 315 Edmundson Gas heat, built-in kitchen with 
garage. Gas heat. Priced to sell $16,900 Only 4 blocks 
from Mall. 


For Sale Mobile Home with built-in fam ily room on 2 
large lots. Air conditioning and central heat. For Sale 
250 acre timber farm. About 20 acres tillable. 4 m iles 
north of Columbus. Kv., on gravel road. Not far from 
Westvaco. $350 per acre. 


Farm land and land for sale. Interested in 5 acre 
building plots. 4 m iles north of Miner on blacktop. Call 
Me 


' 
- 
m 


For Sale This home on 164 acres farm 7 m iles south of 
Doniphan, Mo. *4 m ile from beautiful Current River. 
Has incomplete 4 bedroom. 2 bathroom, house. Has 
garage. 50 acres tillable. Rest in woods and timber. 
Completely fenced for livestock. Ideal for retirem ent 
home or recreational area. Priced $42,000.00 


For Sale Very good 335 acre farm 1 m ile north of 
Bertrand 245 Acres put to grade with irrigation well. 


For Rent 2 room apartment with bath on 211 Handy St. 
Utilities furnished. 


For Rent 1 all new 2 bedroom duplex apartm ent 113 
Third St. 
Has com plete kitchen. Washer- dryer 
hookup. Immediate possession. Central heat. 


For Sale All new home on Cravens St. in Miner. Now 
under construction. 3 bedrooms with large m aster 
bedroom Fam ily room, bath and 
Built-in kitchen, 
and living room. Plenty of closet and storage space. 
Pick out your color of walls and paneling, carpet, 
outside color, and appliances. Very reasonably priced. 
$28,500.00 
Excellent income producing property. Gross $7300 per 
year. Very low payment will carry m ost of the loan. 
Cost. $41,500.00 
Good income producing property. 16 duplex $24,000. 
Income $189,000.00. Good term s available. 


For Rent 5 room 2 bedroom home 622 W. Murray Lane 
Oftice Desk Space. Very low rent. Utilities furnished. 


Call me I m available day or nights. 
Phil Barkett Real Fstate 
Farm-Home-Commercial 
622 E. M alone 
Office phone 471-6144 
Home 471-2636 
"Proud to servo you" 
Sikeston-Charleston-East Prairie 


Will cooperate fully on buying or selling real estate 
with all the brokers in the Sikeston area.____________ 


'Friend’ drops her mask 


Louise's, "but then after w hat you'd put her oldest 
through— how could she forget?" 
"H a v e you gone m ad Troy, w hat in the nam e of hell 
are you talking about?" 
"About a young g irl, Lucy W eaks by nam e, who ran 
off at age sixteen and m arried Annie's oldest son E arl 
— who didn't die by the way Louise, until after you had 
supposedly m a rrie d Hank. W hat would you say that 
would m ake your other m arriage Louise— and your 
daughter?" 
"A sham, dam n y o u !" She jum ped to her feet, "H ow 
did you find out--- there was no w a y !" She backed 
against the door of Troy's bedroom, eyes blazing and 
looking for all the w orld like a treed bobcat Troy had 
once seen. 
Troy moved over to the bed and sat down. Now that 
she had thrown the accusations in her face she had to 
ad m it the truth to herself, no m a tter how unpleasant it 
was, and it was alm ost more than she could bear. 
"Luke recovered this afternoon, and I had a long 
talk with him . He told me it w asn't Randy he was to 
m eet— but you. W hat have you done with your brother 
anyw ay?" 
"T h at fool!" she sneered, "H e ran — just like he has 
all his life. He never was worth a dam n, the weak, 
sniveling idio t!" 
"A nd I suppose you think you— are? " 
"Listen lady, you don't know w hat it's like to grow 
up poor white trash. W ell, let m e tell you something, 
that's what we w ere— poor white trash, and I hated it! 
Your father drunk all the tim e, dragging you here and 
there with him , and always to someplace else d irty 
and falling down, w here the other kids could point 
their fingers at you and laugh and call you trash 
n am es." 
She was panting as if she had been running, her 
m em ories crowding in on her, "Y e s, I m arried E a rl— 
I teased him and teased him and even though that old 
fool of a woman trie d to w arn him I got him to m a rry 
m e ." She sm iled triu m p hantly. " I m ight have been 
poor white trash T ro y, but I was one hell of a looker," 
she preened herself a m om ent, and then scowling, 
"b ut nice boys don't want to m a rry a girl like me. I 
was fine for a tu m b le in a cotton field, but who wants 
to take home a g irl to mother when her fa m ily is pure 
trash ." 
"Louise— Louise," cried Troy, "don't you know that 
sticks and stones m a y break your bones, but w ords---" 
"W ill never hurt you." She sneered. "Y e ah , I heard 
that before - all m y life I heard th a t- everytim e I 
cam e in crying when some rich kid had taunted me 
about my worn out dress or m y drunken fath er, my 
stupid mother would quote that equally stupid saying 
to m e and that's all it ever was stu p id - s tu p id - 
S T U P ID !! ! " 
" I'm so sorry for you," whispered Troy. 
"W ell, you don't need to be m y friend lady. You that 
alw ays lived in this big place and w ere never allowed 
near the likes of m e ." 
"T h a t's not f a ir ," cried Troy hurt, " I never even 
m et you." 
"H ow could you, Miss Richy? E ver tim e you cam e 
over to Old Annies, she would send us back to our 
cabin so we w ouldn't contam inate the girls from the 
big house. Course she was alw ays anxious to send me 
aw ay anyway, she knew how crazy E arl was for m e ." 
She laughed aloud. "And he w as— his old m aw was no 
m atch for m e ." She gloated, "W e ran o ff- it was legal 
to o - he m arried m e ." 
" I know," Troy nodded, " I found the records on file 
in the courthouse But what happened? Why did you 
leave him ?' 
"L eave h im ! " she exclaim ed, "A s soon as I got out 
of these hills and saw how other people lived— as soon 
as I realized I d id n 't have to be poor all my life, then I 
never had another thought in m y head but leaving 
h im ." 
"Then w h y -" began Troy. 
"D o n 't you understand?" It was the only w ay I had 
of getting out of h ere— away from what I'd been living 
in ." She paused, her face as flushed as if she'd been 
out too long in the sun. "W e went to Louisville— he 
went to work in a factory, and as soon as w e'd saved 
up enough money to get me a little further down the 
ro ad — I packed up and left h im ." 
"Nothing like a loving w ife." 
"D o n 't judge m e Troy— you've never been in the 
sam e circum stances." 
"G od fo rb id !" she snapped back. "So you ran off 
from E arl, found another sucker to m a rry you— even 
though you and E a rl had never been divorced, and you 
suddenly change from trash Lucy to respectable 
Louise." 
"Y o u 're dam n rig h t," she snarled, "and T ro y," her 
eyes narrowed and she almost hissed, " I m ight say I 
was poor white trash, but I don't like to hear it coming 
from you." 
"F ra n k ly Louise, I just plain don't give a dam n what 
you lik e." Troy rose to her feet. "W h at was Old Annie 
w anting from you?" 
"C an you b elieve?" Louise asked incredulously, 
"she felt I owed her something for E a rl. She was going 
to blackm ail m e, wanted me to provide an education 
for that dumb grandson of hers." 
"So you killed h e r," Troy spoke om inously, "you hit 
her over the head and made it look like an accident— 
no wonder I found your money pouch not fa r from her 
cabin— and no w onder I didn't see any patch ot Sweet 
W illia m growing near there e ith e r." 
"You are so gullible Troy— it was really funny 
w atching all of you blame old Jud and Randy for 
everything Course I have to ad m it, that Jud certainly 
cam e in handy for tying up certain unexplained loose 
ends " 
"Y o u are a fiend Louise, I w ill say you have sud 
denly made it q uite easy for m e to detest you." Troy 
spat out, " I know why you tried to kill Luke, it must 
have been some shock for you when he told you the day 
of the funeral th at his Granny had said you'd look out 
after him 
but why Jud?" 
"Y ou should be able to im agine m y surprise when 
we got here and I found Randy had come back. I 
alm ost died 
but w hat could I do, short of praying that 
he wouldn't give m e away. F in ally I was able to get 
together with him in the woods for a talk, and he told 
m e how Jud was paying him to scare your sisters off 
the farm . A fter that we met at intervals and one day 
Jud saw Randy and me with our heads together, 
sneaked up and eavesdropped on our conversation. 
Randy had been putting the bite on him for m ore 
money, and when Jud heard us talking he put two and 
two together, and tried to turn the tables on Randy He 
threatened to expose me if Randy didn't leave and 
stop his demands ter more p aym en t." She suddenly 
reached in the front of her dress and pulled out a sm all 
pistol. I don't threaten easily T ro y ." 
"Well, w ell," Troy said placidly, " I thought you 
w ere going to offer to buy me off, and instead I find 
T illy , or is It Florence, has been carrying something 
m ore than cash around In there all these ye ars." She 
took a step tow ard Louise, "N o w what do you think 
you're going to do with that thing— shoot everyone In 


the house?" 
"N o--," she sm iled at her, "you ought to know by 
now that I'm much sm arter than th at." 
"F ra n k ly , I find m yself com pletely unim pressed 
with your m ental prowess." Troy taunted her, " If you 
were so dam n sm art how com e you m a rried such a 
poor m an— couldn't you just as easily have m arried a 
respectable rich one?" 
"H ank had money and fa m ily when we m a rrie d . He 
lost it in the Depression, but didn't tell m e. We alw ays 
lived good as long as he was alive and earning— it was 
just when he died that I found out he'd left nothing, 
we'd lived up everything he m ade every m onth." 
" P ity !" and Troy laughed aloud. 
"D o n 't push m e, I can barely stand the sight of you 
anyw ay." 
"W ell believe me, the feeling is now m u tu a l." Troy 
looked puzzled, "F o r the life of me I can't figure out 
why you cam e back here w ith me. Why put yourself in 
a 
position 
that 
m ight 
threaten 
your 
m arvelous 
respectability?" 
" It was like a g am e." Louise answered, " I couldn't 
resist going back as a guest in the big house. I'd 
always wanted to just have a tiny peek inside, and now 
here I was being invited to stay; besides, I didn't 
dream Old Annie would still be alive or that that idiot 
brother of m ine would be h ere ." She motioned with 
her gun, "C om e on Troy, w e're going to start on that 
trip a little early. If anyone asks you, tell them w e're 
going to the hospital to check on Luke again, and I 
think w e're going to have to do that too, don't you 
Troy?" 
A shiver ran down Troy's spine at the thought of 
what Louise was planning to do do to Luke. She stood 
rooted to the spot, her feet felt like lead, and as she 
looked down the muzzle of the tiny gun, she asked, 
"H ave you alw ays carried that thing?" 
"A lw ay s," snapped Louise, "now move, I'v e got lots 
of things to do." 
"And if I don't?" 
" If you don't," Louise leered at her, "w e 'll have to 
shoot at least one of your sisters just to convince you I 
mean business. If you're w ith m e, I don't think anyone 
will be foolish enough to send the Sheriff afte r us if 
they do figure out anything." 
"W hy not?" Troy shrugged, "Y o u 're going to shoot 
m e sooner or later an yw ay." 
"T hat m ay well be true, but you don't have to have 
any of the others join you, do you?" She laughed. " I'd 
hate to do that— they've all been so hospitable." 
"Y o u 're s ic k !" Troy burst out, "you're just as nutty 
as a fru itc a k e !" 
"Shut your dam n fat mouth and m ove," Louise 
motioned her through the door, "A ll you ever do is 
talk— ta lk — ta lk !" 
"W ell, that beats what you do for kic ks !" And Troy 
thoroughly furious by now, storm ed through the door 
and to the top of the stairs w ith Louise right behind 
her. 
"W heeee!" cam e floating through the house and 
Troy and Louise turned together and gasped as 
drifting toward them through the dusk appeared an 
apparition dressed in a Confederate arm y uniform . 
" G o d --" cried Louise, "w h a t is it?" and Troy chose 
that m oment to shove w ith all the strength she could 
muster against the larger wom an. She toppled w ildly 
for a second, and then head over heels begin slowly 
falling down the flight of stairs to lie in a crum pled 
heap at the bottom. 
"W hat have I done?" scream ed Stacy, setting down 
the w icker lam p she had been holding in front of her 
face as she'd come down the attic steps dressed in old 
uniform of her grandfathers she had found up there. 
"Oh God T ro y - I was just acting silly. I thought it 
m ight be funny, and I've killer h er." She began to 
scream again. 
Troy reached out and slapped her sister violently 
across the face, "D o n 't be an ass— if she's dead I did 
it." She turned and descended the stairs to where 
Bertha and Amos were kneeling by Louise's body. 
"W hat on earth 
Miss T ro y? " moaned 
Bertha, 
"Am os and I heard this screechin and thum pin, and 
now Miss Louise laying here Oh Lawd, and I thoughts 
our problems w ere over." 
"H ow is she Am os?" ask Troy ignoring the sobbing 
cook. 
He shook his head slowly, " I'm powerful sorry Miss 
Troy, but I believe her neck done broke." 
"W ell, 
I'm 
not 
so rry," 
spoke 
Troy 
defiantly. 
"B erth a, find Jo and send her to me at once, and Amos 
you go and call M ich ae l." And disregarding the 
shocked expressions on all their faces, she turned and 
:>egin to slowly clim b the stairs back to her room . 
(To be concluded 
W ednesday) 


Public NotU *es 


O c to b e r 25,1976 
S eeled 
p ro p o s a l* 
to r 
fu rn is h in g 
W a rm up S u its M ill be re c e iv e d 
u n til I I 00 i m C O T , N o v e m b e r 
(. 
1976 m th e P u rc h a s in g O ffic e 
R o o m 
720 
A c a d e m ic 
H a lt, 
S o u th e a s t 
M is s o u r i 
S ta te 
U n iv e rs ity , C ape G ira rd e a u . M o 
6)701. R id fo rm s m a y be p ic k e d up 
at th e P u rc h a s in g O ffic e o r w ill be 
m a ile d upon re q u e s t 
R oy D ru ry , T re a s u re r 
S outheast 
M is s o u ri 
S tate 
U n iv e rs ity 
C ape G ira rd e a u . M o 6)70) 
210. 211, 712 


I N V I T A T I O N TO SID 
A ll P e rso n s in te re s te d in p u r 
C hasing th e ' ’ M e n a g e R e s id e n c e " 
(lo c a te d on L o ts 1. 2. A 3. B lo c k I. 
M cG e e s A d d itio n to K e w a n e e , N e w 
M a d rid 
C o u n ty. 
M is s o u ri) 
a re 
in v ite d to 
s u b m it 
th e ir 
y y ritte n 
se a le d b id s fo r s a m e no la te r th a n 
M o n d a y N o v e m b e r 30, 1976 
Said 
b id s w ill be opened b y th e belO M 
s ig n e d e x e c u to r on D e c e m b e r 1, 
1976 
and 
th e 
su c c e s s fu l 
b id d e r 
n o tifie d 
The 
E x e c u to r re s e rv e s 
th e r ig h t to re te c t a n y a n d a ll b id s 
M a n b id s to 
G e o rg e E B o c k h o rs t, E x e c u to r 
P O Box 63« 
C ape G ira rd e a u . M is s o u ri 63701 
K e n n e th L D e m e n t 
A tty a t LaM 
S 'ke sto n . M o 
A tto rn e y fo r E s ta te 
711 ,212 ,21 3,21 7,7 1»,2 19 


2 
ro o m 
e ffic ie n c y 
a p a rtm e n t. 
F u rn is h e d . A ll u tilitie s fu rn is h e d 
S i00 00 3 ro o m e ffic ie n c y a p a rt 
m e n t. 
F u rn is h e d 
A ll 
u til it ies 
fu rn is h e d $110 m o n th ly 471 3444. 
TF 


F u rn is h e d a p a rtm e n t 
47 1 4164. 
C a ll a fte r 4 


TF 


F o r R ent 
2 o r 3 ro o m fu rn is h e d 
a p a rtm e n ts 
U tilitie s 
fu rn is h e d 
471 2772 


C a ll a fte r 5 
1 pr 
471 1804 
TF 


F u r n is h e d 
a n d 
u n fu r n is h e d 
a p a rtm e n ts 47 2 0854 471 5470 
TF 


A p a rtm e n ts fu rn is h e d 
47 1 5124. 
U tilitie s 


TF 


F u rn is h e d 
A p a rtm e n ts , 
u tilitie s 
p a id 471 5087 
__________________________________ TF 


2 a n d 3 
ro o m e ffic ie n c y a p a rt 
m e n ts $125 00 
$150 00 N 'O rle a n s 
A p a rtm e n ts 
U tilitie s 
p a id . 
471 
4264 
TF 


8. Unfurn. Apt. 


N ic e 2 b e d ro o m a p a rtm e n t 
F u ll 
d in in g 
ro o m 
M o d e rn 
k itc h e n , 
d ra p e s 
and 
c a rp e tin g , 
la u n d ry 
ro o m w ith s to ra g e G as a n d w a te r 
fu rn is h e d $160 00 471 9575 
______________________________ 11 5 76 


2 b e d ro o m u n fu rn is h e d a p a rtm e n t 
$135 00 417 L a k e St 
47 1 0324 
TF 
9. Rental Houses 


H ouse fo r re n t $250 00 p e r m o n th 
in M in e r 3 b e d ro o m s liv in g ro o m , 
k itc h e n , and fa m ily ro o m 
B ath 
a n d 1 1. C a ll 471 6242 
10 29 76 
10. Furn. Houses 


2 
b e d ro o m 
f u r n is h e d 
h o u s e 
U tilitie s 
p a id 
In 
L ilb o u rn . 
688 
2777 
______________________________ 11 5 76 


3 ro o m fu rn is h e d h ou se 
U tilitie s 
p a id 471 5124 
TF 
11 A. Mobile 
Home Rentals 


2 b e d ro o m fu rn is h e d m o b ile hom e 
471 6310 471 2145 
__________________________________ TF 


2 b e d ro o m m o b ile h o m e 472 0610 
______________________________ 11 1 76 


2 b e d ro o m fu rn is h e d m o b ile hom e 
On H a rry St 471 2156, 471 4061 
10-25 76 
11. Misc. For 
Rent______ 


F o r 
Lea se 
24 
h o u r 
re s ta u ra n t 
C ross T ru c k Stop 
I 57 68 3 6 584 at 
C h a rle s to n 
______________________________ 11 5 76 


M in i 
S to ra g e 
fo r 
in d iv id u a l 
o r 
b u sin e ss 
use 
C o n ta c t 
A rth u r 
Z e g e n h o rn 
47 1 3 1 07 o r 471 1817 
A ls o o ffic e space 1637 E M a lo n e 
_____________________________ 1114 76 


O ffic e fo r re n t 
11 
B ra n u m w ith 
b a th 
U tilitie s fu rn is h e d 
47 1 5804 
47 1 3707 
T F 


O ffic e fo r re n t w ith p r iv a te o ffic e 
in re a r 
A & B L e a s in g Co 
1637 E 
M a lo n e C a ll 471 1817 o r 471 3107 


O ffic e space fo r 
le ase 
2 
ro o m 
s u ite 
A ll u tilitie s a n d c u s to d ia l 
s e rv ic e 
fu rn is h e d 
301 
N 
N ew 
M a d rid 471 5382 
TF 
12A. Musical 
Instruments 


1 h o rs e h o rse tra ile r . C a ll 471 2466. 
___________________________ 11 8 76 


A n tiq u e w ooden ice b o x. O rig in a l 
fin is h 
h a rd w a re 
a n d 
s h e lv in g 
E x c e lle n t c o n d itio n . $160.00 471 
2303 
______________ 
11 4 76 


G a ra g e Sale 
808 R u th 
________T h u rs & F r i.____________ 


U sed 
fu rn itu re 
C h est, 
d re s s e r, 
h e a tin g 
s to v e s , 
g a s 
r a n g e 
A p a rtm e n t 
e le c tric 
ra n g e 
and 
o th e r ite m s . 471 4624. 115 S. H a n d y 
_________________________ 
11 5 76 


N e w and used fu rn itu re in c lu d in g 
n ew beds fo r $41 00 cash a n d c a r ry 
471 7390 
_______________________ 11 4 76 


1976 15' 3 ft O u a c h ita bass b o a t and 
tro llin g m o to r 
50 h o rse M e rc u ry 
m o to r a n d t r a ile r $2800 00 C a ll 283 
5745 a fte r 5 o r 283 5648 a fte r 6 30 
__________________________ 11 5 7 


N o w ta k in g o rd e rs fo r c ro c h e te d , 
d o llie s , cape s, and etc. 471 3092. 
_________________ 11 3 76 


L a d ie s w e d d in g rin g s 
V a lu e d at 
$225 00 W ill sell fo r less 
C a ll 471 
9058 
___________________________ 11 3 76 


R e d u ce sa fe , & fa st w ith G oBese 
T a b le ts 
8. 
E v a p " w a te r 
p ills " 
O sco D r u g ____________________ _ 


B e a u ty shop e q u ip m e n t 
o r 649 3138 


C H O IC E B U IL D IN G LO T S 
IN 
L A K E V IE W Z E S T A T E S 
Ju st c o m p le te d 3 b e d ro o m , ? fu ll 
b a th s , 2 c a r g a ra g e 
A ll o w n e rs 
h ave 
fis h in g 
p riv ile g e s 
in 
o u r 
fre s h ly s to c k e d L a k e on p re m is e s . 
E a s y 
fin a n c in g 
a n d 
te rm s 
a v a ila b le . 
C o n ta c t 
A |;’ h u r 
Z ie g e n h o rn . 47 1 3107 o r 471 1817 
1114 / 6 


F o r Sale by O w n e r 
S p lit le v e l 3 b e d ro o m 2 b a th s, den, 
d o u b le d riv e L a rg e c o v e re d p a tio , 
fe n c e d 
y a r d 
C e n tr a l 
a ir , 
h u m id ifie r. 
M a n y 
o th e r 
fin e 
fe a tu re s 
857 C a m b rid g e 
47 1 9296 
d a ys or 47 1 7682 n ig h ts 
C a ll fo r 
a p p o in tm e n t 
^ 


H ouse 
f9 r 
Sale 
by 
O w n e r 
310 
K ra m e r. 3 b e d ro o m s , liv in g ro o m , 
fa m ily 
ro o m , 
k itc h e n , 
s e w in g 
ro o m , 
H a 
b a th s, c a rp o rt, 
la rg e 
p a tio a n d sto ra g e ro o m 
P lease 
c a ll 
47 1 9533 o r 471 3379 fo r ap 
p o in tm e n t. 


KIPW 
H O M E , 
3 
B E D R O O M , 
2 
F U L L 
B A T H S , F A M I L Y R O O M , 
C A R P O R T 
a n d 
s t o r a g e , 
F U R N IS H E D ON 100 x150' LO T A 
F A N T A S T IC 
B A R G A IN , 
O N L Y 
$26,700 
C A L L 471 5636 d a y , 471 
3929 n it e 


649 3265 


11 2 76 


R e d u ce s a fe & fa s t w ith G oBese 
T a b le ts 
8, 
E V a p " w a te r 
p ills " 
H a r r is 
P h a rm a c y , 
S ik e s to n ; 
M o re h o u s e D ru g , M o re h o u s e 


N e w and used e le c tric g o lf c a rts . 
O K R a d ia to r Shop, D e x te r, M o 


D og H ouses A ll Sizes 
P h o n e 471 
3162 
T F 


TG 8.Y 
K in g s w a y P la za M a ll 
W e cu t ke y s 
W e s e ll liv e p la n ts __________________ 


W e b u y , s e ll, and tra d e good used 
a n d 
n ew 
guns 
700 
in 
sto ck 
A d v a n c e , M o 722 3310 
__________________________________ TF 


N e w a n d Used A ir C o m p re s s o rs 
H a lfo rd R a d ia to r S e rv ic e 471 4014 


L ose w e ig h t safe, fa s t, ea sy w ith 
th e 
D ia d a x 
p la n R e d u ce 
flu id s 
w ith F lu id e x , Osco D ru g ___________ 


W a te r 
p ills 
and 
la x a tiv e s 
m a y 
d e p le te 
y o u r 
b o d y 's 
e s s e n tia l 
P o ta s s iu m -a sk fo r K F o rte ' O sco 
D 
r u 
g 
. ________________________ 


G ra p e fru it P ill w ith D ia d a x , eat 
s a tis fy in g m e a ls a n d lose w e ig h t, 
n e w e x tra s tre n g th fo rm u la , O sco 
D ru g . 
_____________________ _ 


T e ll 
C ity 
F u rn itu re 
A m e ric a 's 
fin e s t 
in 
e a rly 
A m e ric a n 
s o lid 
m a p le E c o n o m y F u rn itu re , 209 W 
C o m m e ric a l C h a rle s to n , 683 6733 
T F 
USE THE DAILY STANDARD 
CLASSIFIED ADS 


Carport 
Sale 


327 Pam 


Thurs. 8-5 


W u rlitz e r 
O rg a n 
O rb it 
3 
th e s iz e r fo r sa le C a ll 471 6887 
Syn 


TF 


P IA N O S A N D O R G A N S B a ld w in , 
a n d W u rlitiz e r 
F in e s t q u a lity at 
re a s o n a b le 
p ric e s 
a n d 
te rm s 
R e n ta l 
p la n 
a v a ila b le 
K e ith 
C o llin s P ia n o C o m p a n y , 98 N o rth 
K in g s h ig h w a y P hone 47 1 4531 
12. Misc. For 
Sale______ 


M a n n e q u in s 
2 fu ll 
fig u r e m a n 
n e q u in s 
2 
p a r tia l 
to rs o 
m an 
n e q u in s 
1 g ift w ra p c o u n te r 
471 
9280 
______________________________ 11 5 76 


C a rp o rt S ale 
320 P a m 
F r i. 
S till H a ve F re s h C a tfis h In L iv e 
B ox 
A lso 
H a ve 
F ro z e n 
F ish 
C a tfis h H a ve n 471 0976 
__________________________ 11 5 76 


Used fu rn itu re , liv in g ro o m su ite 
E le c tric stove, 471 5333 
11 576 


O m e tte set 
6 c h a irs 
2 
M a tc h in g 
c h in a 
c a b in e t 
G ood c o n d itio n 471 7538 


le aves 
$125 00 


11 7 76 


B la c k 
v in y l re c lm e r 
L ik e 
$50 00 C a ll a fte r 5 30 471 0109 
new 


4. Notices 


I I 4 76 


WATER CURE 


NEW YORK (AP) - Storm« 
hot and cold water in tanks 
may be one way to cut electric 
bills 
A series of esperunents is 
being conducted m New Jersey 
and Pennsylvania by General 
Public Utilities Corp to deter­ 
mine the economic practicality 
of equipping homes and busi­ 
nesses to heat or cool water at 
night for space heating or air 
conditioning in daytime 


S tu d e n ts 
to 
tr a m 
fo r 
b e a u ty 
o p e ra to r 
S E M O 
B e a u ty School 
207 E C e nte r 471 2620 
_______ 


F u rn itu re s trip p in g 
M e ta l do o rs, 
etc R e a so n a b le 785 3590 
__________________________________VF 


C LA SSI FI ED A D V E R T I S I N G 
SECTION 
RATES 
M in im u m 
th re e 
d a y 
ru n 
Cash 
d is c o u n t of 50c it p a id w ith m fo u r 
da ys a fte r in s e rtio n d a te 


ERRORS 
W e m u st be n o tifie d th e f ir s t d a y o t 
p u b lic a tio n of e rro rs , a fte r th a t 
you w ill be c h a rg e d 
A ds w ill be ta k e n fro m 9 to 12 on 
S a tu rd a y 
6. Sleep. Rooms 


C o tta g e b e d ro o m , u tilitie s p a id 
I 
e m p lo y e d 
p e rs o n 
H o tp la te 
p riv ile g e 
R e lrig e ra lo r 
S how er 
$50 m o n th ly 471 3403 
_________________________________ T F 


M o d e rn 
s le e p in g 
ro o m 
w ith 
p riv a te b a th C a ll a fte r 5 4/1 4095, 
471 0079 
TE 


S leeping ro o m s a v a ila b le $100 00 
m o n th 
N* 
O rle a n s 
A p a rtm e n ts 
47 1 426 4 
TF 
7. Furn. Apts. 


2 b e d ro o m fu rn is h e d d u p le x w ith 
u tilitie s 4/1 2145 471 6310 
___________ TF 


F u rn is h e d 
a p a rtm e n t 
$14000 
m o n th ly 
No pets 
In q u ire at 502 
M a tth e w s a fte r 5 p m 
TF 


4 F a m ily P o rc h S ale 
340 C ro w e 
Tues W ed T h u rs & F ri 
11 5 76 


2 F a m ily C a rp o rt Sale 
400 S o u th w e st 
T h u rs F r i Sa! 
L o ts of ite m s fo r 
C h ris tm a s g ifts 
11 476 


MANAGER 


In te r n a tio n a l C o m p a n y s e e k s a p e rs o n w h o 
is h ig h ly re s p e c te d in th e c o m m u n ity . P re s ­ 


tig io u s , 
a p p e a r a n c e , 
a b le to 
m a n a g e a n d 


s u p e rv is e 
p e o p le , 
A b ility 
to 
v is u a liz e 
an 


in c o m e o v e r * 7 0 0 0 .0 0 th e firs t y e a r , 
p lu s 
u s e o f n e w c a r, a n d o th e r b e n e fits . 
For appointm ent call Mrs. Bird 


M O N D A Y TH R U W E D N E S D A Y 
F R O M 2 -4 A T 6 2 4 5 0 8 4 


F u rn is h e d a p a rtm e n t 471 0416 
TF 


3 ro o m 
d u p le x 
P a rtia l u tilitie s 
p a id 
I 
e m p lo y e d 
p e rso n 
$60 
m o n th ly 47 I 3403 
TF 


3 ro o m a p a rtm e n t 
u t ilitie s fu r 
m sh e d I e m p lo y e d p e rso n $125 00 
m o n th ly 471 3403 
__________________________________ TF 


F u rn is h e d a p a rtm e n t 
2 b e d ro o m 
47 ’ 0588 
TF 


Private warehouse sale 


One day only 


Satiij Nov. 6 8 a.m.-8 p.m. 


Hundreds of itoms 


H e w and used furniture, appliances, housewares, 
and hardware. 
Lots of a n tiq u e s 


In c lu d in g p u m p o rg a n , g la s s w a r e , la m p s , 


s ta v e b a rr e ls , tru n k s , e tc . 
81 2 S. M ain 


(O ld A r m o u r M o v in g & S to ra g e B ld g .) 
Sikeston, Mo. 


S E L L IN G Y O U R H O M E 
Need a Q u ick Sale? 
C a ll us fo r CASH o ffe r 
A lc o rn R eal E sta te 
471 7777 
T F 


Carport 
Sale 


804 Poplar 


F ri., N o v . 5 


7-1 p .m .________ 


ARMY SURPLUS STORE 


138 W. MALONE 


M-65 Field Jackets 
Denim Chore Coats 
Combat Boots 


13. Real Estate 


P u b lis h e r s N o tic e 
A ll re a l e s ta te a d v e rtis e d in th is 
n e w s p a p e r 
is 
s u b je c t 
to 
th e 
F e d e ra l H o u sin g A c t of 1968 w h ic h 
m a k e s ;t ille g a l to a d v e rtis e 
a n y 
p r e fe r e n c e , 
li m it a t io n . 
o r 
d is c rim in a tio n 
base d 
o n 
ra ce , 
c o lo r, 
re lig io n , sex. 
o r 
n a tio n a l 
o r ig in , o r an in te n tio n to m a k e a n y 
su ch 
p re fe re n c e , 
lim ita tio n , 
o r 
d is c rim in a tio n " 
T h is 
n e w s p a p e r 
w i ll 
n o t 
k n o w in g ly accep t a n y a d v e rtis in g 
to r re a l e s ta te w h ic h is m v io la tio n 
of th e la w 
O ur re a d e rs a re in 
fo rm e d 
th a t 
a ll 
d w e llin g s 
ad 
v e rtis e d 
in th is n e w s p a p e r a re 
a v a ila b le on an e q u a l o p p o rtu n ity 
b a sis________________________________ 


H ouse fo r sale by O w n e r 
S m a ll 
d o w n p a y m e n t 471 3112 
______________________________ 11 4 76 


5 a c re s 2 m ile s fro m D o n ip h a n on 
c o u n ty 
b la c k to p 
A ll 
u tilitie s 
S m a ll h u n t.n g shack $4000 00 379 
3977 
........................................ U 9 76 


54 a c re fa rm , b e a u tifu lly lo ca te d , 
h ill fa rm w ith m o d e rn hou se, la rg e 
b a rn , deep w e lls 
16 m ile s W est of 
S ike sto n 568 2813 
TF 


F o r S ale b y 
O w n e r 
2 b e d ro o m 
h om e on q u ie t s tre e t D is h w a s h e r, 
ra n g e , la rg e u t ility ro o m O u tsid e 
s to ra g e Phone 471 5578 
114 76 


N ew 3 b e d ro o m h o m e in c o u n try on 
l 
a c re , 
c a rp e t, 
w ood 
b u rn in g 
fire p la c e , 
c a rp o rt, 
b ric k 
fro n t 
w ood 
s id in g , 
p a tio 
11 a 
b a th s 
B e a u tifu l c a b in e ts ra n g e and dish 
w a s h e r C a ll 314 262 3833 
n 8_7 6 


F o r S ale by O w n e r. 3 b e d ro o m 
b ric k h o m e 1’ ? b a th on 1J< a cre s 
in M in i F a rm s . 471 1414 
_________________________ 
11 10 76 


House to r Sale by o w n e r 2 b e d ro o m 
b a th , 
liv in g 
ro o m , 
k itc h e n 
and 
u t ilit y ro o m . C a rp e t th ro u g h o u t 
C h a in lin k e d fe n ce w ith re a r en 
tra n c e to c a rp o rt 
N e w ly p a in te d 
in s id e a n d out. C a ll fo r m o re in 
fo rm a tio n 471 6642 
___________________ 
1110 76 


N ew 3 b e d ro o m house C e n tra l a ir 
h ea t L o ts of s to ra g e ro o m A ll fo r 
$19,500 00 
216 
P e n n y 
St 
H e c k e m e y e r A d d itio n S ikeston 
_____________________________ 11 10 76 


3 b e d ro o m hom e to r sale 
C h ain 
lin k 
fe n ce d 
b a c k y a rd 
L a n d 
scape d. L o c a te d at 871 St A nn N ew 
M a d rid C a ll 748 5187 a fte r 5 p m 
______________________________ 11 5 76 


1 and one th ird a c re in B e rtra n d 
683 6942 
__________________________ 
TF 


2000 a c re s fo r sale 
L e v e l, con 
tig u o u s 
p ro d u c tiv e 
D e lta 
'a n d 
N e a r 
G re e n w o o d 
M is s 
R e a s o n a b ly 
p ric e d 
C a ll 
o w n e r 
F re d S teck 314 471 1121 o r 901 527 
8 0 1 4 
_ 


6 ro o m fra m e house 
2 b e d ro o m , 
b a th , fa m ily ro o m w ith fire p la c e 
47 1 76 1 0 a fte r 6 p m 
__________________________________TF 


3 
b e d ro o m 
ra n c h 
s ty le 
hom e 
F ire p la c e in 17x30 fa m ily ro o m 
C u s to m 
b u ilt in 
k itc h e n 
A ll 
e le c tr ic 
f u lly 
c a r p e te d 
A ll 
m o d e rn 
L o c a te d on 5 a cre s at 
C h a rle s to n , M o 
1 m ile s south of 
N ew H ig h 
School 
C a ll 472 0224 
683 4739___________ 


USE THE DAILY STANDARD 
C LASSIFIED ADS 


FOR SALE BY OWNER 


3 bedroom bnck home, 
Vh baths, kitchen, dining, 
living room, and full size 


finished basement. 
2 acres 
fenced and bam. 
6 miles 
north of Sikeston. 
471-9264 


C hoice 
b u ild in g 
lo ts 
fo r 
sa le 
A v e ra g e size lOO'xlSO' 
B la c k to p 
stre e t. 
A pprox 
two m H M fro m 
Sikeston C ity L im its 
P h one 471 
5636 or 471 3929 


For Sale 


Timing light ‘ 15.00 
CB antenna ‘30 00 
3 piece hunting clothes, 
Vest, pants, and coat ‘20.00 
Hawkeye camera‘4.00 
Small misc. items 


For information call 


= = ^ ± M 
= = 
FARM FOR SALE 


96 
acres 
northw est 
of 
Bloom 


field on Black top AC Row crop 
Pasture 
. 
3 
stock 
ponds 
All 


fenced Good well 
Call 568 3826 night or 
471-2009 Days 


126 REUBEN 


2 
bedroom 
fram e 
com pletely 
redone 820 sq 
It 
living area 
Has living room 
eot in kitchen 
both carpeted 
gas heat 
Iront 
porch 
New siding and point 
Tile kitchen lloor Shode 
Coll 683 6307 
Collect 


T h o m a s H . B e n n e tt, 
R e a lto r 


or Donna Forbey 
Associated 


14. Situations 
Wanted 


W ill do h o u se cle a n m g 667 5972 
______________________________11 5 76 


Sew ing W a n te d 47 1 6574 
___________________________ 10 22 76 
16. Want to Buy 


2 
to 
5 
a c re s 
m 
K e lly 
S chool 
D is tric t 262 3279 
______________________________11 4 76 


We b u y new o r used fu r n itu r e 472 
0396, 
11 17 76 
18. Help Wanted 


G O O D P O T E N T IA L IN C O M E fo r 
q u a lifie d 
pe rso n 
w ith 
liv e s to c k 
fe e d in g k n o w how 
Sales t e r r it o r y 
w ith 
m a jo r 
teed 
c o m p a n y 
n ow 
a v a ila b le h e re 
W rite o r c a ll 
Box 
926 S ike sto n , M o 
________________________ 
1 1 5 7 6 


Custom Seed 
Cleaning 


Satisfaction g u aran teed 


* P ro m p t u n lo ad in g 
*S e e d sto rag e if d esired 
* U n o ffic ia l g e rm in a tio n te s t, no ch arg e 
*G lv e us a tria l 
You m a y be glad you did. 
R. C. Davis Cotton & 
G rain Co. 


*hone 683-4731 
Charleston, M o. 


IMMACULATE 


Describes this home at 104 Spring Dr 
In Collins North Acres 
3 bedroom, 2 full baths living room big family room and kitchen 
combined Full basement lots of storage 2 car carport Storage on 
carport Nicely landscaped lawn This house is in excellent condi 
tion and a choice location 
Before you buy. see this home 
Possession 30 days 


P hone Bud C o llin s 4 7 1 -2 0 4 5 — 4 7 1 -1 8 5 3 
T e rry C o llln s -4 7 1 -0 8 5 5 


LARGEST EXCLUSIVE FARM BROKER 
IN THE MISSISSIPPI DELTA 


P le n ty o f fa r m la n d fo r s a le . 
In Southeast Missouri. Southern Illinois, Arkansas, 
Mississippi ond Louisiana 


B o th la r g e a n d s m a ll tra c ts . 


W ill t r a d e . F in a n c in g a v a ila b le . 
W. J. McMikle 


Real Estate & Farm Loans 


S ik e s to n , M o . 
Phone 314 471-7111-472 0564 


Help W anted 


M a n a g er tra in e e 


Apply a t 


First Crown Finance co. 


115 1. M alon e 
Sikeston, M o. 


A p p ly b e tw e e n 2 p .m . an d 4 p.m . 
N o p h o n e calls accep ted 


Electricity displays 


Tommy Kirksey, left, and Wayne Blough, members of 
the Risco- New Hope 4-H Club, received certificates of 
recognition at the New Madrid County 4-H Recognition 
Night Thursday for electricity demonstrations they 
presented at the Missouri State Fair in Sedalia. 


Outstanding 4-H’ers 


Ruth Ann Canady, a member of the Dawson- LaForge 
4-H Club, and George DeLisle, member of the Shamrock 
4-H Club, were announced the most outstanding 4-H girl 
and 4-H boy at the annual New Madrid County 4-H 
Recognition Night Thursday in Lilbourn. 
(Daily Standard photo) 


Outstanding 1st year 


Angela Fortner, a member of the Risco- New Hope 4-H 
Club, and Barron Thatch, member of the Jolly Ho 4-H 
Club claimed honors as the outstanding first- year 4-H 
girl and boy at the annual New Madrid County 4-H 
Recognition Night Thursday in Lilbourn. 


“Operations and 
hospital rooms cost 
a lot more 
than you think? 


417 S. KINESNISNWtr 
V i 
471-4411 
■ 


See me for State Farm 
I/i 
Like a good 
neighbor, 
State fferm 
lettiere. 


i STATI TAAM i 
db 
I l N i U i . N C I I 


Sim firm Mutual Automobili Intuunca Company 
Homi Ottica Bloomington mmol» 


Joy Griffin 
J 
selected for 
pageant 


WALNUT RIDGE, Ark - Joy 
Griffin of Sikeston, Mo., has 
been selected by the Eagles Pep 
Club to compete in the Miss 
Southern 
B aptist 
College 
pageant to be held Friday night 
at the school. 


Miss Griffin is the daughter of 
Mr and Mrs. John Griffin, 413 
Greer St and a 1975 graduate of 
Sikeston High School. 
Sikeston girls have fared well 
in recent pageants. Brenda Ray, 
daughter 
of 
Mr. 
and Mrs. 
Herman Ray, 436 Coleman St., is 
a former winner of the Miss 
Southern Baptist College title; 
and Rebecca Williams Eakins, 
daughter of Mr. and Mrs. Ray 
Williams, 
435 Coleman was 
selected as second runner-up in 
the 1975 contest. 


Southern Baptist College is an 
accredited liberal arts junior 
college. 


Discovery may lead to less expensive source of drugs 


SAN FRANCISCO (AP) - 
Scientists experimenting with 
genes have “ordered” a tiny 
cell to produce an enzyme, a 
discovery they say may lead to 
new, less expensive sources of 
insulin and other drugs. 
In an interview before publi­ 
cation Thursday of the findings 
in the journal Nature, Dr. Her­ 
bert Boyer said scientists may 
soon be able to reconstruct 
genes that will turn cells into 
"factories” for the production 
of biological substances 
“We’ve gone out of the area 
of basic science,” Boyer said, 
“into the area of practical ap­ 
plication.” 
Through such genetic engi­ 
neering, he said, cells could be 
ordered to produce drugs like 
insulin, essential to the survival 
of about a third of the nation's 
10 million diabetics. 


Boyer, who directed the re­ 
search at the University of Cal- 
ifornia-San 
Francisco, 
said 
such production might be only 
five years away. 
The genetic engineering is 
based 
on the technique in­ 
volving “recombinant DNA,” 
research reported in 1973 and 
1974 and for which the Univer­ 
sity of California and Stanford 
University have together ap­ 
plied for a patent on the com­ 
mercial use of the technique, 
the universities announced. 
Boyer’s work in reconstruct­ 
ing parts of parts for DNA, the 
basic chemical unit of heredity, 
“parallel" 
the break-through 
announced last August by Har 
Gobind Khorana and others at 
the Massachusetts Institute of 
Technology, the University of 
California said. 
The 
Khorana 
group 


ceeded 
in 
linking 
complex 
chains of DNA to duplicate the 
actual gene of a simple bacte­ 
rium, E. coli, which lives in the 
human 
intestine. 
When 
this 
manmade gene was then in­ 
serted into the cell, it func­ 
tioned like its real-life model 


Boyer explained his group 


had synthesized a section of 
DNA that orders the genes of 
E. coli to produce an enzyme 
used for digesting milk. Nor­ 
mally the enzyme is produced 
only when the cell needs it. 


“Normally there’s a protein 
molecule that sits on top of this 
genetic segment and keeps it 


from 
working,” 
Boyer 
ex­ 
plained. Such molecules, called 
“repressors,” 
are 
important 
clues to understanding what 
turns a gene on and off. 


When the manmade DNA was 
inserted into the cell, Boyer 
said, it grabbed the repressor 
molecule away from the cell’s 


own DNA, which then began to 
order the gene to produce the 
enzyme. 
Scientists 
think 
repressor 
molecules are part of the rea­ 
son one gene in a human fetus 
will direct cells to form into a 
hand and another, perfectly 
identical gene, will order the 
development of a nose. 
Frosty bridge floors pose hazard 


JEFFERSON CITY — “You 
don’t have to wait until the 
temperature falls to 32 degrees 
to have a slick bridge floor,” 
comments Robert N. Hunter, 
chief engineer of the Missouri 
State Highway Department. 
“As soon as frosty conditions 
begin to develop, our weather 
service will alert us that con­ 
ditions exist which can make 


bridge floors slick. When this 
happens, 
our 
m aintenance 
people will monitor the situation 
until the danger passes," Hunter 
added. 


On early November mornings, 
conditions are often present that 
can frost over a bridge floor in 
minutes. The right combination 
of wind speed and moisture can 


frost a bridge deck even when 
the rest of the highway is clear. 
And, ironically enough, the 
alert driver should be aware 
that one bridge may be clear 
while the next is quite slippery. 
The highway department is 
prepared 
for 
the oncoming 
winter months, with sand and 
chemicals on hand for use as 
soon as slippery bridge con­ 


ditions develop. But, until time 
maintenance crews arrive,the 
motorist should be wary. 


“In the meantime, the best 
thing a good driver can do at this 
time of year is to approach 
every bridge as if it is a slippery 
one, slowing down and making 
no sudden moves while on the 
bridge,” Hunter concluded. 


RECLINERS $ 
Choose from Herculons, m 
vinyls and velvets. 
■ 


IFREEBEDDING 
with purchase of any 
1 4 pc. Bedroom Suites 
Mattress & Foundation; Firm Only; Quilted 


Two years ago this week, Bob McCord opened McCord Quality 
Furniture, 115 Center, Sikeston, Mo. He wanted to bring quality 
furniture at below avaerage prices to his Sikeston area friends. 
Once a year he orders all prices cut on furniture and carpet. 
20' to 40* Off! 


McCord Quality Furniture now has the largest stock of name 
brand furniture than ever before. B R O Y H ILL, A M ER . OF 
M A R T IN S V IL L E , SERTA, BISHOP, BARW ICK, SING ER, 
D eV ILLE , and M A N Y, M A N Y, MORE. 


Carpet Remnants *9 


Values, from >8 to MS yd. 
mm 


Sit. ROOM 
DIVIDERS 


I 
8' T a ll, 2 6 " w id e use singular, 


l 
oi p ut th e m to geth ei 
A ss t 


co lo 's w o o d sides plexiglass 
ja g g 
‘4 


Lamps 
Decorator 


Entire Stock * 1 A 
REDUCED! lUup 


t 
72” U 4 " 
! CANNON 
; 
BLANKET! 


in.it 2 M 8 8 
Choice of colors ■tea. 


7pc. 
‘Sloppy Joe’ 
Livingroom 


Sofa*Love Seat*Chair •Ottoman 
»Cocktail Table »End Table «tam p Table 
Carpet Pad $1 p e r 


...While it lasts! 
l Y A R 


■Delivered and 
■Set-Up FREE in 
r your honje.M 
I regular $ 
■ 
■ 
■ 
*699 VALUE. 1 » S IÍÉ S Í 


nome. 
3 9 â 
■ 4 1 
50 
Iy d. 


99 


, from 08 to *15 yd 
B 
« y 
^ - ) g h v f .y 
i T n i ii 


$ 


Truckload Bedding 
Just Arrived! 
-Innerspring, Quilted floral pattern 
—252 Coils, firm only 


Maple 
C l C C D C D 
Queen Size 
5 Pc Pine 
BUNK BEDS « s K 
SLEEPER 
BEDROOM 


7 
|50 
YD. 


( ' M f l p 
w i î h f )«•(!( Il l |(J 
K 168 


Financing 
can be 
arranged! 


I ' m , I 
II, M 
,1, 


REG 
S 
S249 158 « - 268 


Í I I J ) 11 ’ ( l l I " V ! 
’ 111! f * ) t l) 


( I f. i vv * ■ f « h**\t G >( * TI >« >.m (1 


-, I,, , n i l , , , m l 
A 
h r H i l m , m l 
A 
Plus F R E E 
V 
B E D D I N G 
269 


C o n t e m p o r a r y 


Herculon 
SOFA 


R E G 
) Q 
Q 
4219 
\ J O 


— 
Dunont *50r— 
■HNvlon Sculptured. 300 yds. to sell. ■■■■I 
lllBMGold or green. Reg. S8.95 WISÈiÈÈÊÊÈglÈÈÈË 


Assorted Colors 
Reg.M2.50 y d ^ a lS J|B 
|B 
|Rl|.$129 ÎWlRSIZfl.......... *7I;2P68. 
ill|.*14lll|UlirSIZI 
$88;2 PCS. 
|M|.*1IMUINSIZI....... *119:2168. 
jmi>23IKII|SIZt.........*15I;3R6S. 


Í 
American 
Herculon 
SOFA 
188 


F lo i a l Velv et 
SOFA 


I , M ... 
I ft I ! 
. 
I, ,, I 
399 
MCCORD QUALITY FURMTUftE 
“W“ 
115 Center, Sikeston, Missouri Call 314-471-8530 
**■*«»•■• 
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TO PLACE YOUR 
CLASSIFIED AD 
CALL 471-4141 


C ash ier W an te d M oo re's Bu ild in g 
Su pply Route 62 at I 55 Sikeston, 
M o 
A p p ly in person 
See 
Dan 
Sutton 
or 
George 
Sm ith 
E q u a l 
O p p ortu n ity E m p lo ye r. 
______________________________________T F 


Som eone to live In 
w ith 
eld e ry 
lad y 
S a la ry 
M eals sent in. 683 
4020 a fte r 5. 


__________________________________________ 
11-5-76 


S e e k i n g 
E m p l o y m e n t ? 
Correspondence course in incom e 
p re p a ratio n 
10 
lessons for 
$10 
W rite 
Tax T attler S e rvic e s and 
P ro g ra m s Suite 1201 506 O liv e St 
St. Lo u is, M o 63101 
_____________________________ 
T F 


W a itre sse s 
w anted 
A ll 
shifts 
A p p ly in person 9 a m 
11:30 a m 
M on F r i. Sam bo's R estau ran t 
__________________________________11 3 76 


F u ll or p art tim e w ork M ust have 
car 
E a rn in g s up to and above 
$1,000 00 per month M an ag em en ts 
position o p er ng " 
' sii n n ? l 5 
for appointm ent a d in te rvie w 
T F 


Career O p portunities in K en tu cky, 
G eorgia, and Louisiana for food 
service w o rk e rs and linem en A ges 
17 34 
P a id train in g for those who 
q u alify 
C all A rm y O pportunities 
at 471 8870_____________________________ 


Challenging 
interesting w ork 
in 
Europ e plus a $1500 bonus if you 
q u alify 
No experien ce req uired 
Ages 
17 34. 
C all 
A rm y 
Oppor 
tunlties at 471 8870 


WANTED 


LEAD GUITAR PLAYER 
SINGLE PREFERRED 
Call 667-5621 after 6 
»oooooooooooooooooooc 


19. Child Care 


W ill do bab ysittin g in m y hom e 
47 1 5333 
____________________________ 11-5-76 


W ill do b ab ysittin g night or day 
471 9712 
_______________________________1110 76 


W anted bab ysittin g in m y hom e 
N u rsery school Exp e rie n ce d C all 
471 0632 
11 5 76 
H A R V E S T 
DAY SPECIALS 
^ PC 
# SLO O PY JOE 
SO FA 
- _ 
COFFEE A N D 
CH A IR 
»A/1Q95 END TABLES 
ROCKER 
“1 *1 Î I 
O TTO M A N 


EARLY A M ERICA N 
SO FA & CH AIR 
*265°° 


3 W A Y RECHNERS 
*3995 


2 PC CONTEM PO ARY HERCULON 
SET 
W A S *249” 
O NLY *1399S 


TH ER A PED IC FULL SIZE 
MATTRESS & BO X 
,7995 


COMPLETE BEDRO O M 
MEDITERRIAN STYLE 
*165°° 


7 PC DIN NETTE 
W ASHABLE SEATS 
*11995 


ODD 


H EA D BO A RD S 


*29« 


3 PC 


SOFA 
CHAIR 
LOVESEAT 
»30888 


UNITED FREIGHT SALES 
2126 Broadw ay 
Cape 


E-Z term s 
334-6738 


Wanted, 
children 
to 
keep in my home. 
Preschoolers 
and 
school age. 
Close 
to 
Southeast 
Grade School. 
Perfect 
for 
children 
in the afternoons. 
CALL 472-0602 


GOTOCHURCH SUNDAY 
21. Business 
Opportunities 


F A S H IO N O P P O R T U N IT Y 
H ave a pro fitab le ladies fashion 
shop of your own, featuring nam e 
brand, first q u ality m erch an dise 
$14,500 
in c lu d e s 
in v e n to ry , 
train in g , 
fixtures, 
and 
grand 
opening 
Call collect, New W orld 
Fashion , Inc 
(904 764 7612, E x t 
201 


22. Motorcycles 


1972 750 cc K a w a sk i m oto rcycle 
$700 C all 471 3712 
11 10 76 


E d 's E n g in e Tune Up C linic G a s 
and diesel re p air se rv ice 24 hour 
em erg en cy re p air se rvice 471 3256 
days 47 1 82 57 
nights 
E d G ra c e , 
O w ner 
___________________ 
_ 
_ 
______115 76 


Announcing the opening of M u r 
p h y's A n sw erin g Se rvic e 
114 N 
W e st 471 3214 


A p p lian ce re p air L a rg e or sm a ll 
G as 
e le c tric . 471 7750 
_____________________________________ T F 


H om e Im p rovem en t 
C a rp e n try 
Plu m b in g 
E le c tric a l 
C e ra m ic 
U n d e rstru ctu ra l 
Nothing 
too 
S m a ll, Les F u g a te 471 3580 
______________________________________T F 


M ob ile 
H om e 
Central 
A ir 
con 
ditioning 
3 
ton 
U nit 
N o rm al 
In stallatio n $750 00 plus tax 
3’ a 
and 4 ton U nits a v aila b le C an o y's 
S e rvic e 471 7737 
__________ _______ 


Roofing, 
rem odeling, 
hom e 
im 
p ro v e m e n t. 
472 0136 
F r e e 
estim ates 
T F 


B ir 
P reg n an t 
and 
distressed 
thright C ares. (314) 335 0750 
T F 


"D o g G ro o m in g " 
R easonable 
47 1 4630 


2 T ra il 90 Hondas Call 471 2767 or 
471 1194 
T F 


Ju s t like new 1974 Y am a h a , 250 cc 
6 speed 
2500 m iles. Helm et in 
eluded 472 0204 after 5 p m 
11 7 76 


1974 125 E ls in o re Honda 
$300 00 
47 1 2 3 9 5 
11 3 76 


1972 Y a m a h a 100 street bike Good 
condition 471 0457 
11 3 76 


'73 Honda 450 Best offer 471 2353 
T F 
24. Services 


Sim p son's Tree Se rvice 
Topping, 
T rim m in g , 
R em ovin g 
and H auling F re e E stim a te s 624 
3581. 
_______________ 
11 10 76 


C B R e p a ir W o rk F C C Licensed 
W o rk G u aran teed 846 R uth or C all 
471 3155 
11 1076 


R em od e lin g , 
roofing, 
m ason ry 
w ork T e rry construction 471 1477 


B lu e Cross through Scott County 
F a r m 
B u re a u . 
For 
inform atio n 
call 54 5 3 520_________________ _________ 


F ra m in g 
P ictu re s, 
N eed lew ork , 
k e e p s a k e s 
471 0498, 
M a u r ic e 
A rm stron g , 7Q7 T a y l o r __________ 


Custom wood w orking, c a rp e n try , 
painting 
471 9430 
T F 


Armour Moving and 


Storage 
Local and Long Distanco 


Moving. 


Froo Estimates 
Phono 471-4039 Night or Day 


104 S. Acres Dr. 


Sikeston, Mo. 


Agent for 
Von Dor Ahe Van Lines 


L e a v e s m ulched in your yard Call 
afte r 6 p m 667 5361 
11 4 76 


W e 
e m p ty 
a ttic s , 
g a ra g e s , 
basem ents of junk, for contents 
683 6986 or 683 6461 
______________ 11 9 76 


Rem odeling 
and 
construction 
B asem en ts 
and 
carp o rts 
F re e 
E s tim a te s 471 9982262 3833 
_______________________ k_________ ljl_8 76 


Sue s Cut & C url Be au ty Shop 
667 5519 
20 per cent oft on perm anents 
during 
N ov 
D ay 
or 
night 
ap 
pointm ents for the w orking girl 
2> j m ile s south of M orehouse 
________________________________ 10 31 76 


B y rd Auto S a lvag e 
Benton, Mo 
W e 
install 
m otors 
and 
tran 
sm issions 471 6194 545 3877 
_________________________________ TF 


T H O M A S ( T O M ) G O D W IN 
Special R ep rese n tative 
M O D E R N W O O D M E N 
O F A M E R IC A 
Bo* 162 M orley, M o 63767 
Bus 314 262 3283 R es 262 3045 
11 20 76 


LONG TERM 
FARM LOANS 


Low cost and fast, 
efficient serivce. 
Mid Delta 
Agency 


representing 
Kansas City Life 
Insurance Co. 


P 0. Box 902 
Sikeston. Mo 
Phone 314 471-6000 


USE THE DAILY STANDARD 
CLASSIFIED ADS 


Registered 
& Certified 
Seed w heat 
$5 per bushel. 


D i f f e r e n t v a r i t i e s a v a i l a b l e 


Q u a n i t y d i s c o u n t s 


Call Bell-Mo. Seed 


B e ll C i t y 
M o . 


______________ 733 4451 


28. Autos 


1972 V W Be etle 
Good condition 
$995 00 1 335 9348 
________________________________ I I 1076 


1974 C hevy 4 w heel d riv e 350 V 8 
All power 
N ew m otor. New tires 
23,000 m iles 62 4 3 581 
_____________________ 
UJ70 76 


1966 C hevelle M alib u 6 ty h n e r 
4 
door 471 ‘,688 after 4 
_________________________________ 11 5 76 


Clean 1975 B ro n co 471 1179 
__________________________11 10 76 


1972 
V olk sw aq en 
Be e tle 
36,177 
m iles $1000 00 C all 568 3206. 
It 5 76 


Fo r Sale ’965 B u ic k Sportw agon 
Good condition. $400 00 F irm C ali 
471 4135 afte r 7 00 p M 


1970 
Pon tiac 
L e M a n s 
V 8 
358 
enqine. v e r y good condition Low 
m ileag e 
Good tire s 
471 8358 or 
471 4741 
________________________________ 
T F 


1964 C o rvair 
Ex ce lle n t condition 
1969 
Bu ick 
C on vertib le 
Clean 
F u lly 
equipped 
Prop st 
M ob ile 
Hom es, Inc 
M wy 62 E 
Sikeston, 
Mo 
__________________________ 
11 5 76 


1965 C a d illac Coupe D e v ille 2 door 
hardtop 
$295 00 
R u sse ll's 
Auto 
Sale M orley, M o 262 3952 
T F 


1973 P in to 32,000 m iles 471 6660or 
472 0840 
__________________ 
H 3 76 


1967 
Bu ick 
Sp ecial 
4 door 
v 8 
autom atic 
A ir conditioned 
V e ry 
good condition 
$500 00 C all 471 
7785 
_____________________________11 5 76 


1972 
M onte 
C arto 
V 8 
H ardtop 
coupe 
2 door 
R o y al blue with 
black 
vin yl 
top 
E x tra 
clean 
E x ce lle n t interior 
Books at $2500 
and w ill sell at 51995 00 C all 262 
2170 
or 
262 3952 
or 
inquire 
at 
R u ssell's Auto Sales M o rle y , M o 
________ 
_ 
____________ n 4 76 


'73 C ad illac D e V ille 
F u ll power 
E x tra s Good condition 47 1 392 5 
_____________________ 
1) 3 76 


1972 
Chevrole* 
C a p n e 
A M F V 
stereo 
T ilt whet- 
*> conditioned 
power s*eerm g and pOv, 
b rakes 
A fter 5 315 E G la d y s 


2'67 C hevelle 283 Fo u r speed Good 
Shape 283 5672 or 283 58?6 
________________________________ 10 31 76 


1972 Olds 98 
E x ce lle n t condition 
All accessories 47 1 9548 47 1 4377 
T F 


1976 Fo rd V an 
E 100 6 cylin d er 
Po w er b rakes 
L ik e new 
After 5 
471 8891 


Special Purchase 


Couch & Chair 


*246" Full prie* 


471-7390 


SS THE FIRST TRIPLE WIDE MODULAR HOME ON DISPLAY IN THIS AREA 


Ob« of Mlaeoart • «ld««t tmd large«« dealer« 
M r r k | the tri iU U area far o*ar 16 y ia n w hk 
quality product« «ud aarrko. 
100 mil« fraa daUvary 
Coavautioua) A FHA 
financing available 
P au l’« bus lb« largaut aakuctloa of 12 wldaa wad 14 
w ido and fauturaa Iba 14*76 balcony kilcban for 
tba ui final« la M odular Hom o Living. 


O ver 1900 aq. ft. of luxury living T h is beautiful 
96*66 m odular home features a large redwood 
dock, island kitchen, garden tub & family room 
with bar. 


C h o c k w ith u s to to u r tbo firs t M o d u la r 
Subdivision 
See M o d u la r H o m e s sat up with 
basem ents & garages. 


M 2 S . K M * w i 


DOUNi WTO START AT $10.995Ü0 


PAUL'S MODULAR HOMES 


Nun I sa. b 7 m . Ma tn Sä, Smday 1-4 ra. 


334 *465 


$ SPECIAL $ 


19/2 Camero A/T A/C 
19/5 Trans Am 
19/3 Eldorado Cont. 
19/1 Eldorado Cont 


East Malone Motor Co. 


4 / 1 / 5 8 4 
2403 E Malone 


East Malone 
Motor Co. 


471 7584 
2403 E Malone 


400.00 down 


7 1 Ford LTD 
7 3 Plymouth Duster 
7 1 Cadillac 
7 2 Pontiac Luxury LeMans 


200.00 down 
7 3 Monte Carlo 
7 2 Chevy P U 
69 Chevy P U 
7 3 Buick Regal 
7 3 Olds Cutlass 


‘300.00 down 
7 5 Buick Regal 
7 3 Buick Electra 
7 3 G M C P U 


Did you know that you can own a 
12x65 3 bedroom tor only $150 00 
down B a la n ce on easy term s 471 
7390 
11 4 76 


C o m p le te 
fu rn is h e d 
12x55 
2 
bedroom m obile home 471 6237 
10 11 76 


12x60 3 bedroom ce n tral a ir 
471 1048 
C all 


T F 


1976 
Penthouse 
m obile 
hom e. 
14x64 
2 bedroom . 2 fu ll baths 
C en tral 
a ir 
Carpet 
U n d er 
pinning 4 m onths old C all w eek 
d ays only after 6 683 3498 
T F 


E x tra nice 2 bedroom 2 bath, 65 x 
12 m obile hom e w ith 7x20 expando, 
set up, underpinned and re a d y to 
m ove 
in 
Assum e 
p aym en ts 
P hone 471 5636 or 47 1 3929.__________ 
32. Rec. Vehicles 


Used cam p ers 26 ft 
O asis tra v e l 
tra ile r 23 ft B an n er tra v e l tra ile r, 
N im rod tent-cam per M an O W a r 
pickup 
cam p er 
Prop st 
M o b ile 
H o m e s, 
In c 
H w y 
62 
E a s t 
Sikeston, Mo 
_________________________________ 115 76 


1974 31' A irstream T ra v e l T r a ile r 
G alem o re M ob ile Hom es 
H w y 62 
E a s t Sikeston, M o 
________ 


30. Farm 
Supplies 


Save $1 00 per ton off regular pr ice 
on red or w hite lim estone 
C all 
T e rre ll L im e Co 
471 5153 or 683 
6390 
31 .Mobile Homes 
For Sale 


10*40 M ob ile hom e 688 2777 
_________________________________ 11 5 76 


8*55 M ob ile H om e $700 00 Cai 649 
5002 before 9 30 and after 5 p m 


______________________________ 
11 4 76 


7 ■ M ode' m obile hom e 2bedroooi 
< entrat neat 
W ill take late model 
- a r o r tr u fk as trade tn 471 9275 
11 9 76 


52*24 
D oubiewide 
C o m p le te > 
. J 
sh ed 
f J A 
approved 
F u n 
r- we 
$10 900 00 
P le a se shop the en tire Trt State 
ar ea then c a ll 471 7390 
11 4 76 


Tree Trimming 


Cutting & Rem oval 


Lawns Cleaned 
472-0272 


26. Pets 


F re e m other dogs and 5 puppies 
Dog house included 472 07 49 
H 4 76 


C ockers 
chih uahua 
dachshund, 
to* te rrie rs . Pug 
Also breeding 
stock Iris h Setters 238 2 4 41 
______________________ n J_4 76 


Coon dogs, squ irrel dog, b ird dogs, 
ra b b it dogs tor sale 471 8612 L lo ,d 
C M e rric k 
______________________________ 
U 4 76 


A K C 
p u p p ie s , 
c o c k e r s , 
P o m e ra n ia n s 238 2441 


R e g iste re d toy Pekingese. P e * e a 
poo and 
poodle puppies 
R alp h 
Henson, Hlm o, Mo 264 4678 
27. Feed & Seed 


A rth u r Seed W heat for Saie 96 per 
cent g erm in atio n Bagged or bulk 
R o y B irk 68 1 3486 
It 9 76 


NEED A LOVELY HOME WITH LOTS 
OF ROOM & ON LARGE LOT? 


Some discriminating family will take pride in the 
acquisition of this confortablc home, lovingly cared 
for by members of one family for whom it was built 3 
large bedrooms with real nice closets. 2 full baths, 
central heat & air, modern kitchen with adjoining 
family room, nice living room, entrance hall, well 
insulated fully carpeted. 2 car carport with lots of 
storage. Entrance to pool from carport leads to Hall 
Mark pool Fenced yard with patio around pool - 
Priced tb sell 
PAUL JOBE REAL 
ESTATE 


220 N. MAIN 
471-8175 DAYS 471-2724 EVENINGS 8 
« O Q C C O O G C O o d i 
« C O C C C C C C C O Q 0 C C C C O 8 C C C C O 6 C C O ! 


ST. JUDE MOBILE HOME 


SALES 8 SUPPLY 


For Sale: 20 used Mobile Homes 


1968 thru 1974 
One 55x10 
Three 41x10 
Eight 38x12 
Eight 45x12 


All these mobile homes have air condition­ 
ing, 
under 
pinning, 
steps 
and 
blocks. 
All go with home. Priced from *2695 *3595 


Four year bank financing available with 20% 
down and approved credit. 


These mobile Homes are setup and hooked 
up in a nice mobile home park. Street 
blacktopped. City water 
and 
sewer. Can 
leave on pad and pay rent if desired. 


Cell 688-2135 Day or Night 


LET ME SERVE Y O U 
Y O U 'RE N O . 1 


PHIL 
BARKETT 
REAL ESTATE 


NEEDED-NEW LISTINGS 


Homes That are Affordable. 
Own One Now. 
Your Best Investment 


For Sale in Diehlstadt the Shanley Home 6 room 3 
bedroom house with 2 large lots For under $10,000.00 


For Sale 5 room 3 bedroom house at 416 Marian St. 
Very clean with bath and built-in cabinets in kitchen. 
With Garage 
Brick and frame with fenced in 
backyard. Central gas heat and air conditioner. 
Walking distance from Southeast Grade School. Value 
Priced to Sell 


For Sale Fine family home with 3 bedrooms. 2 baths 
living room, large family room, and kitchen with 
plenty of cabinet space, dishwasher, disposal, electric 
stove and vent. All built-ins. Heating and air con­ 
ditioning 
Located across from Southwest Grade 
School 839 Wayne St. Over 1400 sq. ft. floor space. 
Value Driced Reduced 
$19,500 


Good 5 room. 2 bedroom house on large corner lot. 319 
Ruth St Has 2 baths Living room, dining room, kit­ 
chen and basement. Can be seen by appointment. 
$19.500 00 


For Sale Pretty. Very Clean 5 room 2 bedroom home 
at 315 Edmundson Gas heat, built-in kitchen with 
garage Gas heat. Priced to sell. $16.900 Only 4 blocks 
from Mall. 


For Sale Mobile Home with built-in family room on 2 
large lots Air conditioning and central heat. For Sale 
250 acre timber farm About 20 acres tillable. 4 miles 
north of Columbus. Kv., on gravel road Not far from 
Westvaco $350 per acre 


Farm land and land for sale Interested in 5 acre 
building plots 4 miles north of Miner on blacktop. Call 
Me 


For Sale This home on 164 acres farm 7 miles south of 
Doniphan. Mo *4 mile from beautiful Current River. 
Has incomplete 4 bedroom, 2 bathroom, house Has 
garage 50 acres tillable Rest in woods and timber 
Complete!) fenced for livestock Ideal for retirement 
home or recreational area Priced $42,ouu oo 


For Sale Very gt>od 335 acre farm 1 mile north of 
Bertrand 245 Acres put to grade with irrigation well. 


For Rent 2 room apartment with hath on 211 Handy St. 
I ’tilities lurnished. 


For Rent 1 all new 2 bedroom duplex apartment 113 
'Hurd St 
Has complete kitchen 
Washer- dryer 
hookup Immediate possession. Central heat. 


For Sale All new home on Cravens St. in Miner Now 
under construction 3 bedrooms with large master 
bedroom Family room, bath and 4 Built-in kitchen, 
and living room Plenty of closet and storage space. 
Pick out your color of walls and paneling, carpet, 
outside color, and appliances Very reasonably priced. 
$28.500 00 
Excellent income producing property Gross $7300 per 
year. Very low payment will carry most of the loan. 
Cost $41,500 00 
Good income producing property. 16 duplex $24,000 
Income $ !89,ooo oo Good terms available 


For Rent 5 room 2 bedroom home 622 W Murray Lane 
Office Desk Space Very low rent. Utilities furnished 


Call me I m available day or nights. 
P h il B arke tt Real h t a t e 


Farm-Home-Commercial 
622 E. M alone 
Office phone 471-6144 
Hom e 471-2636 
" P r o u d to i « r v e y o u " 
S ik e s to n - C h a rle tfo n - io s f P r a ir ie 


Will cooperate fully oo buying or selling real estate 
with all the brokers in the Sikeston ares. 
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Totie Fields, the once-rotund comedienne has her husband, George Johnston, at her 
side at her first public appearance since circulatory problems forced the removal of 
her left leg seven months ago. Now peppy and slee, she was talking to newsmen. Her 
first stage performance is planned for April in Las Vegas. 
K 
r 
(AP Wirephoto) 
Gypsy women learn to sew 


Flavor booster 
■ _ 
y ■ 
perks up foods 
Portli^llSSG ridlC SOlip 


By TOM 
HOGE 
AP Newsfeatures Writer 
What is MSG? 
Back in 1908 a scientist at the 
University of Tokyo showed the 
effectiveness of monosodium 
glutamate (MSG) as a flavor 
booster. 
Today 
millions 
of 
pounds of it are consumed 
round the world each year. 
It took a while for Americans 
to acquire a liking for MSG, 
which is usually produced by 
fermentation from sugar beet 
molasses. But finally it began 
to snowball. 
Americans used less than 6 
million pounds of MSG a year 
in 1946 but today the figure has 
rocketed to more than 42 mil* 
lion pounds. 
Asians consume about four 
times as much MSG as we do, 
and it is a key ingredient in the 
dishes served by many Chinese 
restaurants. A report circulated 
eight years ago that some 
people might have an allergy to 
excessive amounts of MSG, and 
they began talking about the 
“Chinese 
restaurant 
syn- 
drom e” which 
reportedly 
caused some patrons to com­ 
plain of headaches and diz­ 
ziness after loading up on the 
delicacies offered by Asian 
chefs. 
One critic was Dr. Jean May­ 
er, Harvard nutritionist who 
noted that MSG absorbed into 
the bloodstream in large quan­ 
tities could cause an unpleasant 
aftermath, but he added, with 
no lasting effects on adults. 
Scientists supporting MSG 
then came forward. One was 
Dr. Lewis D. Stegink, professor 
of pediatrics and biochemistry 
at the University of Iowa Col­ 
lege of Medicine. Said he: 
“Glutamate is a common sub­ 
stance present in every normal 
diet.” He added that human 
breast milk had large quan­ 


tities 
of 
naturally-occurring 
glutamate. 
Stegink said he had made a 
study of 24 individuals who re­ 
ceived large quantities of MSG 
in meals and none reported 
symptoms of the “Chinese res­ 
taurant syndrome." He sug­ 
gested that anyone who did suf­ 
fer aftereffects might have a 
glutamate 
metabolism 
dis­ 
ability. 
All I know is that I have ea­ 
ten a great deal of Chinese food 
with nothing more than a sense 
of well-being afterward. Here is 
a recipe by Patricia Young 
from her book “From China 
With Taste” (Drake Publishers, 
New York) in which MSG is 
used very sparingly with very 
tasty results. 
4 cup rice 
Vz teaspoon salt 
2 teaspoons vegetable oil 
1 medium potato 
8 cups water 
8 ounces round steak 
1 teaspoon vegetable oil 
3 teaspoons soy sauce 
4 teaspoon sugar 
Pinch MSG 
1 teaspoon corn flour 
1 teaspoon water 
4 teaspoon salt 
2 spring onions, chopped 
fine 
V« teaspoon sesame oil 
Rinse rice in cold water and 
strain, 
marinate 
with 
first 
measures salt and oil 20 min­ 
utes. Peel and slice potato thin­ 
ly. Bring first measure water 
to boil and add rice and potato. 
Let boil at medium heat 15 
minutes. Turn heat low and let 
boil 45 minutes till congee is 
smooth. Mince steak and mari­ 
nate with second measure of 
oil, soy sauce, sugar, MSG, 
corn flour and second measure 
water for 5 minutes. Put min­ 
ced steak in boiling congee, stir 
and break up any lumps. 


By CECILY BROWNSTONE 
Associated Press Food Editor 
To keep the cost of a supper 
reasonable and make serving 
easy, you may want to consider 
offering a hearty Portuguese 
soup as the main course. The 
soup is a savory combination of 
beef, sausage, kale, cabbage, 
potatoes and pinto beans. It 
tastes delicious with crusty 
Portuguese, French or Italian 
bread. We skip salad when we 
serve this soup. After it, des­ 
sert and coffee. 
Portuguese cooks use kale in 
many of their soups and now 
that this recipe has come into 
our ken, we understand their 
favoring the flavor, texture and 
color ¿his green contributes. 
Fortunately, 
chopped 
kale 
comes frozen nowadays and is 
convenient to have on hand. 
If you have an electric tureen 
or one with a candle-warmer, 
by all means use it for serving 
the soup at the table. Second 
helpings are inevitable — the 
soup is that good — and the tu­ 
reen will keep them hot. 
PORTUGUESE KALE SOUP 
2 pounds soup bones 
1 pound boneless chuck beef, 
cut in 1-inch cubes 
5 cups water 
2 tablespoons beef bouillon 
granules 
4 pound Portuguese or 
Spanish sausage (linguica 
or chorizo), sliced 
4 -inch thick 
1 medium onion, cut in thin 
strips 
10-ounce package frozen 
chopped kale 
2 cups coarsely shredded 
cabbage, lightly packed 
2 medium (4 pound) po­ 
tatoes pared and cut in 14- 
inch chunks 


PORTUGESE KALE SOUP—It makes a hearty 
and savory main course. 


8-ounce can pinto beans 
(undrained) or 1 scant 
cup beans and 4 to l-3rd 
cup liquid from a 
16-cunce can of pinto 
beans 
4 teaspoon pepper 
In a large saucepot bring the 
bones, beef and water to a boil; 
skim. Add bouillon granules 
and simmer, covered, for 1 
hour. Add sausage; simmer, 
covered, for 30 minutes. Add 


remaining 
ingredients; 
let 
bubble gently, covered, until 
beef and vegetables are tender 
— about 1 hour longer. With a 
slotted spoon remove the bones. 
Refrigerate soup, tightly cov­ 
ered, overnight. Before serving, 
remove most of the hardened 
fat from the top. Heat soup and 
serve in wide soup bowls with 
crusty bread and sweet butter. 
Makes 24 to 24 quarts — 4 or 
5 heartv main-dish servings. 


She’s back 


ny L.AKKY GERBER 
Associated Press Writer 
SPOKANE, Wash. (AP) - 
While many of the nation’s 
women seek to break away 
from the housework role, 10 
young gypsy women here are 
learning to use sewing machin­ 
es and dress patterns. 
And some are learning to 
read as they sew. 
Many of the women can’t 
read or write. For 2,000 years 
gypsies have avoided education 
because of a traditional mis­ 
trust of outsiders, said James 
Marks II, a gypsy leader who 
counsels and arbitrates dis­ 
putes among his people. There 
are about 500 gypsies in the 


Spokane area. 
“Their society’s closed, and 
the wom«i have a role of wife 
and mother and that’s it,” said 
Sue Riegel, a sewing instructor. 
“To let the young girls out to 
go to class is a real break­ 
through.” 
The 
$17,000 
program, 
fi­ 
nanced by the Federal Com­ 
prehensive Employment Train­ 
ing Act, is administered by a 
federal-city agency called Work 
Experience of Adults. 
Most of the women are teen­ 
agers or young adults. They at­ 
tend classes 30 hours a week 
and are paid $2.30 an hour to 
participate 
in 
the 
sewing 
classes. 


“Those girls aren i aoing u 
for the money,” Marks said, 
“It’s for the education. 
“The key to success is educa­ 
tion. If anyone should know it 
would be me because I rely on 
a lot of other people to do 
simple things.” 


Marks, a car salesman, who 
said he cannot read or write, 
was also instrumental in estab­ 
lishing a reading-writing skills 
class for young gypsy children. 
He claims that 99 per cent of 
the nation’s 250,000 gypsies are 
illiterate. 
Gypsy children have never 
felt they had to go to school, 
says Marks. 
PPIPIPPPP 
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ANNIVERSARY 
I SPECIALS 
NATURE’S! 
BEST I 
PLANTS I 


KIN6SWIT M U J 


•” HANGING CASKETS 
IVY, 
JEW 
SPIDER, 
AND 
OTHERS 
v$349 


GALLON SIZE 


SELL0UM 


$5*5 


AMAZING NEW 
MOISTURE 
METER 


$ 0 » 


NEVER GUESS AGAIN 
WHEN TO WATER PLANTS 


: . 


Burger Chef 
Introduces 
The Mariner for 99C! 


Have a fish lover in the family? Come on in and catch 
our brand new M ariner platter. 
You get tii'o fresh-cooked deep-sea filets. ('risp ami 
golden on the outside, nwlt-in-ifour-tnouth tender on 
the inside. You also get Burger Chef's great French 
fries plus a big boicl of fresh salad you can fill up 


again and again. 
For a limited time, you can have The Mariner for 
only 99C. Clip the coupon below, bring it to any partici­ 
pating Burger Chef and catch The M ariner platter. 
At the ham burger place th at’s more than just a 
ham burger place. 


! 99{ Offer 
M 
99C Offer 
woh« 
PRight! Fish dinner in 
fe ^ ^ a hamburger piace! 


G o o d o n ly o i B u r g e r C h e t R e s t o u r o n t s o n S o u th K m g s h ig h w o y t 
in S ik e s t o n 
M o 
O n e c o u p o n p er f a m ily 
V o id w h e r e p ro h ib ite d / 
t o « e d o r re st ric t e d by la w 
lo c o * & st a t e ta x p o y o b le b y b e a re r | 


E x p ira t io n d a te NOV. 9, 1976 
(LIMIT ONE 99* MARINER 
PER COUPON) 


!99< Offer 
You get more to like at Burger Chef. 


6 i»rqct Chi * is <* tntilrr 
nf 
Chpt Sy*t, ms Im C »nv'*qh! c 
’f Rm qpi Chet System s Inc 


T H E D A I L Y S T A N D A R D , S ik e s to n , M o . W e d . N o v . 3, 1976 — S g c tjo n >B ^ m 
g 9 l ^ 


Electricity displays 


Tommy Kirksey, left, and Wayne Blough, m em bers of 
the Risco- New Hope 4-H Club, received certificates of 
recognition at the New Madrid County 4-H Recognition 
Night 
Thursday for electricity demonstrations they 
presented at the Missouri State F a ir in Sedalia. 


“Ope rat ions and 
hospital rooms cost 
a lot more 
than you thinkr 


D iscovery may lead to less expensive source o f drugs 


SAN FRANCISCO iAP> 
Scientists experimenting with 
genes have "ordered” a tiny 
cell to produce an enzyme, a 
discovery they say may lead to 
new, less expensive sources of 
insulin and other drugs. 
In an interview before publi­ 
cation Thursday of the findings 
in the journal Nature, Dr Her­ 
bert Boyer said scientists may 
soon be able to reconstruct 
genes that will turn cells into 
"factories" for the production 
of biological substances 
•'We’ve gone out of the area 
of basic science," Boyer said, 
"into the area of practical ap­ 
plication ” 
Through such genetic engi­ 
neering, he said, cells could be 
ordered to produce drugs like 
insulin, essential to the survival 
of about a third of the nation's 
10 million diabetics 


Boyer, who directed the re­ 
search at the University of Cal- 
ifornia-San 
Francisco, 
said 
such production might be only 
five years away 
The genetic engineering is 
based 
on 
the 
technique 
in­ 
volving "recombinant DNA,” 
research reported in 1973 and 
1974 and for which the Univer­ 
sity of California and Stanford 
University have together ap­ 
plied for a patent on the com­ 
mercial use of the technique, 
the universities announced 
Boyer's work in reconstruct­ 
ing parts of parts for DNA, the 
basic chemical unit of heredity, 
"parallel" 
the 
break-through 
announced last August by Har 
Gobind Khorana and others at 
the Massachusetts Institute of 
Technology, the University of 
California said 
The 
Khorana 
group 
suc- 


ceeded 
in 
linking 
complex 
chains of DNA to duplicate the 
actual gene of a simple bacte­ 
rium, E. coli, which lives in the 
human 
intestine. 
When 
this 
manmade gene was then in­ 
serted into the cell, it func­ 
tioned like its real-life model 


Boyer explained his group 


had synthesized a section of 
DNA that orders the genes of 
E coli to produce an enzyme 
used for digesting milk 
Nor­ 
mally the enzyme is produced 
only when the cell needs it. 


"Normally there's a protein 
molecule that sits on top of this 
genetic segment and keeps it 


from 
working," 
Boyer 
ex­ 
plained Such molecules, called 
"repressors," 
are 
important 
clues to understanding what 
turns a gene on and off 


When the manmade DNA was 
inserted into the cell, Boyer 
said, it grabbed the repressor 
molecule awav from the cell’s 


own DNA, which then began to 
order the gene to produce the 
enzyme 
Scientists 
think 
repressor 
molecules are part of the rea­ 
son one gene in a human fetus 
will direct cells to form into a 
hand 
and another, 
perfectly 
identical gene, will order the 
development of a nose 
Frosty bridge floors pose hazard 


JEFFERSON CITY - "You 
don’t have to wait until the 
temperature falls to 32 degrees 
to have a slick bridge floor," 
comments Robert N. Hunter, 
chief engineer of the Missouri 
State Highway Department 
"As soon as frosty conditions 
begin to develop, our weather 
service will alert us that con­ 
ditions exist which can make 


bridge floors slick 
When this 
happens, 
our 
m aintenance 
people will monitor the situation 
until the danger passes," Hunter 
added 


On early November mornings, 
conditions are often present that 
can frost over a bridge floor in 
minutes The right combination 
of wind speed and moisture can 


frost a bridge deck even when 
the rest of the highway is clear 
And, ironically enough, the 
alert driver should be aware 
that one bridge may be clear 
while the next is quite slippery 
The highway department is 
prepared 
for 
the 
oncoming 
winter months, with sand and 
chemicals on hand for use as 
soon as slippery bridge con­ 


ditions develop But, until time 
maintenance crews arrive,the 
motorist should be wary. 


"In the m ean tim e, th e best 


thing a good d river can do at this 
time of y e a r is to approach 
every bridge as if it is a slipperv 
one, slowing down an d m ak in g 
no sudden m oves while on the 
b rid g e ," H unter concluded 


Outstanding 4-H ’ers 


Ruth Ann Canady, a m em ber of the Dawson- L aForge 
4-H Club, and George DeLisle, member of the Sham rock 
4-H Gub, were announced the most outstanding 4-H girl 
and 4-H boy at the annual New Madrid County 4-H 
Recognition Night Thursday in Lilbourn. 
i Daily Standard photo) 


Outstanding 1st year 


Angela Fortner, a m em ber of the Risco- New Hope 4-H 
Gub, and Barron Thatch, m em ber of the Jolly Ho 4-H 
Club claimed honors as the outstanding first- year 4-H 
girl and boy at the annual New Madrid County 4-H 
Recognition Night Thursday in Lilbourn. 


C L IF F M O R R IS 
417 S. K IN G S N I6NW AY 
I 
471-4411 


See me for State Farm 


hospital surgical insurance. 


Like a good 
neighbor, 
Stale Farm 
is there. 


»fAf« **•«• 
A 
INkul*MC I 


.¡m fm<* Mu!.* M m but 
tor tan, 
nomt 0»«e* feeoffiinpior UunoM 


Jon G riffin 
selected for 


pageant 


WALNUT RIDGE, Ark - Joy 
Griffin of Sikeston, Mo , has 
been selected by the Eagles Pep 
Club to compete in the Miss 
Southern 
Baptist 
College 
pageant to be held Friday night 
at the school. 


Miss Grtffin is the daughter of 
Mr and Mrs John Griffin, 413 
Greer St and a 1975 graduate of 
Sikeston High School 


Sikeston girls have fared well 
in recent pageants Brenda Ray, 
daughter 
of 
Mr 
and 
Mrs 
Herman Ray, 43« Coleman St., is 
a former winner of the Mis» 
Southern baptist College title; 
and Rebecca Williams Eakins, 
daughter of Mr and Mrs Kay 
Williams, 
435 
Coleman 
was 
selected as second runner up in 
the 1975 contest 


Southern Baptist College is an 
accredited liberal arts junior 
college 


Æ180,000 Worth Of Fine Furniture! 
1M00 yis. Carpels *189 Livingroom suites* 26 Dininiroom Salles 
79 Beirotm Suites • 29 Dinettes* l7UvlngroQm Table Sets* 250 im 
139 SiisDl9efldiBi*i79 Chairs*i2»ecliners* »23jDBiccessari siocm 


Save 
v 
Save 
; Example:/ FREE! Y ninli 
20xto40% ?0\n4fl% [w i-S .« * 
«V'>«««! 
Dinel 
t W »“ * V 
f c " l O * T U 
> 
9 pc. Diningroom. 
Hi ' 
Set of Dishes 
Fo"""*_Top Tlw: 
Save 
, Exam ple:YTREE! , nLTttp 
I Bassett Bamboo Style 
32 pc. IRONSTONE 
1)1116116 
«V 
( 
9 pc. Diningroom. 4 
Set Of Dishes 
_T<* 'fl* 
. 
" 
I «Table. Leaf, 6 Chairs, 2 Side Chairs 
W ith SRy 
A 
l l l l f 
Dining Rooms J»"as$899N0Ws588 Diningroom Suite 
*1111J ■fU 


ulon'V"LivingroomyDBe j 1* 
; 
' 
32 
j 
ac 
I Occassional! B edfO O Itl 
Dishes I on 


79 Bedrooms 
n . . 
on_ 
.t.N..L.,!.6Ch,,.,2s.d.c.»,,, 
with any 
AM 
FREE BEDDING 
Dining R O O m S J.was *899 NOW *588 
Diningroom Suite I 
Save V Hercnlon^^ivingroonK^D88 
32 
20%to40% 
Sofas 
Occassional I Bedroom I Dishes 
ZU 
>98" 
Tables 
Ere« Bedding 
Accessories! 
»Contem porary Design 
J is t $1900 w ! 
$169°° 
* ! S r 1 2 u " 


Save 
20'to40% 
on D e ctra to r 
Sofas 


RECHNERS $ 
Choose from Nerculons, 
vinyls and velvets 


FREE BEDDING 
with purchase of any 
4 pc. Bedroom Suites 
Mattress & Foundation; Firm Only; Quilted 


v o w 


Two years ago this week. Bob McCord opened McCord Quality 
Furniture. 115 Center, Sikeston Mo Ho wanted to briny duality 
furniture at below avaerage prices to his Sikeston area friends. 
Once a year he orders all prices cut on furniture and carpet. 
20' to 40' Off! 


McCord Quality Furniture now has the largest stock of name 
brand furniture than ever before. B R O Y H IL L , AMER OF 
M A R T IN S V IL L E . SERTA, BISHOP BARW ICK, SING ER, 
DeVILLE, and M A N Y , M AN Y, MORE. 


8 ft ROOM 
— 
DIVIDERS 
Í 8 Tail. 26 wife use Singular 
I 
oi put them toqethei Ass I 


O's w ood sides p ie n ÿ a s i 
> a « 8 
‘tea. 


p " j Decorator [ a i î i p S 
T 


Entire Stock 11 f t 
REDUCED! lU u n 


Choice of colors 


W 
B r * u - 
CANNON r 
B LA N K ET ? # ! 


limit 
2 ^ 
8 8 


“ 
l 


7pc. 
Sloppy Joe’ 
Livingroom 


Sofa*Love Seat»Chair »Ottoman 
•Cocktail Table *End Table •lam p Table 


Carpet Pad $1 per 


...W hile it lasts! 
l Y A R 


Delivered and 
Set-Up FREE in 
your home. 


REGULAR 
*699 VALUE. 
Dupont ‘50Í 


nome. 
3 9 9 
■ 4 1 


Carpet Remnants s9>9 9 
Values, from >8 to ^15 yd. L YARD 
r’ U 
l 
S p i - 
y & V X S i 


--------------------------------------------------------------------------------------------— 
v - 
* 
’¿ 
L 
i - S r f í * — 


•V. 
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Nylon Sculptured. 300 yds to sell. 
, f ‘ ■ > ; s 
Gold of green Reg S8 95 
Plush Shag 
! 


* Assorted Colors Reg>12.50 yd. Value. 


50 
YD. 
7 


50 
YD. 


Truckload Bedding 
Just Arrived! 
-Innerspnng, Quilted floral pattern 
-2 5 2 Coil», firm only 


SLEEPER 
Love Seat Size 
Print Her cult xi I wt-«'d 


Maple 
BUNK BEDS 
Comp with Imlrlmg 
ft 168 


Queen Size 
5 Pc.Pine 
SLEEPER 
BEDROOM 


IC O 
REG. SI T O * s r SO CÖ 
1ÖO »49 1DÖ «s S4I9 Zoo 


t lui tutor* t tM«ur pillows I u i|il* drets*»», mirror ,5 
fUKttdo 
h * I drawer clim i, footboard 
S ty l.- 
K * f i I K h e a d b o a rd 
# * % J Í I Plus FREE 
« 2 8 9 


.*129 Twin Size.........$78;2 DCS. 
96B.M49 Regular Size..... *88; 2 PCS. 
880 *199 Queen Size 
$iiB;2dcs. 
.*239 Klee Size....... *158:3 PCS. 


Contemporary 
Herculon 
SOFA 


Floral Velvet 
SOFA 
loote pillow I tat k 


E American 
Herculon 


»QQ ssr *QQQ 
\ 
/ 
0 
Sit il feti 
O 
w 
V 


3 C tiduim a . 
Wmtj i ».e s 4n 
Sim let I 


Financing 
can be 
arranged! 
MCCORD QUALITY FURNITURE 
115 Center, Sikeston, Missouri Call 314-471-8530 


Thurs. & FrL 
9*9 
Saturday, 9-6 
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NEW YORK (AP) - Daniel 
K. Ludwig lives in a New York 
penthouse, running his shipping 
empire and overseeing the 
creation of a timber plantation 
in the Brazilian Amazon. 
John D. MacArthur, an insur­ 
ance company executive, holds 
court at a corner table in the 
coffee shop of a Florida hotel. 
Though miles apart, the men 
share a bond : They are the last 
two living American billion­ 
aires, according to Fortune 
magazine. 
Both MacArthur and Ludwig 
were born in 1897, dropped out 
of school after the eighth grade 
and “operate through an in­ 
tricate web of private com­ 
panies about which there is 
only limited public informa­ 
tion,” the financial magazine 
says in its November issue, to 
be published Tuesday. 
There the parallel ends, ac­ 
cording to Lewis Beman, For­ 
tune associate editor who wrote 
the article on those he termed 
“magnificent relics of an ear­ 
lier age of capitalism.” 
MacArthur and Ludwig took 
different paths to become bil­ 
lionaires in a nation that now 
boasts about 180,000 million­ 
aires. They outlived the three 
other men who until recently 
shared their status as billion­ 
aires. Howard R. Hughes, J. 
Paul Getty and H.L. Hunt. 
Fortune 
estimated 
each 
man’s financial worth at more 
than a billion dollars, but said 
it did not have access to figures 
on their exact holdings. 
MacArthur, whose late broth­ 
er was playwright Charles 
MacArthur, is the only stock­ 
holder of the Chicago-based 
Banker's Life and Casualty, the 
nation’s 44th largest insurance 
company. 
Fortune describes MacArthur 
— the fourth son of an itinerant 
preacher born in Pittston, Pa. 
— as looking “less like a bil­ 
lionaire than a retired postal 
clerk.” 
He wears a rumpled shirt 
and 
baggy 
wash-and-wear 
slacks, lives in a room over­ 
looking a parking lot, has “quit 
smoking three or four times a 
year" and drives a five-year- 
old Cadillac with “erratically 
functioning windows.” 
Ludwig is less accessible, 
Fortune said, and hasn’t spoken 
to a journalist since 1963. 
Born in South Haven, Mich., 
the son of a real estate agent, 
Ludwig started out with a tug 
boat fleet. After pioneering a 
new system for financing tank­ 
ers in 1936, his fleet grew to the 
current 50 ships totaling nearly 
7 million tons, making him 
what Fortune describes as “one 
of the world's major independ­ 
ent shipowners.” 
Fortune says Ludwig. 79, oc­ 
casionally walks to work at" 
about 8 a.m. from his home in 
a Fifth Avenue penthouse. 


Internationa] 
trade offiee 
locale is named 


KANSAS CITY (AP) - Mis­ 
souri's new international busi­ 
ness and trade office will be lo­ 
cated in Düsseldorf, West Ger­ 
many, Gov. Christopher S. 
Bond announced today 
Speaking at the Missouri 
Chamber of Commerce annual 
meeting, Bond said the Düssel­ 
dorf site was selected becasue 
that city is the hub of European 
business activity. 
“Through this office our spe­ 
cialists will open new business 
and trade horizons for Mis­ 
souri, through new makrets for 
Missouri products and the at­ 
traction of new industries and 
foreign 
investment 
to 
our 
state,” Bond said. 
He said the site was chosen 
after a “thorough study by a 
task force of international busi­ 
ness experts.” 
The legislature authorized es­ 
tablishment of a foreign trade 
office in 1973 but declined to 
fund it until this year, when 
about $80,000 was appropriated 
for the purpose. 
Earlier Burssells, Belgium 
and the Far East were men­ 
tioned as possiblesites. 
Bond said the office will be 
gin *ts operations “in the nei 
fe? 
oths.” 


The last of 
the billionaires 


There are luncheon meetings at 
the Warwick Hotel and “21” 
restaurant. 
In the mid-1960s. Ludwig got 
the idea to raise commercially 
an Indian tree called Gmelina 
arborea, which produces wood 
for pulp and lumber at about 10 
times the rate of ordinary 
trees. 
On the 3-million-acre tract he 
bought for $3 million in Brazil, 
he’s backing the planting of the 
plantation—and the community 
to do the work. 
“But according to present 
plans,” Fortune says, “by the 
end of the project’s first stage’ 
.in 1983, the total investment 
will amount toll billion.” 
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SUGAR 
HARVEST 


HI C ORANGE, GRAPE - /# _ 
& CHERRY DRINK “““« 2 / 1 


NABISCO 
Ä 
4 9 « 


IGA TAÍBLE 
CENTER 
SW ISS 


SALTINES 


KLEENEX 
N 
TISSUE 


LB 


1 LB BOX 


200 CT2/*l OO 


IGA 
TOMATO 
JUICE 
46 OZ CAN 


DUNCAN HINES MOIST & EASY 
CAKE M IX 


NABISCO 
OREO CREME 
SANDW ICH 


IGA W.K. 
OR CREAM STYLE 
CORN 


303 SIZE 


O O 
BISCU 


BOX 
I GB 


.15 OZ PKG 


IGA 
BREAD 


16 OZ LOAF 


5 / $ 1 


IBL 


BOW WOW 
DOG 
FOOD 


50 LB BAG 


SAVE-A-CHIP VALUE 


GOLD MEDAL 
FLOUR 


ROOT BEER 


KELLOGGS 
CORN FLAKES 


64 OZ BTl 


PLAIN OR SELF RISING 
5 LB BAG 


HERE'S HOW IT ' 
SAVE-A 


<0> 


W ith e a c h $10 0 0 purchc;»e you 


c o lo re d S o v e A C h ip 


Yo u la v e th e ie chip» and look fo 


W e w ill fe a tu re 6 or mote item 


Y ou choo»e the item or it#m< the 


yo u r I G A S u v e A C h ip on 


Theie 
'ill be fo ur different color 


w ill I 
f m ore th o n one ch a n c e 


18 OZ BOX 


T S H ^ T H E MORE YOU SD 
Q t r ) THE MOREYOUSj 


PRIDE OF ILLINOIS 
W.K. YELLOW CORN OR PEAS 
4 / $l°° 
303 CAN 


SAVE-A-CHIP 
IGA 


QtUtCA 


GOLDEN RIPE 
BANANAS 
ib 13* 


NORTH CAROLINA 
YAMS 
lb 19* 
CALIFORNIA BARTLETT 
_ 
PEARS 
-3 9 * 


CALIFORNIA VINE RIPE 
TOMATOES 
»59« 


TWIN PA 


SIKESTON 


?A 


WE RESERVE THE RIGHT TO LIMIT QUANTITIES 
We Gladly Redeem Food Stamps 


W P m t 


^TH^DAUJM n^ND ARD Jj>ike^ 
Flavor booster 


PO R T U G ESE K A LE SOUP— It m akes a hearty 
and savory main course. 


S h e ' s h a r k 


Totie Fields, the once-rotund comedienne has her husband. George Johnston, at her 
side at her first public appearance since circulatory problems forced the removal of 
her left leg seven months ago. Now peppy and slee, she was talking to newsmen. Her 
first stage performance is planned for April in Las Vegas. 
(AP Wirephoto) 


Gypsy women learn 
sew 


ny LAKKY GERBER 
Associated Press Writer 
SPO KAN E, W ash. 
(A P ) - 
While m any 
of 
the 
nation's 
women 
seek to break away 
from the housework 
role, 10 
young gypsy women here are 
¡earning to use sewing m achin­ 
es and dress patterns. 
And some are learning to 
read as they sew 
Many of the 
women 
can 't 
read or w rite. F o r 2,000 years 
gypsies have avoided education 
because of a traditional m is­ 
trust of outsiders, said Jam es 
M arks II, a gypsy leader who 
counsels 
and 
arb itrates 
dis­ 
putes among his people. There 
are about 500 gypsies in the 


Spokane area. 
“ Their society's closed, and 
the women have a role of wife 
and m other and th at’s it," said 
Sue Riegel, a sewing instructor. 
“ To let the young girls out to 
go to class is a real break­ 
through.” 
The 
$17,000 
program , 
fi­ 
nanced by the Fed eral Com­ 
prehensive Em ploym ent Train­ 
ing A ct, is adm inistered by a 
federal-city agency called Work 
Experien ce of Adults. 
Most of the women are teen­ 
agers or young adults. They at­ 
tend classes 30 hours a week 
and are paid $2.30 an hour to 
participate 
in 
the 
sewing 
classes 


“ Those girts aren t aoing u 
for the m oney,” M arks said, 
" I t's for the education. 
“ The key to success is ed uca­ 
tion. If anyone should know it 
would be m e because I rely on 
a lot of other people to do 
sim ple things.” 


M arks, a c a r salesm an, who 
said he cannot read or w rite, 
w as also instrum ental in estab ­ 
lishing a reading-writing skills 
class for young gypsy children 
He claim s that 99 per cent of 
the nation’s 250,000 gypsies are 
illiterate 


Gypsy children have never 
felt they had to go to school, 
says M arks. 


8-ounce can pinto beans 
(undrained) or 1 scant 
cup beans and 14 to l-3rd 
cup liquid from a 
16-cunce can of pinto 
beans 


l 4 teaspoon pepper 
In a large saucepot bring the 
bones, beef and w ater to a boil; 
skim . 
Add 
bouillon 
granules 
and 
sim m er, 
covered, 
for 
1 
hour. 
Add sau sage; 
sim m er, 
covered, for 30 minutes. Add 


rem aining 
ingredients; 
let 
bubble gently, covered, until 
beef and vegetables are tender 
— about 1 hour longer With a 
slotted spoon rem ove the bones. 
R efrigerate soup, tightly cov­ 
ered, overnight. Before serving, 
rem ove most of the hardened 
fat from the top. Heat soup and 
serve in wide soup bowls with 
crusty bread and sweet butter. 
Makes 2 4 to 2 4 quarts — 4 or 
5 hearty main-dish servings. 
Burger Chef 
introduces 
The Mariner for 99Î ! 


Huvt* a fish l«»ver in the* family?Come tin in and catch 
our I»vaiai new Mariner platter. 
You get ta'o ttvsh-couk* d tU t ¡hSi'a filets, ( 'risp and 
golden on the outside, tneltdn-ipai r-nnait h tender on 
the i n s i d i You also get llurger Chef's g n at F> < neh 
fries (tins n big lum i of fresh salmi gou eon fill up 


again and again. 
For a limited time, you can have The Mariner for 
only W *. Clip the coti) Kin lielow, bring it to any partici­ 
pating »urger ( ’hef and catch The Mariner platter. 
At the hamburger place that’s more than just a 
hamburger place. 


99{ Offer 
99< Offer 
w<0ff" 
Right! Fish dinner in 
a hamburger place! 


Good of»I* o* 
a«»* on Woth 
à 
«% 
M o 
On*? 
pmi 
V o id 
p ra h itM 
ta « » d of 
by *o * 
U>vo* i tta fa fa« poyabia t * baa* 


99< Offer 


I tM «I 
NOV 9, 1976 
1 (LIMIT ONE 99* MARINER 
PER COUPON) 
You get more to like at Burger Chef. 


perks up foods 
Portuguese hole soup 


By TOM 
HOGE 
AP Newsfeatures Writer 
What is MSG? 
Back in 1908 a scientist at the 
University of Tokyo showed the 
effectiveness 
of 
monosodium 
glutam ate (M SG) as a flavor 
booster. 
Today 
millions 
of 
pounds 
of 
it 
are 
consumed 
round the world each year. 
It took a while for A m ericans 
to acquire a liking for MSG, 
which is usually produced by 
fermentation from sugar beet 
m olasses. But finally it began 
to snowball. 
A m ericans used less than 6 
million pounds of MSG a year 
in 1946 but today the figure has 
rocketed to m ore than 42 mil­ 
lion pounds. 
Asians consum e about four 
tim es as much MSG as we do, 
and it is a key ingredient in the 
dishes served by m any Chinese 
restaurants. A report circulated 
eight 
years 
ago 
that 
some 
people might have an allergy to 
excessive am ounts of MSG, and 
they began talking about the 
"C h in ese 
re s ta u ra n t 
syn- 
d r o m e " w h ic h 
r e p o rte d ly 
caused some patrons to com ­ 
plain of headaches and diz­ 
ziness after loading up on the 
delicacies 
offered 
by 
Asian 
chefs. 
One critic w as Dr. Jean M ay­ 
er, H arvard 
nutritionist 
who 
noted that MSG absorbed into 
the bloodstream in large quan­ 
tities could cau se an unpleasant 
afterm ath, but he added, with 
no lasting effects on adults. 
Scientists 
supporting 
MSG 
then cam e forw ard. One was 
Dr. Lewis D Stegink, professor 
of pediatrics and biochem istry 
at the University of Iowa Col­ 
lege 
of 
M edicine. 
Said 
he: 
“G lutam ate is a comm on sub­ 
stance present in every normal 
d iet." He added that human 
breast milk had large quan­ 


tities 
of 
naturally-occurring 
glutam ate. 
Stegink said he had made a 
study of 24 individuals who re­ 
ceived large quantities of MSG 
in m eals and none 
reported 
sym ptom s of the “ Chinese res­ 
taurant syndrom e.” 
He 
sug­ 
gested that anyone who did suf­ 
fer aftereffects might have a 
glutam ate 
m etabolism 
dis­ 
ability. 
All I know is that I have ea­ 
ten a great deal of Chinese food 
with nothing m ore than a sense 
of well-being afterw ard. Here is 
a recipe by 
P atricia 
Young 
from her book “ F ro m China 
With T aste” ( Drake Publishers, 
New York) in which MSG is 
used very sparingly with very 
tasty results. 
4 cup rice 
4 teaspoon salt 
2 teaspoons vegetable oil 
1 medium potato 
8 cups w ater 
8 ounces round steak 
1 teaspoon vegetable oil 
3 teaspoons soy sauce 
4 teaspoon sugar 
Pinch MSG 
1 teaspoon corn flour 
1 teaspoon w ater 
4 teaspoon salt 
2 spring onions, chopped 
fine 
4 teaspoon sesam e oil 
Rinse rice in cold water and 
strain, 
m ar mate 
with 
first 
m easures salt and oil 20 min­ 
utes. Peel and slice potato thin­ 
ly. Bring first m easure water 
to boil and add rice and potato. 
Let boil at medium heat 15 
minutes. Turn heat low and let 
boil 45 minutes till congee is 
smooth. Mince steak and m ari­ 
nate with second m easure of 
oil, soy 
sauce, sugar, 
MSG, 
corn flour and second m easure 
w ater for 5 minutes. Put min­ 
ced steak in boiling congee, stir 
and break up any lumps. “ 


By CECILY BROWNSTONE 
Associated Press Food Editor 
To keep the cost of a supper 
reasonable and m ake serving 
easy, you m ay want to consider 
offering a hearty Portuguese 
soup as the main course. The 
soup is a savory combination of 
beef, sausage, kale, cabbage, 
potatoes and pinto beans. 
It 
tastes 
delicious 
with 
crusty 
Portuguese, French or Italian 
bread. We skip salad when we 
serve this soup. After it, des­ 
sert and coffee. 
Portuguese cooks use kale in 
m any of their soups and now 
that this recipe has com e into 
our ken, we understand their 
favoring the flavor, textu re and 
color this 
green 
contributes. 
Fortu nately, 
chopped 
kale 
com es frozen nowadays and is 
convenient to have on hand. 
If you have an electric tureen 
or one with a candle-w arm er, 
by all m eans use it for serving 
the soup at the table. Seconc 
helpings are inevitable — the 
soup is that good — and the tu 
reen will keep them hot. 
PO R TU G U ESE K A LE SOUP 
2 pounds soup bones 
1 pound boneless chuck beef, 
cut in 1-inch cubes 
5 cups water 
2 tablespoons beef bouillon 
granules 
4 pound Portuguese or 
Spanish sausage < linguica 
or chorizo), sliced 
4-in ch thick 
1 medium onion, cut in thin 
strips 
10-ounce package frozen 
chopped kale 
2 cups coarsely shredded 
cabbage, lightly packed 
2 medium 
< 4 
pound) 
po­ 
tatoes pared and cut in 1 4 - 
mch chunks 
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FOOD 


lerite 
JT ARM 
TEAKS 
BANQUET 5 O Z CO O KING BAGS 
☆ SLICED BEEF.....................................................................................................................................p k g 3 3 * 
£ CHICKEN A LA K IN G ....................................................................................................... p k g 3 3 * 
☆ MEAT LO A F .....................................................................................................................................p k g 3 3 * 
£ SALISBURY ST EA K ............................................................................................................... p k g 3 3 * 
☆ SLICED TURKEY ..........................................................................................................................p k g 3 3 * 
CHUCK 


KING COTTON NO. 1 
SLICED 


VALUE 


LEAN TENDER 
BONELESS 
STEW MEAT 


$ 1 2 9 


IGA TABLERITE 
CHOICE 
BONELESS 
CHUCK 
ROAST 


WORKS! 


j w n l t e c c iv t o n I G A 


fo r o u r o d * o c h w eak 


im * » h o w m g fo n t a t lic 


io ! y o u w an* to ip e n d 


o r e d c h ip » 
»o y o u 


ce *o » a v e 
HOP... 


OPEN 7 DAYS 
1045 SOUTH MAIN 
PH. 471-9 
We Have Stamps, Money Orders, Master Charge 


» 
OPEN 7 A.M. TILL 12 MIDNIGHT 


FOODLINER 


ROAST 


« 


fet 


. 9 f i 


IGA TABLERITE CHOICE 
# * * * 
ARM ROAST 
« 8 9 * 


FRESH TENDER 
CUBE STEAK 
ib* 1 79 


KING COTTON 1 '/a LB 
CHUB BOLOGNA 
each • 1 49 


CIRCLE B BAG 
FRANKS 
.................................................. 2 ib bag * | 4 


OSCAR MAYER 
MEAT WEINERS 
i lb p k g * I 19 


OSCAR MAYER 
ALL BEEF WIENERS 
h b p k g $ 
1 1 9 


REELFOOT ALL BEEF OR 
ALL MEAT WIENERS 
12 OZ PKG 6 5 * 


REELFOOT (BY THE PIECE) 
_ _ 
JUMBO BOLOGNA 
LB O Y 


REELFOOT CORN VALLEY 
PORK SAUSAGE 
* 7 9 * 
(TRY IT BEFORE YOU BUY IT) FREE SAMPLES FRI. & SAT. 


¿ f S T i 


BLUE BIRD COOKS DELITE 
BONELESS 
H AM 


WHOLE OR HALF 


$ 1 3 9 


IG A TABLERITE CHOICE 
CHUCK 
STEAKS 
.69«. 
LB 


LB 


HUNTER 12 O Z LUNCH MEATS 


BO LO GNA 
BEEF BO LO GNA 
GERM AN BO LO G N A 
P A P LOAF 
SALAM I 
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New GI bill 
brings higher 
benefit checks 


-■JS Ä 


WASHINGTON (AP) - Some 
1.2 million veterans attending 
school under the GI Bill will be­ 
gin 
getting 
higher 
benefit 
checks, starting Monday, and 
the first check will have an ex­ 
tra bonus. 
A new law boosts veterans’ 
education benefits 8 per cent, 
effective Oct. 1. The new bene­ 
fit checks due in the mail Mon­ 
day also will include the higher 
benefits that were retroactive 
to Oct. 1. 
The law also increased from 
36 months to 45 months the 
eligibility time period for un­ 
dergraduate study; previously 
the extra nine months could be 
used only for graduate study. 
Since men and women who 
join the military after Jan. 31 
are not eligible for that pro­ 
gram, the VA and the Pentagon 
are preparing a new program 
for them. Under the new law, 
men and women joining the 
military after Dec. 31 may con­ 
tribute $50 to $75 monthly from 
their salaries, up to a max­ 
imum of $2,700. The VA will 
match that at the rate of $2 
forevery $1 contributed, and the 
total can be used for education. 
VA Administrator Richard L. 
Roudebush said 
that 
for a 
single veteran attending school 
full time, the new monthly al­ 
lowance is $292, up $22 from the 
the previous rate. The new 
monthly rate for veterans en­ 
rolled in full-time training with 
one dependent is $347, com­ 
pared with $321; with two de­ 
pendents $3%, compared with 
$366. For each dependent above 
two, the rate is $24, up by $2. 
The 8 per cent increase appli­ 
es to all GI Bill training, except 
flight training, which remains 
the same. 
The new law is estim ated to 
cost $473 million in this fiscal 
year, decreasing to $68 million 
in fiscal year 1981. 
Roudebush said that because 
of the priority placed on getting 
out the GI Bill increases, som e 
16,000 checks that veterans en­ 
rolled in vocational rehabilita­ 
tion training receive Monday 
will include only the 8 per cent 
for Novem ber The October in­ 
crease will be sent later. 
There is no change in the re­ 
quirem ent that a veteran use 
his GI Bill benefits within 10 
y ears 
after 
leaving 
m ilitary 
service or by Dec 
31, 1989, 
whichever is earlier. The new 
bill expires in 1989 
The law perm its those who 
enlist before Dec 
31 to com e 
under the old program even 
though they don't actually be­ 
gin serving until next year. 
The program for future G Is 
will be adm inistered jointly by 
the VA and the D efense D epart­ 
ment, with up to 36 months of 
assistan ce offered. 
Under the law, the VA next 
Ju n e 1 will stop m aking ad ­ 
vance paym ents at the start of 
the month for those in school 
under the GI Bill. P aym ent will 
be m ade at the end of the 
month 
instead. 
And advance 
paym ent at the start of the 
training will be perm itted only 
if the veteran requests and his 
school agrees to follow the law 
in reporting 
That provision w as written 
into the law in light of the m il­ 
lions of dollars paid out to vet­ 
eran s under the advancem ent 
paym ents plans that w as lost 
because the VA w as not in­ 
form ed by the veteran or his 
school 
that 
he had dropped 
courses or quit school. 
Armed 
forces 


G R EA T FA L LS. Mont. - The 
U.S. Air Force h as prom oted 
Matthew S. C ham bers, son of 
M r and M rs C harles C ham bers 
of Anniston, Mo., to the rank of 
senior airm an. 
Airm an C ham bers is serving 
at M alm strom A FB . Mont.. a s a 
m a i n t e n a n c e 
a n a l y s i s 
specialist. 
The airm an is a 1973 grad u ate 
of Charleston (M o.) high school 
His wife. Jeanne, is the daughter 
of Mr. and M rs Milton M ueller 
of Rt. 1. Bertrand, Mo. 


when in 1619 the Crown- 
appointed governor of the 
Jamestown, Virginia colony 
admitted 
incompetence, 
he 
was instructed to select two 
men from each borough to 
form a government. 
The men named themselves 
the House of Burgesses and 
cam e to be the first self- 
governing body in America. 
B u rge ssm en w ere to be 
elected “by the inhabitants.” 
Because “an inhabitant” was 
never properly defined, it 
cam e to mean a taxpayer; any 
able-bodied m ale over 16, and 
servants, free and indentured. 
The colony got used to pop­ 
ular franchise — unheard of in 
p ro p e rty -o w n in g 
vo tin g 
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The last of 
the billionaires 


NEW YORK (AP> — Daniel 
K Ludwig lives in a New York 
penthouse, running his shipping 
empire 
and 
overseeing 
the 
creation of a timber plantation 
in the Brazilian Amazon 
John D. MacArthur, an insur­ 
ance company executive, holds 
court at a corner table in the 
coffee shop of a Florida hotel. 
Though miles apart, the men 
share a bond They are the last 
two living American billion­ 
aires, 
according 
to Fortune 
magazine. 
Both MacArthur and Ludwig 
were born in 1897, dropped out 
of school after the eighth grade 
and “operate through an in­ 
tricate web of private com­ 
panies about which there is 
only limited public informa­ 
tion," the financial magazine 
says in its November issue, to 
be published Tuesday. 
There the parallel ends, ac­ 
cording to Lewis Beman, For­ 
tune associate editor who w rote 
the article on those he termed 
“ magnificent relics of an ear­ 
lier age of capitalism.” 
MacArthur and Ludwig took 
different paths to become bil­ 
lionaires in a nation that now 
boasts about 180.000 million­ 
aires They outlived the three 
other men who until recently 
shared their status as billion­ 
aires: Howard R 
Hughes, J 
Paul Getty and H L. Hunt 
Fortune 
estim ated 
each 
man's financial worth at more 
than a billion dollars, but said 
it did not have access to figures 
on their exact holdings 
MacArthur, whose late broth­ 
er 
was 
playwright 
Charles 
MacArthur. is the only stock­ 
holder of the Chicago-based 
Banker's Life and Casualty, the 
nation's 44th largest insurance 
company 
Fortune describes MacArthur 
— the fourth son of an itinerant 
preacher born in Pittston, Pa 
— as looking "less like a bil­ 
lionaire than a retired postal 
clerk ” 
He wears a rumpled shirt 
and 
baggy 
wash-and-wear 
slacks, lives in a room over­ 
looking a parking lot. has "quit 
smoking three or four times a 
year" and drives a five-year- 
old Cadillac with “erratically 
functioning windows " 
Ludwig is less accessible. 
Fortune said, and hasn't spoken 
to a journalist since 1963 
Born in South Haven. Mich., 
the son of a real estate agent. 
Ludwig started out with a tug 
boat fleet After pioneering a 
new system for financing tank­ 
ers in 1936, his fleet grew to the 
current 50 ships totaling nearly 
7 million tons, making him 
what Fortune describes as “one 
of the world s major independ­ 
ent shipowners ” 
Fortune says Ludwig. 79, oc­ 
casionally walks to work at” 
about 8 a m from his home in 
a 
Fifth 
Avenue 
penthouse 
There are luncheon meetings at 
the Warwick Hotel and “21" 
restaurant 
In the mid-1960s. Ludwig got 
the idea to raise commercially 
an Indian tree called Gmehna 
arborea, which produces wood 
for pulp and lumber at about 10 
times 
the 
rate of ordinary 
trees 
On the 3-million acre tract he 
bought for $3 million in Brazil, 
he's backing the planting of the 
plantation and the community 
to do the work 
“ But according to present 
plans." Fortune says, “ by the 
end of the project's 'first stage' 
.in 1983. the total investment 
will amount to $1 billion ” 
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CITY i AF 
soun s new international busi­ 
ness and trade office will be lo­ 
cated in Düsseldorf . West Ger­ 
many, 
Gov 
Christopher 
S 
Bond announced today 
Speaking 
at 
the 
Missouri 
Chamber of Commerce annual 
meeting, bond said the Düssel­ 
dorf site was selected hecasue 
that city is the hub of European 
business activity 
“Through this office our spe­ 
cialists will open new business 
and trade horizons for Mis­ 
souri. through new makrets for 
Missouri products and the at­ 
traction of new industries and 
foreign 
investment 
to 
our 
state.” bond said 
He said the site was chosen 
after a “thorough study by a 
task force of international busi­ 
ness experts ” 
The legislature authorized es­ 
tablishment of a foreign trade 
office in 1973 but declined to 
fund it until this year, when 
about (80.04X1 was appropriated 
for the purpose 
Earlier 
burssells, 
Belgium 
and the Far East were men 
tioned as possiblesites 
bund said the office will be 
gin »4« operations “in the ne? 
fe- 
nths ” 
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New GI bill 
brings higher 
benefit checks 


WASHINGTON (AP) — Some 
1.2 million veterans attending 
school under the GI Bill will be­ 
gin 
getting 
higher 
benefit 
checks, starting Monday, and 
the first check will have an ex­ 
tra bonus 
A new law boosts veterans’ 
education benefits 8 per cent, 
effective Oct. 1. The new bene­ 
fit checks due in the mail Mon­ 
day also w ill include the higher 
benefits that were retroactive 
to Oct. 1. 
The law also increased from 
36 months to 45 months the 
eligibility time period for un­ 
dergraduate study; previously 
the extra nine months could be 
used only for graduate study 
Since men and women who 
join the military after Jan 31 
are not eligible for that pro­ 
gram, the VA and the Pentagon 
are preparing a new program 
for them Under the new law. 
men and women joining the 
military after Dec. 31 may con­ 
tribute $50 to $75 monthly from 
their salaries, up to a max­ 
imum of $2,700 The VA will 
match that at the rate of $2 
forevery $1 contributed, and the 
total can be used for education 
VA Administrator Richard L. 
Koudebush 
said 
that 
for a 
single veteran attending school 
full time, the new monthly al­ 
lowance is $292, up $22 from the 
the previous rate. The new 
monthly ra*e for veterans en­ 
rolled m full-time training with 
one dependent is $347, com­ 
pared with $321; with two de­ 
pendents $396. compared with 
$366 For each dependent above 
two, the rate is $24, up by $2 
The 8 per cent increase appli­ 
es to all GI bill training, except 
flight training, which remains 
the same 
The new law is estimated to 
cost $473 million in this fiscal 
year, decreasing to $68 million 
in fiscal year 1981 
Koudebush said that because 
of the priority placed on getting 
out the G1 Bill increases, some 
16,000 checks that veterans en­ 
rolled in vocational rehabilita­ 
tion training receive Monday 
will include only the 8 per cent 
for November The October m* 
crease will be sent later. 
There is no change in the re­ 
quirement that a veteran use 
his GI Bill benefits within 10 
years after leaving military 
service or by Dec 
31, 1989, 
whichever is earlier The new 
bill expires in 1989 
The law permits those who 
enlist before Dec 31 to come 
under the old program even 
though they don't actually be­ 
gin serving until next year 
The program for future GIs 
will be administered jointly b> 
the VA and the Defense Depart­ 
ment. with up to 36 months of 
red. 
law, the VA next 
top making ad­ 
vance payments at the start of 
the month for those m school 
under the GI Bill Payment will 
be made at the end of the 
month tastead 
And advance 
payment at the start of the 
training will be permitted only 
if the veteran requests and his 
school agrees to follow the law 
in reporting 
That provision was written 
into the law in light of the mil­ 
lions of dollars paid out to vet­ 
erans under the advancement 
payments plans that was lost 
because the VA was not in­ 
formed by the veteran or his 
school that he had dropped 
courses or quit school 
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Arm ed 
forces 


GREAT FALLS, Mont - The 
U S Air Force has promoted 
Matthew S Chambers, son of 
Mr and Mrs Charles Chambers 
of Anniston, Mo . to the rank of 
senior airman 
Airman Chambers is serving 
at Malmstrom AFH Mont . as a 
m a i n t e n a n c e 
a n a l y s i s 
specialist 
The airman is a 1973 graduate 
ot Charleston • Mo > high school 
His w ite. Jeanne, is the daughter 
of Mr and Mrs Milton Mueller 
of Kt I. Bertrand Mo 


when in 1619 the Crown 
appointed governor of the 
Jamestown 
Virginia colony 
admitted 
incompetence, 
he 
was instructed to select two 
men from each borough to 
form a government 
The men named themselves 
the House of Burgesses and 
came to be the first self- 
f 
overning body in America 
lu rg e ssm e n 
w ere to be 
elected 
by the inhabitants " 
Because 
an inhabitant” was 
never properly defined, it 
came to mean a taxpayer, any 
able-bodied male over 16, and 
servants, free and indentured 
The colony got used to pop­ 
ular franchise — unheard of in 
p r o p e r ty - o w n in g 
v o tin g 
England 
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New president must deal with price problems involving needs 


NEW YORK (AP) - The 
President of the United States 
during the next four years must 
continue to deal with grievous 
price problems involving the 
basic needs of food, shelter and 
health. His work is cut out for 
him. 
The most encouraging view 


of the challenge is that at least 
a start has been made; from 
the extraordinary peak of 12 
per cent in the midst of reces­ 
sion, inflation has dropped to 
between 5 and 6 per cent today. 
But even as the rate came 
down, the economic landscape 
has remained pitted and pocked 


with mines yet to be defused. 
There is the chance of higher 
oil prices. There is the potential 
for shortages. There are special 
inflationary problems involving 
housing, 
medical 
care 
and 
ecology. 
There remains also the mem­ 
ory of the experience, and that 


Fonz still is king 
‘Charlie’s Angels’ now a hit 


LOS ANGELES (AP) - Last 
week’s ratings are in, and they 
show The Fonz still is king, the 
last World Series game didn’t 
do as well as the one a year 
ago and ‘‘Charlie's Angels” can 
now be called a hit. 
ABC, in winning the No. 1 
slot in weekly ratings averagesi 
for evening shows for the fifth| 
straight week, did it with the 
help of “Happy Days,” the top-| 
rated show in the week ending 
Oct. 24 
It was seen in nearly 23. 
million homes Tuesday night. 
The A.C. Nielsen Co. au-l 
dience estimates, however, pr( 
vide a dramatic illustration of 
how a little rain — particularly! 
on a prime-time W’orld Series] 
game — also can flood NBC’s | 
ratings hopes 
The network last Wednesday 
had to substitute “Day of the 
Jackal” when what was to have 
been the fourth World Series 
game was rained out. The mov­ 
ie wound up in the Nielsen cel- 
ler. 
Which enabled competing net­ 
work shows that night like CBS’ 
“Alice” and “Good Times” and 
ABC’s “Bionic Woman,” "Ba- 
retta” and “Charlie’s Angels” 
to get their best ratings yet this 
season. 
All five wound up among the | 
week's 20 highest-rated shows. 
“Angels" did best, coming in 
No 3. It can safely be called 
the season’s new hit series, as 
it never has dropped below 10th 
place in the Nielsen standings 
in four outings 
The week’s two World Series 
games on NBC also did well in 
the ratings, Tuesday's Cincin­ 
nati-New York joust being fifth­ 
rated and Thursday’s finale 
getting the highest ratings of 
all four games. 
It was seen in an estimated 
21.7 million homes — which is 
good, but about 1.3 million few­ 
er homes than watched last 
season’s exciting Series finale 
between Boston and Cincinnati 
on NBC 
For those who count such 
things, last week's 20 top-rated 
shows were "Happy Days,” 
“Laveme and Shirley” and 
“Charlie’s 
Angels" 
(ABC); 
NBC's Thursday and Tuesday 
World Series shows; “Bionic 
Woman” (ABC); “ All in the 
Family” (CBS); “Sunday Mov­ 
ie” 
and 
“Baretta” 
tABC); 
"Alice” and “M-A-S-H" (CBS); 
“Little House on the Prairie” 
(NBC); “One Day at a Time” 
(CBS); 
"Six 
Million 
Dollar 
Man” (ABC); “Maude,” “60 
Minutes." “All’s Fair,” “Good 
Times,” “ Kojak” and “Charlie 
Brown” (CBS). 


Other ratings: Last Friday’s 
nationally televised presidential 
debate was the least-watched of 
the three scheduled debates It 
was seen on the three networks 
in 33,960,000 homes 
More than 38 million homes 
tuned in the first Ford-Carter 
debate, with about 700.000 few­ 
er homes watching the second 
debate. 
The Nielsens show ups and 
downs for ABC’s new Harry 
R easoner-B arbara 
W alters 


WATER TOO HARD? 
THERE’S EQUIPMENT 
TO SOFTEN IT 
Are there water spots or a film 
on your dishes when you leave 
them on the counter to dry? 
Does your laundry come out 
looking dingy instead of bright? 
Do you have trouble getting your 
hair shiny and manageable after 
a shampoo’’ 
If any of these things is true, 
your water is probably too hard. 
About 80 percent of the country 
has water that’s hard 
The 
solution is a water softener that 
softens the water before it en­ 
ters the piping system. 
B esid es 
clean er-lo o k in g 
dishes, a brighter wash and 
shinier hair after a shampoo, the 
benefits of softened water in­ 
clude; 
- Housework becomes easier. 
- Coffee, tea, vegetables and 
other food tastes better and even 
looks better. 
- You feel better after a bath 
because there’s no soap residue 
left on your skin 
- You need less soap or 
detergent to do your household 
chores, as well as less hot water, 
so you save some money. 
- The life of your pipe and 
w ater-using 
equipm ent 
is 
prolonged because there is no 
mineral scale buildup. 
If you’d like free information 
on how water is softened and the 
advantages of softened water, 
write to the Plumbing- Heating- 
Cooling Information Bureau, 35 
E 
Wacker Dr., Chicago, 111 
60601. 


lion homes. But last week more 
than 7.1 
million homes ob­ 
served their newscasts 
ABC 
says it expects such fluctua­ 
tions to continue for a while. 
CBS still leads the evening 
news pack, with NBC in second 
place. 


week night newscasts. Their 
much-publicized first week was 


seen in a nightly average of 8 
million homes, about 2.2 million 


more than watched the Wal­ 
ters-less 
show 
the previous 
month. 


too tends to be inflationary, 
threatening to swell demand in 
certain areas when fears arise 
that prices are likely to be 
higher in the future 
Though 
they 
experienced 
them, many families are still 
awed to realize that fish costs 
75 per cent more today than 
five years ago, that food over­ 
all has risen 53 per cent, and 
that prices in general have 
soared 41 per cent. 
And that medical care has 
risen 44 per cent in those five 
years, fuel oil more than 100 
per cent, transportation 40 per 
cent, automobile insurance 30 
per cent, used car prices 52 per 
cent .... 
One of the most encouraging 
developments, points out Fa­ 
bian Linden of the Conference 
Board, which compiled these 


percentages, is that food prices 
over the past 12 months have 
risen barely at all. But can it 
continue? 
The high jobless rate mean­ 
while has proved to be far 
more stubborn than expected, a 
situation that chauvinistically 
has been attributed to women. 
It is the growing number of 
women entering the workforce 
that causes the problem, we 
are told 
Any woman who has newly 
taken a job knows the m atter is 
more complex than that. Life 
style are changing, and many 
families now depend upon two 
incomes and, in growing num­ 
bers, on more than two in­ 
comes 
The outlook of women also is 
changing, and the country now 
has the opportunity to utilize 


the services and skills of many 
females who heretofore hid 
their talents in often rewarding 
but sometimes menial house­ 
hold work. 
The opportunity to benefit 
from 
these 
newly 
released 
skills is erroneously viewed as 
the problem when, in truth, the 
problem is that we have failed 
to develop an economy that can 
benefit from this resurce. 
The near 8 per cent jobless 
rate today is topped in the past 
30-plus years only by the rates 
that prevailed last year and 
which averaged out to 8.5 per 
cent. 
The housing problem is as 
complicated as the others, and 
its consequences are equally 
disturbing to social tranquility. 
The housing market remains 
one of the first to be damaged 


by instability of almost any 
sort. 


In recent years the rising 
cost of materials and funds has 
forced builders and customers 
from the marketplace and the 
pace of construction has there­ 
fore fallen to less than what is 


believed needed merely to keep 
pace with rising population and 
abandoned stock. 
Both builders and customers 
complain in unison that prices 
are too high, but all the crea­ 
tivity and innovative instincts 
of both may have failed to re­ 
solve the difficulty. 


MVE ’ 1 PER TON 


OFF REGULAR PRICE 
ON RED OR WHITE LIMESTONE 
CALL TERRELL LIME t FERTILIZER 


SIKESTON 
471-5153 


NIGHT PHONE 
471 3133 


C H A R L IE T E R R E I ! 
471 1656 


A L B E R T IACKS0 N 


CHARLESTON 
683-6390 


E V E R Y D A Y IS D O L L A R D A Y AT D O L L A R G E N E R A L S T O R E S 
GENERAL 
STORES 


REMODELING SALE 


We have just finished 
our remodeling and 
would like to invite 
our many customers 
to shop your newly 
remodeled Dollar 
General STORE 
126 WEST FRONT STREET 


BATHT0WELS 
•Slight irregulars of known maker 


•A ll cotton terry velour 
c 


'Assorted 
colon 


MISS 
Brack Hair Spray 


*11 OZ. 
*Reg. $1.29 ea. 


Limit 2 


I »Slight irregulars 
•Muslin or percale 
•Prints and solids 


SHEETS 


„ FULL ONLY 
$ 


SWEET HEART 


€ 


DISHWASHING 
LIQUID 
*1 qt. bottles 


TOT’S 


SHOP OUR TOT DEPT 


ARO SAVE 
WHILE STOCK ARE 
C0UPLETE 


DOWNTOWN SIKESTOM 


EXTRA STRENGTH ||f 
j | 
efferd ent! 
DENTURE CLEANSER Sill 
■ LA D IES ! 


SLACKS OR 
JEANS 


INSTEAD OF DIAPERS 
PAMPERS 


*60 tablets 


• • v i i,i s t r e n q t h 
efferdent 


• DF N T U R f Cl E A N S I ri 
jZsM’ -': 


iV, : 


•Slight irregulars 
•Assorted styles 
and colors 


\ 


BED AND SOFA 
PILLOWS 
•Cut size i r 1 24’ 
»Shredded loam filUug 
•Odorless 
*N«u Allergenic 


MEN'S KNIT 
LEISURE 
SHIRTS 


•First quality 
•Novelty 
*100% nylon 
prints 


PUREX 


•Sizes S, M 


HI-DRI 


BLEACH 
LIMIT 2 
PAPER TOWELS 


DAYTIME 
1 5 s 
•Overnight 


1 2 's 


FULL & TWIN 


NI-DRIJ 
Towels I 


2 ply 


ROLLS! 
(FOR 


LIGHT BULBS 


W ESTINGHOUSE «60- 75- 10# 


GILLETTE 
RIGHT GUARD 
DEODORANT 
*4 oz. 
*Reg. $1.59 


Bedspreads! 
b?15 
H 
purI xH 


BULBS 
FOR 


F 


LAUNDRY 
DETERGENT 


4 LB-8 O Z 
$ 


l'j* 5Li » 


N A M E 


BRANDS 
CANOTS 


$ 


BAG 


GILLETTE 
DISPOSABLE TWIN BLADE RAZOR 


Good News'! 


GoodNews! 
d 


PIECE 
GOODS 


••0“ Wide 
DOUBLE OR SINGLE KNIT 


YD. 
PRICE 


E V E R Y D A Y I S D O L L A R D A Y AT D O L L A R G E N E R A L S T O R E S 


THE DAILY STANDARD, Sikeston, Mo. Wed. Nov. 3, 1976— Section C— Page 4 


Business Mirror 
New president must deal with p rice problem s involving needs 


NEW 
YO R K 
(A P ) 
- 
The 
P resid ent of the U nited S tates 
during the next four y e ars m ust 
continue to deal with grievous 
p rice 
problem s 
involving the 
b asic needs of food, sh elte r and 
health. His work is cu t out for 
him . 
T he m ost encouraging view 


of the ch allen ge is that at least 
a start has been m ade, from 
the extrao rd in ary peak of 12 
per cent in the mitfet of re ce s­ 
sion. inflation has dropped to 
betw een 5 and 6 per cent today. 
But even a s the rate ca m e 
down, the econom ic landscape 
has rem ained pitted and pocked 


with m ines yet to be defused 
T here is the chance of higher 
oil prices. There is the potential 
for shortages T here a re sp ecial 
inflationary problem s involving 
housing, 
m edical 
ca re 
and 
ecology 
T here rem ains also the m em ­ 
ory of the exp erience, and that 


Fonz still is king 
*Charlie's A ngels' now a 


LO S A N G E L E S (A P ) - L ast 
w eek's ratings a re in, and they 
show T he Fonz still is king, the 
last World Series gam e didn't 
do as well as the one a year 
ago and "C h a rlie's A n g els" can 
now be called a hit 
A BC, in winning the No 
1 
slot in weekly ratings averagesi 
for evening shows for the fifth] 
straigh t week, did it with th 
help of "H appy D ay s.'' the top- 
rated show in the w eek ending 
O ct 24 
It w as seen in n early 23 5 
m illion hom es Tuesday night 
T he 
A C 
N ielsen 
Co. 
au ­ 
d ience estim ates, how ever, pro­ 
vide a dram atic illustration of 
how a little rain — p articu larly 
on a prim e-tim e W orld Series 
g am e — also can flood N BC 's 
rating s hopes 
T he netw ork last W ednesday 
had to substitute "D a y of the 
Ja c k a l" when what w as to have 
been the fourth W orld Series 
g am e was rained out T he m ov­ 
ie wound up in the N ielsen cel- 
ler 
W hich enabled com p eting net­ 
work shows that night like C B S' 
"A lic e " and "Good T im e s" and 
A B C 's "B io n ic W om an ." "B a 
r e tta " and "C h a rlie 's A n gels" 
to get their best rating s yet this 
season 
All five wound up am ong the 
w eek's 20 highest-rated shows 
"A n g e ls" did best, com ing in 
No 
3. It can safely be called 
the season 's new hit series, as 
it never has dropped below 10th 
place in the N ielsen standings 
in four outings 
T he w eek's two W orld Series 
g am es on NBC also did well in 
the ratings. Tuesday s C incin­ 
nati-New York joust being fifth ­ 
rated 
and 
T hu rsd ay’s 
finale 
getting the highest rating s of 
all four gam es 
It was seen in an estim ated 
21 7 million homes — which is 
good, but about 1.3 m illion few ­ 
er 
hom es 
than 
w atched last 
seaso n 's exciting S e rie s finale 
betw een Boston and Cincinnati 
on NBC 
F o r those who count such 
things, last w eek's 20 top-rated 
shows 
were 
"H appy 
D ay s," 
“ L av em e 
and 
Sh irley ' 
and 
"C h a rlie 's 
Angels” 
(A B C ); 
N BC ’s Thursday and Tuesday 
World Series show s. 
"B io n ic 
W om an" 
A B C ); 
"A ll in the 
F a m ily " (C B S ); "Su nd ay Mov­ 
ie " 
and 
B a r e tta ’’ 
i A B C i ; 
"A lice ’ and 
M A S H " (C B S /; 
"L ittle House on the P ra irie ” 
iN B C ); "O ne Day at a T im e " 
• C B S ); 
"S ix 
M illion 
D ollar 
M an" 
(A B C ); 
" M a u d e " 
" 6 0 
M inu tes," "A ll's F a ir ," "G ood 
T im e s," "K o ja k " and "C h arlie 
B ro w n " (C B S ). 


O ther ratings 
L ast F rid a y ’s 
nationally televised presidential 
d ebate was the least-w atched of 
the three scheduled d ebates It 
w as seen on the th ree netw orks 
in 33,%o,ooo hom es 
M ore than 38 m illion homes 
tuned in the first Ford -C arter 
debate, with about 700.000 few ­ 
er homes w atching the second 
d ebate 
The Nielsens show ups and 
downs for ABC's new 
Harry 
K easoner B a rb a ra 
W alters 


lion hom es B u t last week m ore 
than 
7.1 
million 
homes 
ob­ 
served 
th eir 
new scasts 
ABC 
says it exp ects such flu ctua­ 
tions to continue for a while 
C B S still leads the evening 
news pack, with NBC in second 
place 


w eek 
night 
new scasts. 
T heir 
much-publicized first week was 


seen in a nightly a v erag e of 8 
m illion homes, about 2.2 million 


m ore than watched the W al­ 
ters-less 
show 
the 
previous 
month 


too tends 
to 
be inflationary, 
threatening to swell dem and in 
certain a re a s when fears a rise 
that 
p rices 
are 
likely 
to be 
higher in the future. 
Though 
they 
exp erienced 
them , m any fam ilies a re still 
awed to realize that fish costs 
75 per cent m ore today than 
five y e a rs ago, that food o v er­ 
all has risen 53 per cent, and 
that 
p rices 
in 
general 
have 
soared 41 per cent 
And that 
m edical c a re has 
risen 44 per cent in those five 
y ears, fuel oil m ore than 100 
per cent, transportation 40 per 
cent, autom obile insurance 30 
per cent, used car prices 52 per 
cent .... 
One of the most encouraging 
developm ents, 
points out 
F a ­ 
bian Linden of the Conference 
Board, w hich com piled 
these 


p ercentages, is that food prices 
over the past 12 m onths have 
risen barely at all 
But can it 
continue? 
The high jobless ra te m ean­ 
while 
lias 
proved 
to be 
far 
m ore stubborn than expected, a 
situation 
that 
chauvim stically 
has been attributed to women 
It is the growing num ber of 
women entering the w orkforce 
th at causes the problem , we 
a re told 
Any w om an who has newly 
taken a jo b knows the m atter is 
m ore com plex than that. Life 
style are changing, and m any 
fam ilies now depend upon two 
incom es and. in growing num ­ 
bers, 
on 
m ore 
than 
two 
in­ 
com es 
The outlook of women also is 
changing, and the country now 
has the opportunity to utilize 


the services and skills of m any 
fem ales 
who 
heretofore 
hid 
their talents in often rew arding 
but som etim es m enial house­ 
hold work. 
The 
opportunity 
to 
benefit 
from 
these 
newly 
released 
skills is erroneously viewed as 
the problem when, in truth, the 
problem is that we have failed 
to develop an econom y that can 
benefit from this resu rce. 
The near 8 per cent jobless 
ra te today is topped in the past 
30-plus years only by the rates 
that prevailed last 
year and 
which averaged out to 8 5 per 
cent. 
The housing problem is as 
com plicated as the others, and 
its consequences 
a re equally 
disturbing to social tranquility. 
T he housing 
m arket rem ains 
one of the first to be dam aged 


by 
instability 
of alm ost 
any 
sort 


In 
recent 
years the rising 
cost of m a terials and funds has 
forced builders and cu stom ers 


from the m arketp lace and the 
p ace of construction has th e re ­ 
fore fallen to less than what is 


believed needed m erely to keep 
p ace with rising population and 
abandoned stock 
Both builders and custom ers 
com plain in unison that prices 
a re too high, but all the c r e a ­ 
tivity and innovative instincts 
of both m ay have failed to re­ 
solve the difficulty. 
$AVE $1 PER TON 


OFF REG ULAR PRICE 
ON RED OR WHITE LIMESTONE 
G A L L T E R R E L L LIM E & F E R T IL IZ E R 


SIKESTON 
471-5153 


N I G H T P H O N E 
471 3 1 3 3 


CHARLIf TERRFll 


4 7 1 1 6 5 6 
At BERT IACKS0N 


CHARLESTON 
683-6390 


V4 XTKK TIM) H A RD ? 
THEM E'SEQI IP.MENT 
TH SOFTEN IT 
A re there w ater spots or a film 
on your dishes when you leave 
them on the counter to dry"* 
D oes your laundry com e out 
looking dingy instead of bright? 
Do you have trouble getting your 
h air shiny and m anag eable after 
a sham poo'' 
If any of these things is true, 
your w ater is probably too hard 
About 80 percent of the country 
has 
water 
th a t’s 
hard 
The 
soluUon is a w ater softener that 
softens the w ater before it en 
terx the piping system 
B e s id e s 
c le a n e r - lo o k in g 
dishes 
a 
brigh ter w ash and 
shinier hair a fter a sham poo, the 
benefits of softened w ater in­ 
clude 
Housework becom es easier 
- Coffee, tea, vegetables and 
other food tastes b etter and even 
looks better 
•• You feel better a fter a bath 
becau se there s no soap residue 
left on your skin 
- 
You 
rated 
lews 
soap 
or 
detergent to do your household 
chores, as well as less hot w ater, 
so you save som e m oney 
- The life 
of your pipe and 
w a te r-u sin g 
eq u ip m en t 
is 
prolonged becau se there is no 
m ineral scale buildup 
If you’d like fre e inform ation 
on how w ater is softened and the 
advantages of softened w ater 
w rite to the P lu m bin g Heating 
Cooiirgt Inform ation B ureau , 35 
E 
W acker Dr , C hicago, 
III 
80801 


E V E R Y D A Y IS DOLLAR DAY AT DOLLAR G E N E R A L STORES 
GENERAL 
STORES 
126 WEST FRONT STREET 
DOWNTOWN SIKESTON 


REMODELING SALE 


We have just finished 
our remodeling and 
would like to invite 
our many customers 
to shop your newly 
remodeled Dollar 
General S TO R E 


22 X 44 
B A T H T O W ELS 
'Slight irregulars of known maker 


•All cotton terry velour 


EXTRA STRENGTH 
EFFER D EN T 
DENTURE CLEANSER 


L A D IE S 


SLACKS 
OR 
JEANS 


• 60 tablets 


extra strength ' 
efferdent 
• DENTU RE C LEA N S! R 


INSTEAD OF DIAPERS 
PAMPERS 
•Slight irregulars 
•Assorted styles 
and colors 
___ 


BED AND SOFA 
Breck Hair Spray 
P ilL O W S 


MEN'S KNIT 
LEISURE 


* 1 1 
o z . 
•Reg. $1.29 ea. 


•Cut size 18" x 24** 
*Shredded foam filling 
•Odorless 
‘ Non Allergenic 
SHIRTS 


•First quality 
•Novelty 
*100% nylon 
prints 


D A Y T IM E 


•Overnight 
12's 


BED 
SHEETS 


. FULL ONLY 


P U R E X 


BLEACH 
LIMIT 2 


[•Slight irregulars 
•Muslin or percale 
•Prints and solids 


HI-DRI'* 
P A P E R T O W ELS 


FULL & TWIN 


•2 ply 
Bedspreads 
2 ‘15 


S W EET H EA R T 
LIG H T B U LB S 
GILLETTE 


DISHWASHING 
LIQUID 


* 1 qt. bottles 


Heart 


W ESTINGHOUSE 
*(Ul - 75 • 100 
RIGHT G U A R D 
P 


DEODORANT 
*4 oz. 
*Reg. $1.59 


P U R EX 


s m 


BULBS 
FOR 


LAUNDRY 


i 
DETERGENT 


4 LB 8 OZ 


$ 


T O Y ’ S 


SHOP OUR TOY DEPT 


MID SITE 
WHILE STOCK 4«E 
COMPLETE 


I ' - 


r * 
~ f r a # " * 
i 
Hatoy H u tu 
s 


N A M E 


GILLETTE 
D ISPO SABLE TW IN BLADE RAZOR 


Gillette 25C 


BRANDS 


C A N D YS 


BAG 


Good News! 
Good News'! 


$ ■ 
<»• I 


ffft I 
P IE C E 
G O O D S 


j£ J 
*60 
wide 
DOUBLE OR SINGLE KNIT 


YD. 
PRICE 


E V E R Y D A Y IS DOLLAR DAY AT DOLLAR G E N E R A L STORES 


FINAL WEEK 


NO DEALERS 


HIGHWAY 61 SOUTH 
SIKESTON, MO. 


SIKESTON, MO. 


opan 9 AM -9 PM 
MON THRU SAT. 
FREE PARKING 


/ 


MENS 
WORK SHOES 


•Men's 8" insulated work shoe 
•Great comfort, warmth & durability 
•Sizes 7-12 
Reg. 13< 


MEN’S 
“ BANANA” 
BOOT 


Sport boot 
New look for school 
or casual wear 
Sizes 614-11 
Reg. *32” 


USE YOUR RANK CARDS 
AT 010 K 


MENS 
SUEDE 
SPORTS SHOE 


•Great for school or casual wear 
•Sizes 614-12 
Reg. 1 7 " 
* 12“ 


BIG K 
60 DAYTIME 
40 TODDLER SIZE 
40 OVERNIGHTS 
DISPOSABLE 
-DIAPERS 2/*5“ 
VALUE TO ‘31 


LADIES 
PULLOVER 
TURTLE 
NECK 
BLOUSES 
• 10 0% polyester 
•S-M-L 
•Asst colors 
$ 3 5 4 


MENS 
ADDRESS 
SWEAT 
BOOK, 


( B 
s 
h 
i r t 


•Five year diary, 
•Desk diary, 


l i W 
^ r a y or 
•Or photo album 
«» 
w h ite 
W e ste rn se rie s 


NOT AS ILLUSTRATED 
^ 3 3 
7 7 * 


THE LIVING 
BIBLE 


Reg. s788 
$388 


LADIES 
(CHEAP) 
JEANS 


Sizes 5/6 to 15 16 
$1166 


CP0 JACKETS 


MENS 
SIZES S-M-L 
$K88 


FLAT FOLD 
100% COTTON 
BLUE DENIM 
9 
$000 
£ 
YDS 
V 


REG. *1” YD 


TWINKLE 
PAK 
PENCILS 


(16 pencils) Reg. 77c 
00 


PLANTERS 
PEANUTS 
• 16 oz jar 
(Party pak) 


2/‘ l 


F L U SH ’N 
FILL K IT 


<2— 


NESTLES 
HOT 
COCOA MIX 


12-10 oz pkgs 


9 9 ° 


FLUSH-N 
FILL KIT 
Reg. #227 
$188 


AUTO 
COOLANT 
RETURN 
SYSTEM 
Reg. $2*7 
. » « 


36-OZ. 
BOX 


PRIME 
VARIETY 


DOG FOOD 


BROCK 
OLD FASHIONED 
CREME 
DROPS 
■ 
c 
9 7 


DOUBLEKNITS 
BOLT GOODS 


ONE ASST 
REG. *1" 
97 


RAINBOW 
CANDY 


Candy coated-raison- 
mints-candy coated- 
peanut-almonds 
Reg. 57c 


2 7 


G ood 
'.astin g 
and 
n u tri­ 
tio u s. 
3 
m eaty fla v o rs 
^ ^ e e f ^ v e t ^ n ^ h 1 c k e n . 


25% OFF 
ANY 
REDWOOD 
PLANTERS 
Values to $997 


ASSORTED 
TOOLS 


OXWALL 


TOOLS 


MIN. 210 1 
00 


EA. 


Tough, durabla tools that aava you 
tlmo and monsy. SO tools to ohooao 
from. 


IankAmíricmh FINAL WEEK 


NO DEALERS 


HIGHWAY 61 SOUTH 
SIKESTON, MO. 


SIKESTON, MO. 


open 9 AM -9 PM 
MON THRU SAT. 
FREE PARKING 
/ 


MENS 
WORK SHOES 


• M e n 's 8 
insu lated w o r k shoe 
• G r e a t com fort, w a r m t h & d u ra b ility 
•Sizes 7-1 2 
Reg. 13' 


i00 


MEN’S 
“ BANANA” 
BOOT 


Sport boot 
N e w look for school 
or casual w e a r 
Sizes 6 V i-1 1 
Reg. *32" 
00 


USE YOUR RINK CM O S 
*T RIG K 


MERS 


SUEDE 
SPORTS SHOE 


• G r e a t for school or casual w e a r 
•Sizes 6 V2-I 2 
Reg. 1 7 " 


’S a * —: 
BIG K 
60 DAYTIME 
40 TODDLER SIZE 
40 OVERNIGHTS 
DISPOSABLE 
DIAPERS 2/s 5 ° ° 
VALUE TO *3’ 


LADIES 


PULLOVER 
TURTLE 
NECK 
BLOUSES 


• 100% p o ly e ste r 
•S-M-L 
• A s s t co lors 


MENS 
SWEAT 
SHIRT 


• G r a y or 
w h it e 


NOT AS ILLUSTRATED 
33 


ADDRESS 
BOOK, 


•F ive ye a r diary, 
•D e sk diary, 
• O r photo album 


W e s te rn series 


THE LIVING 
BIBLE 


Reg. s7 88 
$088 


$354 


LADIES 
(CHEAP) 
JEANS 


Sizes 5 6 to 1 5 16 
$1166 


CP0 JACKETS 


MENS 
SIZES S-M-L 


88 


FLAT FOLD 
100% COTTON 
BLUE DENIM 
2 
$ 4 0 0 
YDS 
%J 


36-0 Z. 
BOX 
PRIME 
VARIETY 
DOG FOOD 


TWINKLE 
PAK 
PENCILS 


(16 pencils) Reg. 7 7 c 
00 


PLANTERS 
PEANUTS 


BROCK 
OLD FASHIONED 
CREME 


s ñ 
DROPS 


9 7 ° 


\ 
* 
k 
l 
» 


• 16 oz jar 
(Party pak) 


57 


FLUSH ’N 
FILL KIT 
1 , ,« *>»# **■ «** t*-h' 
I 


hrmm I 
a - 'I 


NESTLES 


HOT 
COCOA MIX 


1 2-10 oz pkgs 


9 9 c 


, -t . . — 
0-Q 
, 
LJ 
" 
Q — Q 


FLUSH-N 
FILL KIT 
Reg. ‘2” 
$J88 


AUTO 
COOLANT 
RETURN 
SYSTEM 
Reg. *2” 
$244 


DOUBLEKNITS 
BOLT GOODS 


ONE ASST 
REG. M ” 


RAINBOW 
CANDY 


C a n d y coated-raison- 
m ints-candy coated- 
p ea n u t-a lm o n d s 
Reg. 57* 


Good 
ta stin g 
and 
nutri­ 
tious. 
3 
meaty flavors 
of beef, liver and chicke n. 


25% OFF 
ANY 
REDW80D 
PLANTERS 
Values to s997 


OXWALL 


TDOLS 


M IN . 216 


ASSORTED 
TDDLS 
00 


E A . 


Tough, durabia tool« that «ava you 
tlma and money. 30 tool« to chooao 
from. 
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MET SELECT 
CENTER CUT 
PORK 
CHOPS 


V I 49 


REELFODT SLICED 
SLAB BACON 
u * 1 " 


KIDS COTTON 
. . . . 


LINK SAUSAGE 
12 oz fks *1 " 


REELFOOT 
SLICED BOLOGNA 
uofks99‘ 


REELFOOT CORO TOLLET 
SAUSAGE 
il o roll 99« 


REELFOOT 
DINNER FRANKS 
il " « 9 9 c 


SLICED 
SANDWICH NAM 
it* 


DIETER’S DELI6HT 
TURBOT FILLETS 
lb 7 9 « 


ROCK CORHISH 
GAME HENS 
each*!«* 


KREY 
12 OZ PKG 0 9 * 


.RESILE 
COOKIE MIX 
12 oz PKS 9 9 * 


ISLOO FONILI 
- 9 


RASH BAGS 
^ o c t o o x * ! ' 


PLODTEK'S 
T- T T 
PEANUT BUTTER 
it OZ JAR 8 9 ° 


INSTANT COFFEE 
g * , . 


NESCAFE 
10 oz jar 3 


OSAGE 
PEACHES 
CAMPBELL’S 
TOMATO SOUP 


MAZOLA 
n n 


ICORN OIL 
24 0z b t l 9 9 
BOUNTY 
fOWELS 
JUMBO roll 6 9 


NYOE PARK 
j 


¡LEANSER 
14 oz can 1 9 


DEL MONTE 
PRUNE JUICE 
DEL MONTE 
CATSUP 
DEL MONTE CUT 
GREEN BEANS 
4 303 cans 


QT BTL 6 9 ° 


7 9 ° 
26 OZ BTL 


$J00 


ú 
4 
« 
4 
\ 


BUT 1-33 OZ JUG 
DOWNY 
ABRIC SOFTENE 
m RECEIVE THIS MONTH’S ISSUE 
DISNEY 


’ T T ÎT 
FREE 


y 


UCROT 
BIPAKS 
42 OZ CAN I 


I SHOWBOAT CUT 
- 


IWEET POTATOES 
3 303 cars 51 


A 


E E 
O O D M A RT COUPON! rO O D M A R T COUPON If d ü DM ART COUPONl 


' J 


BATH SOAP 
DOVE 


I NTH 
H A « 
bans Sfa 


Wirt» »hi* coupon-limit on« I 
gÈ coupon per cu»»«m«r 
| 
tmm. n-9-76 


5m5 bS b».-V-: 


BORDEN'S 
CREMORA 


22 BZ JAR * | 59 


With »hi» coupon-limit on« 
coupon per customer 


HI 5 
EXPIRES U -9 76 


ROW wow 
- ▼ ▼ V 
BOG FOOD............................ 25 LB BAG 3 
OTOE PARK 
_ A 


NAPKINS 
iooctfk4 9 c 
J.M .I!M :U J.II|j»!7 


7 mmm~r 
‘ 


LAALéÓg 
sM' ’ efci 
ft iWfc Aj i" 
■ * « t t f l H H 1 %rf|#9afi^P* rT H W ff 9 
coyport j 


HAMBURGER I 
MCIBBBC 18 
r sim HVv 


m M 
m 
H H I 


MC82256 
■ 


With this coupon limit on« gj 
coupon p«r customer 


H H B ilX P IR E S 11 9-76 


BC ARCELF000 
CAKE MIX 


1002 0» 7 0 ^ 
MCS64S8 
With this coupon-limi» on* 
coupon p«r customer 
exPtRES n -9 ; 


► 


I 
VfWiii thfi riiunnn fimit nno ^ 


BIG “B" 
BISQUICK 


BAX 


MC96469 
Wirt» this coupon-limi» on« 
coupon por customer 
■■ 
: 


VICKS 
VAPOR UP 
HYDE PARK 
-yA c 
COLD CAPSULES 
ioctpkgI 9 
HYDE PARK 
ENVELOPES 
.o o ctpkgQ D 


KELLOGG’S 
POP TARTS 
ILUE BONNET 6 STICK WHIP 
m 
MARGARINE 
ilbpkg5 9 


O ic C 0?a 4 fc < M Q c t 9 * 
Thodoce S a te 
RUBY RED (48 SIZE) 
GRAPEFRUIT 
EBCN 
“RIGHT FOR SLBW” 
CABBAGE 
CRISP RED 
RADISHES 
FRESH TASTING t JUICY 
YELLOW ONIONS 
lb 
SUNKIST JUICY (88 SIZE) 
ORANGES 
ucr 
FRESN SWEET 
GOLDEN CORN 
ear 
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KREY SELECT 
CENTER CUT 
PORK 
CHOPS i 


$ 1 4 9 
LB 


Q U A L IT Y 


QUALITY STAMP 
C O M P A N Y ,IN C . 
STAMPS 


REELFOOT SLICED 
SLAB BACON 
KING COTTON 
LINK SAUSAGE 
REELFOOT 
SLICED BOLOGNA 
i l b p k g 99' 


L B * 1 ° 9 


12 OZ PRG 
19 


REELFOOT CORN VALLEY 
SAUSAGE 
1 LB ROLL 89' 


REELFOOT 
DINNER FRANKS 
' l b p r o 9 9 ' 


SLICED 
SANDWICH HAM 
lb* ]69 


DIETER'S DELIGHT 
TURBOT FILLETS 
lb 79c 
ROCK CORNISH 
GAME HENS 
e a c h * 1 « 9 
KREY 
WIENERS 
12 oz p k g 0 9 ° 


700 N. MAIN SIKESTON, MO. 
STORE HOURS 
MON. THRU SAT. 7 AM TO 9 PM 
SUNDAY 8 AM TO 8 PM 
WE RESERVE THE RIGHT TO LIMIT 
AD EFFECTIVE 11-4 THRU 11-9 
Y O U R IN D E P E N D E N T F O O D STO RE 
fP o lë iï' 


8 - 1 6 O Z 


B T L C T H 


MAZOLA 
CORN OIL 


BOUNTY 
TOWELS 


HYOE PARK 
■CLEANSER 


DEL MONTI 
PRUNE JUICE 
DEL MONTE 
QT BTl 6 
9 
1 
V IC K S 
VAPOR UP 
1.5 OZ 8 9 


CATSUP 
DEL MONTE CUT 
GREEN BEANS 


26 OZ BTL 7 9 ° 


4 303 CANS S 1 ° ° 


NTDE PARK 
COLD CAPSULES 
NTDE 
PARK 
ENVELOPES 


10 CT PK g 7 
9 
C 


tOO CT PK g 6 
6 
C 
A A 


IIBRIC SOFTENS 
M i RECEIVE TNIS MONTH’S ISSUE 


HYOE PARK 
ICE CREAM 


BANQUET 
BUFFET SUPPERS 


OLE SOUTH 
COBBLERS 


S | 3 9 


$139 


LA CHOY 
Bl PAKS 


ISNOWBOAT CUT 
¡WEET POTATOES 


FOODMART CO 


25 LB BAG * 3 " 


160 CT PKG 4 9 c 


KELLOGGS 
POP TARTS 
BLUE BONNET 6 STICK WNIP 
MARGARINE 


BATH SOAP 
DOVE 


BATH 
BÄh I 9 9 


W ith this coupon lim,» on« 
coupon p«i custom er 


II« 
SXPIRES 11 o 76 


BORDEN’S 
CREMORA 


$-|S9 
22 OZ Jâ* 


With this coupon lirmr on« 
Coupon p«> Customer 
expires i » v 76 
R IS 


•big **G” CERI1AL 
CNEERIOS 


It 02 BOX 7 9 
MC073S9 


With this coupon limn on« 
coupon p«i custom er 


RIO 
EXPIRES I I 9 76 


HAMBURGER 
HELPERS 
2 
702 
Q Q 
BOXES 3 3 
7 02 
BOXES 


M CI22S6 
W ith this coupon limit on« 
coupon per custom«« 


R30 
EXPIRES 1 1 9 76 


OODMART COUPON IFOODMART COUPONI FOODMAR1 COUPON FOODMART COUPON 


NABISCO 
PREMIUM 
CRACKERS 


4 9 
1 LB BOX 


With this coupon lim n on« 
Coupon per CUStom«r 


EXPIRES 10 34 7ú 


BC ANGEL FOOD 
CAKE MIX 


11 OZ BOX 7 9 
u< «e.«« 
With this coupon limn on« 
coupon p«i customer 


»10 
EXPIRES I I 9 76 


DC FAMILY SIZE 
BROWNIE MIX 


22 DZ . i . 8 
9 
C 


W ith this coupon limit on« 
coupon p*r custom er 


• H 
EXPIRES 11 -9-76 


BIG “GM 
BISQUICK 


9 9 
40 02 001 


MC96469 
With this coupon limit on« 
coupon p«r customer 


Nib 
EXPIRES I I 9 76 


Oíd 'paóátomci 
< 


T 
h o d u c e S 
a 
le 
RUBT RIO (48 SIZE) 
GRAPEFRUIT 
» cm 
“RIGHT FOR SLIW " 
CABBAGE 
LB 
CRISP RED 
RADISHES 
6 oz big 
FRESH TISTING 4 JUICY 
YELLOW ONIONS 
lb 
SUNKIST JUICY (88 SIZE) 
ORANGES 
ttcM 
FRESH SWEET 
GOLDEN CORN 
exr 


BORDEN MILO I TANGY 
CHEESE KISSES 
nusiutr 
BISCUITS 


T OZ PK g 7 
9 
‘ 


4 8 0ZCANS591 


THE DAILY STANDARD, Siktston, Mo. Wod. Nov. 3, lf7é— 
— Pt0O3 


Farm Roundup 
Lower farm prices for commodities explains increase in food 


WASHINGTON (AP) - Gov­ 
ernment figures show that low­ 
er farm prices for major com­ 
modities this year continue to 
be the main reason consumers 
have seen increases in retail 
food coots slow down dramati­ 
cally from their soaring pace of 
1973 and 1974. 
For all of 1978, according to 
the Agriculture Department, re­ 
tail food prices are expected to 
climb an average of 3 per cent, 
the smallest gain since 1972. 
Food prices soared 14.5 per 
cent annually in 1973 and 1974 
before easing to an 8.5 per cent 
gain last year. 
The moderate 3 per cent 
climb in food prices is expected 
to continue at least through 
mid-1977, according to depart­ 
ment experts. 
A USDA analysis of a mar- 
ket-basket list of food items 
originated on U.S. farms shows 
that middleman charges for 
transporting, 
processing and 
selling food continue to domi­ 
nate consumer grocery prices. 
The market basket list in­ 
cludes 65 items bought at retail 
grocery stores. It does not in­ 


clude seafood or imported prod­ 
ucts such as coffee, bananas 
and most of the sugar used by 
American consumers. Neither 
does it take into account what 
families spend for food away 
from home. 
Thus, 
the 
market 
basket 
analysis does not embrace the 
entire 
food 
price 
spectrum 
faced by consumers. But the 
market basket list does account 
for most of a family’s food 
spending and so provides a per­ 
spective to the prices that con­ 
sumers pay for selected items 
what farmers, on the average, 
get for them in the first place. 
In September, the most re­ 
cent month checked, the retail 
cost of the 65-item market bas­ 
ket averaged one-tenth of 1 per 
cent lower than it did in Au­ 
gust. Compared with a year 
earlier, the September cost also 
was down one-tenth of 1 per 
cent. 
But the farm er’s share of the 
market 
basket 
retail 
cost 
dropped 2 per cent from August 
and averaged 13.7 per cent be­ 
low September 1975, the depart­ 
ment said. Meanwhile, the mid­ 


dleman portion of the market 
basket price — which averages 
about 60 per cent of what con­ 
sumers actually pay for food — 
declined only three-tenths of 1 
per cent from August to Sep­ 
tember. Compared with Sep­ 
tember 1975, the middleman 
share was 9.3 per cent larger. 
Meat prices offer an example 
of what has happened. Cattle 
and hog prices at the farm are 
well below what they were a 
year ago, and this has had an 
impact. 
The September average price 
of beef in retail stores, for ex­ 
ample, was slightly more than 
$1.34 a pound on an all-cut 
basis, down 1.1 per cent from 
nearly $1.36 a pound in August. 
Compared with Sept. 1975 when 
beefwas a near record of al­ 
most $1.53 a pound, a drop of 
more than 12 per cent in a 
year. 
According 
to 
the 
USDA 
analysis, the farm value of beef 
sold in retail stores in Septem­ 
ber was 72.6 cents a pound, 
down slightly from August but 
almost 28 per cent below what 
it was a year earlier. That is 


not what farmers get for live 
cattle — it takes nearly 2.3 
pounds of steer on the hoof to 
make one pound of super­ 
market beef — but it does rep­ 
resent the farmer’s share of 
what consumers pay. 
Meanwhile, the report said, 
the spread between what farm­ 
ers get for live cattle and what 
consumers pay for beef —■ the 
middleman share — dropped to 
61.7 cents a pound from 63 
cents in August. But the Sep­ 
tember middleman share was 
17.3 per cent larger than a year 
earlier. 
A similar situation exists for 
pork. At an average retail price 
of less than $1.33 a pound in 
September, pork was 3.4 per 
cent cheaper at stores than in 
August and down 13.7 per cent 
from September 1975. 
The farm er’s share of the 
pork price — due to declines in 
the hog market — was down 
10.9 per cent from August and 
was 35.8 per cent below a year 
earlier. The middleman share, 
however, increased 6.6 per cent 
from August and was up 40.4 
per cent from September 1975. 


Put another way, the figures 
showed that farmers received 
about 38.9 cents of each $1 
spent by consumers for market- 
basket food in September, com­ 
pared with 39.3 cents in August 
and 44.6 cents in September 
1975. 
WASHINGTON (AP) - The 
Agriculture 
Department 
has 
created a new program to eval­ 
uate pesticides used in the pro­ 
duction of crops, livestock and 
forest products in terms of 
risks to humans and the envi­ 
ronment. 
Officials said the program is 
aimed at helping the Environ­ 
mental Protection Agency car­ 
ry out new amendments to pes­ 
ticide law passed earlier by 
Congress. Under those the EPA 
must review all federal pesti­ 
cide registrations by Oct. 21, 
1977, and weed out chemicals 
which exceed safety limits. 
To do this, the EPA will have 
to evaluate suspected chem­ 
icals on the basis of their bene­ 
fits in relation to risks. The 
USDA program will supply the 
agency with information and in­ 
terpretations regarding pesti­ 


cides, their use, risks and bene­ 
fits, officials said. 
WASHINGTON 
(AP) 
- 
Loans by various international 


banks to poor countries for eco­ 
nomic development have in­ 
cluded a major flow of money 
for agricultural development 


over the years, amounting to 
more than 20 per cent of total 
aid, an Agriculture Department 
analyst said today. 
Government spending drops 
below 
$1.4 billion budgeted 


WASHINGTON (AP) - The 
Ford administration said today 
that government spending so 
far this year has fallen $11.4 
billion below what was budg- 
eed. 
Many economists both in and 
out of the government say the 
shortfall in spending may have 
been a major cause of the slow­ 
down in economic growth in the 
past six months. The shortfall 
in spending in the last three 
months alone has been $7.6 bil­ 
lion. 
When the government spends 
less than is budgeted, it buys 
less than planned, which can 
result in a slowdown in produc­ 
tion and loss of profits and jobs 


in the private economy. 
Administration 
budget 
ex­ 
perts have been at a loss to 
fully explain the reasons for the 
federal 
spending 
slowdown, 
even though it has been known 
for several months that a slow­ 
down was taking place. 
A joint statement by Treas­ 
ury Secretary William E Si­ 
mon 
and 
Budget 
Director 
Jam es T. Lynn said the slow­ 
down occurred throughout the 
government, with the largest 
share — $3.6 billion — oc­ 
curring in the Defense Depart­ 
ment. 
They said total spending dur­ 
ing the July through September 
period, known as the transition 


quarter, was $94.5 billion, down 
from $102.1 billion estimated in 
July. There was a deficit dur­ 
ing the period of $12.7 billion, 
since receipts totaled $81.8 bil­ 
lion. 
Although Lynn has said pre­ 
viously that the reduced pace 
of federal spending has no con­ 
nection in economic growth, 
some other leading economists, 
including several in the Ford 
administration, 
say 
it 
must 
have been a major factor. 
The spending slowdown has 
occurred simultaneously with a 
setback to economic growth, 
which was at a disappointing 
rate of only 4 per cent in the 
last quarter 


One package of New Nestlé0Cookie Mix 
aft your store...no strings. 


M 
I X 
OATMEAL 


PEANUT BOTTER 
_ 
J 


Chocolate Chip. Inspired by the famous 
Toll House* Cookie recipe. Has lots of real 
chocolate Nestle* Morsels mixed right in. 


H0CÛLATE CHIP 


Sugar. A delicious all purpose cookie. Bake 
in different shapes—stars, circles, crescents. 
At holiday time decorate with icing, 
sprinkles or candied cherries. 
P eanut B utter. A rich, peanut-butter y 
flavi >r that has children e< »ming back f< >r m< >jy, 


Nestle 
COOKIE 
MIX 
SUGAR 


f jell 
ith 


Oatmeal. Wholesome natural oats give 
this family favorite a chewy texture and an 
old-fashioned taste. Add raisins for your 
own personal touch. 


Nestle 
COOKIE 
MIX 


KitH AkMflOAi FlAVOk 
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. 


FREEi 


IKK'fU: 
Nestlé Cookie Mix 


Coup» in gi x >d f< it' either Chi >c< ilate Chip, Peanut Butter. 
S ugar or O atm eal. 


To the retailer lmf*»1<ntt 1‘lcasi in to thi shelf prin o f S i *th'L<*>ku M u <m this cnupim at the tim e 
\iin accept it This coupon will be redeemed only as follows tor amount sjiecified as shelf price 
■ hut not tiu-Kceed reasonable price > plus 5c for handling p r o v id e d coupon is received from customer 
on purchase of Nestle C««>kie Mix Invoices proving sufficient p u rch a se* to a.ver coupons must be 
available on request (Failure to o imply may void .til coup< ms submitted for redemption^i Redemption 
in »t honored through brokers nr other «Hit Ride agencies Coupons are VOID and not 
transferable if use is prohibited, taxed, restricted, or license required. Customer 
must pay any sale-- tax Offer good only in U.S.A. Limit: one co u p o n per family 
For redemption, present to our salesman or mail to: The Nestle G>mpany, Inc., 
P.O. Box 1500. Elm City. N.C. 27898. 
Offer expires December 31,1976. Only one coupon may be redeemed 
per unit of product purchased. Any other use constitutes fraud. 
3 4 4 8 8 1 


Discover cookies baked from a mix 
that taste as good as cookies made 
from scratch...yet take only minutes! 


We mean it...just take this coupon to your store and exchange it for any package of new Nestle Gxikie 
Mix free. Nothing to buy. Nothing to mail in. Do it today. We’re eager to have you taste our new cookies. 
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Farm Roundup 
Lower farm prices for commodities explains increase in food 


WASHINGTON (AP) - Gov­ 
ernment figures show that low­ 
er farm prices for major com­ 
modities this year continue to 
be the main reason consumers 
have seen increases in retail 
food costs slow down dramati­ 
cally from their soaring pace of 
1973 and 1974. 
For all of 1976, according to 
the Agriculture Department, re­ 
tail food prices are expected to 
climb an average of 3 per cent, 
the smallest gain since 1972. 
Food prices soared 14.5 per 
cent annually in 1973 and 1974 
before easing to an 8 5 per cent 
gain last year. 
The 
moderate 3 
per cent 
climb in food prices is expected 
to continue at least through 
mid-1977, according to depart­ 
ment experts. 
A USDA analysis of a mar- 
ket-basket list of food items 
originated on U.S. farm s shows 
that 
middleman charges for 
transporting, 
processing 
and 
selling food continue to domi­ 
nate consumer grocery prices. 
The m arket basket list in­ 
cludes 65 items bought at retail 
grocery stores. It does not in­ 


clude seafood or imported prod­ 
ucts such as coffee, bananas 
and most of the sugar used by 
American consumers 
Neither 
does it take into account what 
families spend for food away 
from home. 
Thus, 
the 
m arket 
basket 
analysis does not em brace the 
entire 
food 
price 
spectrum 
faced by consumers. But the 
m arket basket list does account 
for most of a fam ily’s food 
spending and so provides a per­ 
spective to the prices that con­ 
sum ers pay for selected item s 
what farm ers, on the average, 
get for them in the first place. 
In September, the most re ­ 
cent month checked, the retail 
cost of the 65-item m arket bas­ 
ket averaged one-tenth of 1 per 
cent lower than it did in Au­ 
gust 
Compared with a year 
earlier, the Septem ber cost also 
was down one-tenth of 1 per 
cent. 
But the farm er’s share of the 
m arket 
basket 
retail 
cost 
dropped 2 per cent from August 
and averaged 13.7 per cent be­ 
low Septem ber 1975, the depart­ 
ment said Meanwhile, the m id­ 


dlem an portion of the m arket 
basket price — which averages 
about 60 per cent of what con­ 
sum ers actually pay for food — 
declined only three-tenths of 1 
per cent from August to Sep­ 
tem ber 
Compared with Sep­ 
tem ber 1975, the middleman 
share was 9.3 per cent larger. 
Meat prices offer an exam ple 
of what has happened. Cattle 
and hog prices at the farm are 
well below what they were a 
year ago, and this has had an 
impact. 
The Septem ber average price 
of beef in retail stores, for ex­ 
ample, was slightly more than 
$1.34 a pound on an all-cut 
basis, down 1.1 per cent from 
nearly $1 36 a pound in August. 
Compared with Sept. 1975 when 
beefwas a near record of al­ 
most $1.53 a pound, a drop of 
m ore than 12 per cent in a 
year. 
According 
to 
the 
USDA 
analysis, the farm value of beef 
sold in retail stores in Septem ­ 
ber was 726 cents a pound, 
down slightly from August but 
almost 28 per cent below what 
it was a year earlier That is 


not what farm ers get for live 
cattle — it takes nearly 2.3 
pounds of steer on the hoof to 
make 
one 
pound 
of super­ 
m arket beef — but it does rep­ 
resent the farm er’s share of 
what consum ers pay. 
Meanwhile, the report said, 
the spread between what farm ­ 
ers get for live cattle and what 
consumers pay for beef — the 
middleman share — dropped to 
61.7 cents a pound from 63 
cents in August But the Sep­ 
tem ber middleman share was 
17.3 per cent larger than a year 
earlier 
A sim ilar situation exists for 
pork. At an average retail price 
of less than $1 33 a pound in 
Septem ber, pork was 3.4 per 
cent cheaper at stores than in 
August and down 13.7 per cent 
from Septem ber 1975. 
The farm er’s share of the 
pork price — due to declines in 
the hog m arket — was down 
10.9 per cent from August and 
was 35 8 per cent below a year 
earlier The middleman share, 
however, increased 6.6 per cent 
from August and was up 40 4 
per cent from Septem ber 1975 


Put another way, the figures 
showed that farm ers received 
about 38.9 cents of each $1 
spent by consumers for m arket - 
basket food in September, com ­ 
pared with 39.3 cents in August 
and 44 6 cents in Septem ber 
1975. 
WASHINGTON (AP) - The 
Agriculture 
Departm ent 
has 
created a new program to eval­ 
uate pesticides used in the pro­ 
duction of crops, livestock and 
forest products in term s of 
risks to humans and the envi­ 
ronment, 
Officials said the program is 
aim ed at helping the Environ­ 
m ental Protection Agency c a r­ 
ry out new amendm ents to pes­ 
ticide law passed earlier by 
Congress Under those the EPA 
m ust review all federal pesti­ 
cide registrations by Oct 
21, 
1977, and weed out chem icals 
which exceed safety limits. 
To do this, the EPA will have 
to evaluate suspected chem ­ 
icals on the basis of their bene­ 
fits in relation to risks 
The 
USDA program will supply the 
agency with information and in­ 
terpretations regarding pesti­ 


cides, their use, risks and bene­ 
fits, officials said 
WASHINGTON 
(AP) 
- 
Loans by various international 


WASHINGTON (AP) - The 
Ford adm inistration said today 
that government spending so 
far this year has fallen $114 
billion below what was budg- 
eed. 
Many economists both in and 
out of the government say the 
shortfall in spending may have 
been a m ajor cause of the slow­ 
down in economic growth in the 
past six months The shortfall 
in spending in the last three 
months alone has been $7 6 bil­ 
lion. 
When the government spends 
less than is budgeted, it buys 
less than planned, which can 
result in a slowdown in produc­ 
tion and loss ot profits and job6 


banks to poor countries for eco­ 
nomic development have in­ 
cluded a m ajor flow of money 
for 
agricultural 
development 


in the private economy 
Administration 
budget 
ex­ 
perts have been at a loss to 
fully explain the reasons for the 
federal 
spending 
slowdown, 
even though it has been known 
for several months that a slow­ 
down was taking place 
A joint statem ent by T reas­ 
ury Secretary William E 
Si­ 
mon 
and 
Budget 
Director 
Jam es T Lynn said the slow­ 
down occurred throughouf the 
government, with the largest 
share — S3.6 billion — oc­ 
curring in the Defense D epart­ 
ment 
They said total spending dur­ 
ing the July through September 
period, known as the transition 


over the years, amounting to 
m ore than 20 per cent of total 
aid, an Agriculture Departm ent 
analyst said today. 


quarter, was $94 5 billion, down 
from $102 1 billion estim ated in 
July There was a deficit dur­ 
ing the period of $12.7 billion, 
since receipts totaled $81 8 bil­ 
lion 
Although Lynn has said pre­ 
viously that the reduced pace 
of federal spending has no con­ 
nection in economic growth, 
some other leading economists, 
including several in the Ford 
adm inistration, 
say 
it 
must 
have been a m ajor factor 
The spending slowdown has 
occurred simultaneously with a 
setback to economic growth, 
which was at a disappointing 
rate of only 4 per cent in the 
last quarter 


Government spending drops 
below 
$1.4billion budgeted 


One package of New Nestlé Cookie Mix 
at your store...no strings. 


Chocolate Chip. Inspired by the famous 
Toll House* Cookie recipe. Has lots of real 
chocolate Nestle* Morsels mixed nght in. 


} NësBë_ 
rats 
IX 


CHOCOLATE CHIP 


Sugar. A delicious all purpose cookie, Make 
in different shapes—stars, circles, crescents. 
At holiday time decorate with icing, 
sprinkles or candied cherries. 


NêSlê 
COOKIE 
I f f l t 
S U G A R 
It/ 


Peanut Butter. A rich, peanut butter y 
flavot that haschildtvu c< tilling back foi nv iy 
For variety, top each with a dab of jelly 


lie fi >re baking. 


Nestlé 
COOKIE 
MIX 
mirammo 


Oatmeal. Wholesome natural oats give 
this family favorite a chewy texture and an 
old-fashioned taste. Add raisins for your 
own personal touch. 


Nestle 
000 


F vrrm 


Discover cookies baked from a mix 
that taste as good as cookies made 
from scratch...yet take only minutes! 


We mean it...just take this coupon to your store and exchange it for any package of new Nestle Cookie 
Mix free. Nothing to buy. Nothing to mail in. Do it today. We’re eager to have you taste our new cookies. 
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FREE 
One package of new 
Nestlé Cookie Mix 


I n ut It: 


Coupon go» «d for eithei Chocolate Chip. Peanut Butter. 
Sugar oi Oatmeal. 
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\!u 'n lk n notfk»! at Ik f hnu 
vim ij i u p t i t Thinn-ai» ? v«ilt hr i«-d«*emrd unl> «»M in»* Km an»»ufit »lim iteda»»he!f pnce 
<iiu( mil in« virrri ft-SMiiwhk- prvr i plu» V. fur handling ptuvuledcuupm i> recnvrd fnm cuvtoiner 
on {Minh.iaci<f V * tli Cm Me Mix Invutc*» imwiutf xuMwwnl purvhaur» to cuver a>up w» must he 
avaiUbie <>ti iequt *t iK.utureto comply 
c<nd ,dUnupu*i»i*ubnuttedfuc redemption ) kedemptkm 
n d thmugh brukerxuf uthrr uuiMde agentne* C>cipon» are VOID and 
iraii.frtable if um> i* pn-hibtted taxed, reunited •*» iu.en»e requited Cueiutiier 
m u« pay any M te*t** OHrr good only in t S A Limit >>necouponper f»naif 
Kut redemption prevent tu <*ir *ale*man ot rnstl 1»1 The S**tlf Oenpeny, Inc , 
KO Hux 15W>. Elm City. N C 
Offei expires December 31,1976 Only one coupon may be redeemed 
per unit of product purchased Any other use constitutes fraud 
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WHY GO AN YWHERE ELSE! SAVE ON EVEEV SINGLE ITEM! 
I * 
w [ R f OOINGOUR Btsr r C H H c YOU KEIPYOUR COST OFj .IV/NG DOWN . 


WE RESERVE 
*» • *£ ; THE RIGHT TO LIMIT 
*V* FULL SERVICE 
PLUS DISCOUNT 
PRICES 


1 LB 


PACKAGES 
IS OZ JAR 


JÊM »**, 
PRIN GLES 
■ 
■ 
I 
3 PACK 
a piG G iy w ig g iy 
■ 2 0 9 WEST MALON E AVEN UE «SIKESTON , MO. 
H H H M __________________________THE DAILY STANDARD, Stk.tton, Mo. W«d. Nov. J, 1*7* ____________________' ____________ 


HOMEMADE 
HOSTESl 
WIEHERS 
I H P Ö R K ^ P P ” PICHIC 
58e SAUSAGE. 58° HAMS 
LB 


^ ^ ■ N O W FOR CHRISTMAS 
PORTRAIT SPECIAL FOR EVERYON E! 


T l * ve ry ip e d d offer * prewnled « on • * - 
pm aion o f our ihanks for your p o tre m o * 


AT 9 « K 
plus 7 4 | for handling 


Compara at 92 S.00! 


• GENUINE FULL NATURAL COLOR PORTRAITS 
DATE* F R I.S IT 
Nel éeeMtfyfc toed er penned Abe* A«*#» photo* 
UAIKi r ill wHI* 
• SATISFACTION GUARANTEED - ypf noMp 
N OV. 5th A M l 
• FOR ALL AGES' 
HOURS: 
• 
FHI. 11 AM to 7 PM 
• LIMITED OFFER! 
_ k 
SIT. IB Uà t . g_PM 
CHILI M0RY0N HOUSE 
15 OZ CM 49' 
SHORTEN IN G M 
' l " 


ch icken i f 


THE SEA 


5 
| P T . « ^ :I 


Chunk light tun* 


CAMPBELLS 


46 OZ CAO 
T U N A ^ H 


FRUIT D R IN K S ^ ^ ^ ^ ^ ^ J 


i r . f | 


luPTOR 
porkbeans 


0 V2 OZ 
CAN 


(LIMIT 3) 


TOMATO SOUP 5 T»°sz89 


piGGLY 
WIGGLY 
% GAL 


3 OZIOSI. 
$ 1 4 8 
[SCOT LAD 
CRACKERS 
1 LB BOX 48 


SHOWUtT 
5 


14% OZ 
CAN S 


JACK OMBIT 
PIN TO BEAN S 
CHIESE 


VUSIC HAMBURGER 


4loom 78c 
DILL PICKLES 
it 65* 


KRAFTS 


Jjü .,1 AMERICAN 
AMERICAN 
3 £ h s r 
SIN GLES 
12 GZ 


CABBAGE 


FRESH 
GREEN 


N R. 1 
r o o d q u a lity 
redH 
POTATOES 


PIGGLY WIGGLY DISCOUN T PRICES 


14 OZ BAG 78- 


46 OZ CAN 58 


BAKERS AN GEL FLAKE 
C0C0AN UT 


STOKLEY 
TOMATO JUICE 


LIBBY 
FRUIT COCKTAIL "««« 2 ™ 
88 


KELLOGGS 
SUGAR SMACKS 
« oz... 68 


DEL MON TE CATSUP 


N ABISCO CRACKERS 


32 OZ JUG 


1 LB BOX 


78 


59 


PET MILK 


PRIDE OF ILLIN OIS 
CORN 


DEL MON TE CORN 


CHARMIN TISSUE 


SCOT LAD CUT 
GREEN BEAN S 


3 TALL CAN S 9 8 ' 


3 
17 oz 
O f t 
CAN S 
9 U 


17 OZ CAN S 3/89° 


4 ROLL PACKAGE 78 c 


4 IIS 98 


TABBY CAT FOOD 
4 Vi 89 


5 
FOR 
« 1 


5 « $1 


CON TADIN A 
TOMATO SAUCE 
«ozcan 


KELLYS 
POTTED MEAT 
** « «» 


DOG FOOD 
GRAVY TRAIN 
25lo.ag 


HORMEL 
VIENNA SAUSAGE 
r>:»> 3 « 


KRAFTS VELVETTA 


$1 00 


$1 00 


$4 98 


98 


DISPOSABLE DIAPERS 
LUVS 


UPTON TEA BAGS 


GERBER STRAIN ED 
BABY FOOD 


$01 8 
ALL SIZES BOX 
£ 


48 CT BOX 96' 


JAR 
1 5 * 


78( 


2 LB BOX 


GOLDEN GRAIN 
7V, OZ BOX 


M A f* £ 
n i f i P C F n iM I I F R C 3 
fo r 


HYDE PARK BISCUITS 
6 '!£ 


BOLDEN THIN 
POTATO CHIPS 
twin pack 69 


SA LAD D R ES S IN G 


LIN K SAUSAGE 
BACON! 


METZGER 
H 
BRAUN SCHWEIGER 


SUO SLICED 


FRESH 
N ECK BON ES 
u 39 ' 
PORK 


LB 


FRESN LEAN 
PORK CUTLETS 
lb 99c 


'/« LOIN 


LB 


LEAN 
[BOSTON BUTTS 
LI 7 8 ' 
BOLOGN A 


FRON TIER 
BUN ELESS HAM 
u $1 " 


CUT-UP 
WHOLE FRYERS 


SMOKED 
SLICED PICN ICS 
l b 8 8 
STEMS 


USDA 
CHOICE 


CHUCK 
LB 


FOR YOUR BAR BQ GRILL 6» 


FRESN LEAN 
LEAN TRIMMED 


w hy go anyw here else! SAVE ON EVERY SINGLE ITEM ! 
' 
— ^ 
^ 
i a rs n r r r i* 
• * r, % 
_/✓ 
"> l i LS t" r 
vi/\ i irv 
^ ^ v /*\ r I n «ia < 
^ m. 
. 


« V ’\ 
. 
i 


WE RE D O IN G O UR BEST TO H E lP YO U KEEP YOUR COST OF L IV IN G D O W N 


sen ut 


WE RESERVE 
THE RIGHT TO LIMIT 
*v* f u l l s e r v ic e 
PLUS DISCOUNT 
PRICES 


1 LB 


PACKAGES 
18 OZ JAR 


PRINGLES 


3 PACK 
HOSTESI 
WIEHERS 


PK5GLY WIGGIY 
209 WEST MALONE AVENUE »SIKESTON, MO. 
T H E D A ILY S TA N D A R D , Sikeston, Mo. Wed. Nov. 3, 1976 
7 


WHOLE SMOKED 
HOMEMADE 
PORKWMK PICNIC 
58c HAMS 
LB 


NOW FOR CHRISTMAS 
PORTRAIT SPECIAL FOR EVERYONE! 


BIG 8 xK> 
LIVING COLOR 
PORTRAIT* A 


TH« very ip * cid oW*r a prvMnted at an ax 
pntMwn of our thanki for your potronoga 


AT 9 9 C 


plus 74« For handling 


Com pare at $2 5 .0 0 ! 


• 
™ 
™ 
i t.Al c2iPR P0RTRAITS DATE: FRI-SAT. 
• SATISFACTION GUARANTEED 
NOV. 5th A 6th 
«FOR ALL AGES! tab«» «*a*wvadJh 
HOURS: 
• 
FBI. 11 AM 1« T PM 
«.LIMITEDOFFER! 
SAT. ID AM t . 5 PM 
SWIFTNIN6 S I 0 8 
CHILI MORTON HOUSE 
15 OZ CAN 49' 
SHORTENING 
42 OZ CANS 
TUNA 


CHICKEN OF 


THE SEA 


HI C 
FRUIT DRINKS 
««a. 
KE 


UPTON TEA 


6Vi OZ 
CAH 


(LIMIT 3) 


CAMPBELLS 
TOMATO SOUP 5 'em 89 


PIGGLV WIGGLY DISCOUNT PRICES 


PIGGLV 


WIGGLY 
Vi GAL 


3 OZ INST. 
4 8 
SCOT LAD 
CRACKERS 
PORK«BEMIS~l- 


BAKERS ANGEL FLAKE 
COCOANUT 


STOKLEY 
TOMATO JUICE 


LIBBY 
FRUIT COCKTAIL 


KELLOGGS 


14 OZ BAG 18' 


46 OZ CAN 58 


I U ¿ LA I 
2 


C ¡SUGAR SMACKS 


DEL MONTE CATSUP 


NABISCO CRACKERS 


88' 


68' 


32 OZ JUG 7 
8 


12 OZ BOX 


PET MILK 


PRIDE OF ILLINOIS 
CORN 


DEL MONTE CORN 


CHARMIN TISSUE 


SCOT LAO CUT 
GREEN BEANS 


3 tall cans 98 


3 
17 o z 
Û Q 
CANS 
5 1 0 


17 OZ CANS 3 
/ 8 
9 
* 


4 ROLL PACKAGE 7 
8 
' 


1 LB BOX 5 9 ' 
TABBY CAT FOOD 


4 


4 


17 OZ 
CANS 


6Vz OZ 
CANS 


98 


89 


JACK RABBIT 
PINTO BEANS 


M 
i r 
r 
a 
r 


I ^ V I l t l i V 
L 


4 LB BAG 


VLASIC HAMBURGER 
DILL PICKLES 


(tins 


AMERICAN 
AMERICAN 


SINGLES 
12 OZ 


CONTADINA 
TOMATO SAUCE 


qt 65° I POTTED MEAT 


DOG FOOD 
GRAVY TRAIN 


NORMEL 
VIENNA SAUSAGE 


OZ CAN 


OZ CAN 


5 
FOR 
S<| ° ° 
ALL SIZES BOX 


5 
FOR 
$-|00 


25 LB BAG M98 


5 OZ CAN 


GARDEN FRESH PRODUCE 
CABBAGE 


FRESH 


GREEN 


NO. 1 
GOOD QUALITY 


LB 


KRAFTS VELVETTA 


3 for 
98° 


2 LB BOX 
7 9 


RED 
POTATOES 


3 LB BAG 
20 LB BAG $1 


GOLDEN GRAIN 
V/j OZ BOX 
c I MAC & CHEESE DINNERS 3 »> 
HARTS BRAND 
PIE CHERRIES 
16 OZ CAN 
89' 


55 


DISPOSABLE DIAPERS 
LUVS 


LIPTON TEA BAGS 
«bctbox 


GERBER STRAINED 
BABY FOOD 


HYDE PARK BISCUITS 
6 


GOLDEN THIN 
POTATO CHIPS 
TWIN PACK 


SALAD DRESSING 
MIRACLE WHIP 
SHOWBOAT SPAGHETTI 4 


18 


JAR 


10 CT 
CANS 


96' 


15 


78 


69 


QT JAR 9 8 ° 


15V* QZ CANS 89 


BRYAN 
LINK SAUSAGE 
b o i ' ] 1 ’ 
BACON 


METZGER 
BRAUNSCHWEIGER 
lb 49 


SLAB SLICED 


LB 


FRESH 
NECK BONES 
LB 


FRESH LEAN 
PORK CUTLETS 
LB 99 


'/« LOIN 


LB 


LEAN 
BOSTON BUTTS 
LB 78 


CUT-UP 
WHOLE FRYERS 
BOLOGNA 


FRONTIER 
BONELESS HAM 
STEAK 


LB S J 5 8 


USDA 
CHOICE 


CHUCK 


SMOKED 
SLICED PICNICS 
1.88 


FOR YOUR BAR BQ GRILL 


FRESH LEAN 


SAVE 10« ON 
ONE 14 OZ BOX 
COUNT CNOCULA 
(96400) 
EXPINES 11 -9-71 


LIMIT I CONPOR 
• M l M K T AT PtBBLT W llH f* 


pcecm: 
SAVI 10« ON 
O N I 10 OZ 
BETTY ÇNQ 
ANGEL “ 
^ 


EXPIRES 11-9-71 
LIMIT I CGVPtR 


» M l M l y «I P IM LY W IB G i) 
* 


SAVI 1N« ON 
ONE I OZ 
WIZARD AERO 
AIN FRESHENER 


EXPIRES 11-9-71 


LIMIT I 


G M I M I T AT PIG ILI W i l l i ' 


M M 8B 


% 
MmP 


LEAN TRIMMED 
PORK 
STEAKS 


(FAMILY PAK) 


LB 
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F B I agent 
knew of attack 
on Pearl Harbor 


HONOLULU (AP) - A for­ 
mer governor of Hawaii says, 
in comments recorded before 
his death, that an FBI agent 
warned him about the impend­ 
ing attack on Pearl Harbor a 
week 
before 
the 
Japanese 
bombing of Dec. 7,1941. 
The late Gov. John A. Burns, 
who at the time was a 32-year- 
old police captain in charge of 
a four-man espionage bureau, 
makes the statement in his 
tape-recorded memoirs. 
Burns recorded the tapes in 
January 1975, three months be­ 
fore his death, as part of a Uni­ 
versity of Hawaii oral history 
project They were to be pre­ 
sented today to the University 
library. 
Burns said that on Dec. 7, 
1941, he looked out his kitchen 
window 
and 
saw 
Japanese 
planes overhead. 
"Nothing I can do about it," 
Burns said on the tape. “It was 
not unexpected to me at all, be­ 
cause ... I was told by (FBI 
Agent Robert L.) Shivers a 
week before that we were gon­ 
na be attacked.” 
Burns said he did not press 
Shivers, who was in charge of 
the Honolulu bureau, about the 
source of his information. But 
Burns speculated that it came 
from then-FBI Director J. Ed­ 
gar Hoover, who Burns be­ 
lieved was informed either by 
British intelligence officers or 
by sources in Washington who 
had broken the Japanese diplo­ 
matic code. 
Burns said that when Shivers 
was called before the Roberts 
Commission, a federal inquiry 
convened 11 days after the at­ 
tack, the FBI agent did not 
mention his advance warning. 
"I think Shivers led away 
from the questions so he didn't 
make a liar out of himself." 
Rums recalled. 
“I think he (Shivers) gave it 
to me ... for a self-important 
feeling.” Burns said. 
Mail 
Box 


October 31,1976 
LETTER TO THE EDITOR: 
Dear Mr. Blanton: 
I am grateful for the help of 
the news media in the current 
S.M.T.S. finance campaign, but 
the wording of two sentences in 
your article of Thursday night, 
has 
caused 
some 
misun­ 
derstanding on the part of the 
general 
public. 
All 
tran­ 
sportation is not free. Bus 
• members pay a nominal fee- for - 
bus trips to the beauty shop, 
barber 
shop, 
for 
grocery 
shopping 
and 
the 
lunch 
program Medical trips, only, 
are free to the participants, who 
qualify, but these trips are paid 
for by the Division of Family 
Services under the Title 
XX 
program. 
A 
misunderstanding 
can 
cause more harm than good for 
this finance campaign and I am 
asking that this letter be printed 
on the front page so it may be 
seen by all. 
Contributions can be mailed to 
the Senior Citizens Bus System, 
care of the Heritage House, 305 
Cresap by anyone who wishes to 
help and has not been called on 
by a worker. May I say a very 
grateful “thank you” to each 
and every one who has helped in 
any way with this fund raising 
drive. 
It is my wish to conduct a 
successful campaign and meet 
the quota set for us by Southeast 
M issouri 
T ran sp o rtatio n 
System. This can only be done 
with the co-operation of the 
citizens of Sikeston and I hope 
they will be sympathetic to our 
cause and generous with their 
contributions. 
Sincerely, 
Mrs. Delores Comer 
Volunteer Coordinator 
for S.M.T.S. 


Swine flu 
participation 
hits 60 percent 


JEFFERSON 
CITY, 
Mo. 
(AP) — Missouri public health 
officials say participation in the 
state's swine flu immunization 
program is running about 60 
per 
cent 
of those eligible 
through the first month of its 
operation. 
However, that participation 
figure could be changed as 
people who missed or bypassed 
clinics turn to their family phy­ 
sicians for inoculations. 
State health directors said 
the 
program 
was 
“moving 
quite smoothly," and that sup­ 
plies 
of swine flu vaccine 
pftfori the one million marie 
late last week. 
Jim Donoho, director of the 
pram, noted that he had felt at 
the outset that one million 
doses of the vaccine were 
needed to get the program in 
full operation. 
“Now we can move into all 
areas—public clinics, private 
doctors’ offices and supplies for 
big industrial plants," he said. 


SAFEWAY CHOOSE THE MONEY 


Many experts, writing in newspapers and magazines, have been pointing to store brands 
as a way to save money. Government consumer advisors, too, recommend them, n c oosing 
store brands, it’s important to select those of proven quality. And that leads you right to 
Safeway! You’ll find wonderful Safeway brands offer great eating at savings every time 
you buy. All Safeway brands are unconditionally guaranteed to please so you can choose 
them with complete confidence. You can be sure ot great eating and great savings. 


Catfish 
Steaks 


Lb 


Bologna 


By the piteo 


Lb 


fresh-tasting baked goodies 
BREAD 


Mri. Wright'» So# 
How You Con Sovet 
W hy Poy M oro? 


Hot Dog Buns 


great selection... great eating 


N u M o d t 


Coffee Creamer C o lt*. Ton, 


Preserves S„o«b,nny.............. 
Peanut Butter W h , Pa, M o .,1 . 


Sandwich Spread 


Facial Tissue 


Town House 
So v« Everyday 
Detergent Save Everyday 
Shortening ch«kThi»v0iuti 


1 lb. 00 
•ti. T t 


1 Lb 2 Ox. O C 
Btl. 
Y 3 


Sweet Relish 


O r Hamburger 
Mr*. Wright'» 8 Ct.. 
Dinner Roils î ! ï . Â ÎC’: 
Raisin Bread M W iM’ 
French Bread 


Mutli-Grain BSSÜÄ 
Sweet Rolls !&!££*. 


W hy Poy More? 


Skylark New 
Orleant Style . 


11 Oi. 
Pkgt. 


11 Ot. 
Pkgt. 


1 Lb. 
Loaf 


1 Lb. 
Loaf 


1 Lb. 
Leaf 


9 0 s 
Pka. 


3/M 
3/M 
55* 
45* 
43* 
49* 


delicious selection of dairy foods 


Cream Cheese Why Poy More? . . . 
Pkf. 59* 


Sliced Cheese S S C ’“" 
35* 
Creamery Butter E f 
l£ ‘1H 
Cheddar Cheese SST. 
* M ” 
Longhorn Cheese tST 
» M ” 
Mozzarella Cheese Shreddtd 
P k f. 57* 
SAFEWAY'S YOUR BEST PLACE TO SAVE 
Tomato Sauce 
Dinners^^H 
Flour^^H I 


Town 
House 
lOz. 
Tin 


Town House 
Macaroni and Cheese 
7'i Oz. 
Pkgt. 


Kitchen Craft 
Plain or Self-Rising Flour. 


Town House Yellow Popcorn 
1 lb. 
This Low Price Everyday 
Pkg. 
Popcorn^H 
Tomato Juice 
Green Beansl 
Chunk Tunal 
Sea Trader 
6*4 Oz. 
Why Pay More? Tin 


19' 
4/M 


31* 
59c 
29* 
53* 


Town 
Of., 14 Oz. 
House Tin 


Town House 
Fancy Cut . , 


Potatoes 


Garden Frosh Red Potatoes. 
Basic to Your Manus. This 
Low Price Everyday. 
20 ft $147 


Crtam y Fltihtd 
1 0 < 
Firm Ript Fruit................. 
Lb. 


N tw Crop, 
A Q * 
From F lo rid a....................... 
loch 
» ' 


Bananas 


Avocados 


Pink or Whitt 
iiropairuii Brtokfo»tPtrftct.. 


Juicy ond Swttt 
W h y P o y M o r t ?........ 
Orange Juice S.f.w oy Bf.nd 


5/M 


J 1 
Tángelos 


Orange J 
Fancy Walnuts 
’¿í, M " 


» 0 .1. »»or 
9*1. 
■ 


Sweat Potatoes Ltr,’ 
a» 25c 


M i* or Motchl Turnip, 
, 
1 / M 
U r o a n s M u.tord,orC ollord................. 
Bncht 
■ 
Yellow Onions Without Onion» . . . . 3 Lbt. 1 


Rod Potatoes SSgH 


Wild Birdseed S K C & > 


Aiiorttd Colon. To 
Give or Ktep. Chtck 


5 Lb. A A c 
Be« yy 


plain #n fancy delicatessen foods 
you can depend on Safeway brands 


Lucerne Cole Slaw 
Assorted Party Dips 
Lucerne Yogurt Evtryday 


Lucerne 


14 Ot. ¿ 0 < 
ctn. 
0 “ 


8 Oz. 
Ctn 
BOi. 
Ctn. 


39‘ 
31 
37* 
S9* 


Meow Mix 5*39 


Purina Cot Food 
7 Lh. 
Our Evtrydoy Low P ric t 
P"f* 


...these Low Prices Everyday 


Grapefruit Juice Hot,!« . . 
Applesauce S.v, Ev,r,aoy 


Pineapple tn N o t.ra l Jwic, . . . . 
Golden Corn 5 B Ä . 
Tomatoes iSSfSZ. 
37* 
Vienna Sausage 
..... S°' 3/M 
Jell-Well Gelatin ........ if,', 5/M 


U O t. C 7 t 
Til, 
3 1 
I Ik.. 
Tint 


1 Lb , 4 Ot 
Tin 
’ “tJ °* 35* 


1 Lb. 
Tin 


Prices In This 
A d v . Effective 


Thru Nov. 7, 1976 


at Your Sikttfen 
Safeway Stara. 
Safew ay Store. 


S A F E W A Y 


Sttrti, liMtfp* rtitd. 


SAFEWAY COUPON 


Ixtro Absorbant 
PAMPERS 


With Coupon 
at Sofowoy 


ir. SAFEWAY COUPON IH SAFEWAY COUPON 
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FBI agent 
knew of attack 
on Pearl Harbor 


HONOLULU (AP) - A for­ 
mer governor of Hawaii says, 
in comments recorded before 
his death, that an FBI agent 
warned him about the impend­ 
ing attack on Pearl Harbor a 
week 
before 
the 
Japanese 
bombing of Dec 7, 1941. 
The late Gov. John A. Burns, 
who at the time was a 32-year- 
old police captain in charge of 
a four-man espionage bureau, 
makes the statement in his 
tape-recorded memoirs 
Burns recorded the tapes in 
January 1975, three months be­ 
fore his death, as part of a Uni­ 
versity of Hawaii oral history 
project. They were to be pre­ 
sented today to the University 
library 
Burns said that on Dec 7, 
1941, he looked out his kitchen 
window 
and 
saw 
Japanese 
planes overhead 
"Nothing I can do about it." 
Burns said on the tape "It was 
not unexpected to me at all, be­ 
cause ... I was told by (FBI 
Agent Robert L.) Shivers a 
week before that we were gon­ 
na be attacked " 
Burns said he did not press 
Shivers, who was in charge of 
the Honolulu bureau, about the 
source of his information. But 
Burns speculated that it came 
from then-FBI Director J Ed­ 
gar Hoover, who Burns be­ 
lieved was informed either by 
British intelligence officers or 
by sources in Washington who 
had broken the Japanese diplo­ 
matic code 
Bums said that when Shivers 
was called before the Roberts 
Commission, a federal inquiry 
convened 11 days after the at­ 
tack, the FBI agent did not 
mention his advance warning 
"I think Shivers led away 
from the questions so he didn't 
make a liar out of himself," 
Bums recalled 
"I think he <Shivers> gave it 
to me ... for a self-important 
feeling.” Burns said 
Mail 
Box 


October 31.1976 
LETTER TO THE EDITOR 
Dear Mr Blanton: 
I am grateful for the help of 
the news media in the current 
S M T S finance campaign, but 
the wording of two sentences in 
your article of Thursday night, 
has 
caused 
some 
m isun­ 
derstanding on the part of the 
general 
public. 
All 
tran ­ 
sportation 
is 
not 
free 
Bus 
• members pay a nominal fee- for - 
bus trips to the beauty shop, 
barber 
shop, 
for 
grocery 
shopping 
and 
the 
lunch 
program 
Medical trips, only, 
are free to the participants, who 
qualify, but these trips are paid 
for by the Division of Family 
Services under the Title 
XX 
program 
A 
m isunderstanding 
can 
cause more harm than good for 
this finance campaign and I am 
asking that this letter be printed 
on the front page so it may be 
seen by all 
ContribuUons can be mailed to 
the Senior Citizens Bus System, 
care of the Heritage House 305 
Cresap by anyone who wishes to 
help and has not been called on 
by a worker May I say a very 
grateful “ thank you" to each 
and every one who has helped in 
any way with this fund raising 
drive 
It is my wish to conduct a 
successful campaign and meet 
the quota set for us by Southeast 
M issouri 
T ra n sp o rta tio n 
System This can only be done 
with the co-operation of the 
citizens of Sikeston and I hope 
they will be sympathetic to our 
cause and generous with their 
contributions 
Sincerely. 
Mrs Delores Comer 
Volunteer Co-ordinator 
forS M T S 


Swine flu 
participation 
hit* 60 percent 


JEFFERSON 
CITY, 
Mo 
AP i — Missouri public health 
officials say participation in the 
state's swine flu immunization 
program is running about 60 
per 
cent 
of 
those 
eligible 
through the first month of it« 
operation 
However, that participator 
figure could be changed as 
people who missed or bypassed 
clinics turn to their family phy 
stcians for inoculations 
State health directors said 
the 
program 
was 
"moving 
quite smoothly, 
and that sup­ 
plies 
of 
swine 
flu 
vaccine 
passed the one million mark 
late last week 
Jim Donoho. director of the 
pram, noted that he had felt at 
the outset 
that one million 
doses 
o4 
the 
vaccine were 
needed to get the program in 
full operation 
” Now we can move into all 
areas—public clinics, private 
doctors offices and supplies for 
big industrial plants." he said, 


SAFEWAY CHOOSE THE MONEY 


Many experts, writing in newspapers and magazines, have been pointing to store brands 
as a way to save money. Government consumer advisors, too, recommend them. In choosing 
store brands, it's important to select those of proven quality. And that leads >ou right to 
Safeway! You'll find wonderful Safeway brands otter great eating at savings e\er\ time 
you buy. All Safeway brands are unconditionally guaranteed to please so you can choose 
them with complete confidence. You can be sure ot great eating and great savings! 


„*• 


Catfish 
Steaks 


Lb 


Bologna 


By the piece 


Lb 


fresh-tasting baked goodies 
delicious selection of dairy foods 
BREAD 


M n W n g h t'» 


H o w Y o u C o n Sa va! 


W h y P a y M o r * ? 


O r H o m b u r g # ' 
M r» W r.g h t » 8 Ct 


M r» W r.g h t » 1 2 Ct 


BrOWP & S # 'v # 


1 


great selection... great eating 


Coffee Creamer C o H # # Ton# 


Preserves 5 X C 76Cf#P 
Peanut Butter wnyPoyMor#? 


Sandwich Spread 


Facial Tissue 


1 Lb ÇÇ< 


1 lb 2 0« gÇ c 


N w M o d # 


O u r lo w PriC# 


Sweet Relish ¡£ « £ 5 * 


Detergent £££. 


Shortening S£!i 


Hot Dog Buns 


Dinner Rolls 


Raisin Bread M,‘ Wf9h,‘ 


French Bread 


Mutli-Grain K 
X 


Sweet Rolls 


W h y P o y M o r # ’ 


S k y la r k s # » 


O ri# o n » Sty!# 


M r» W r ig h t 'i 


8 Noll P ack 


11 Oi 
Phg» 
11 Oi 


P k g » 


1 lb 
lo a f 


1 lb 
lo a f 


1 lb 
l# a f 
9 Oi 
Pka 


3/M 
3/M 
55‘ 
45“ 
43’ 
49* 


lu C # rn # 


W h y P o y M o r # * 
Cream Cheese 


Sliced Cheese SStiT*" 


Creamery Butter ST.. 


Cheddar Cheese M°iroy 


Longhorn Cheese l°X*r 


Mozzarella Cheese S h r# 0 0 # d 


• Ot 
Pkg 


• Oi 
Pkg 


1 lb. 


lb. 


lb 
4 Ot 
Pkg 


59c 
85* 


H ,f 


* , 7 1 


I , 7 * 


57* 


Potatoes 


Gordon Froth Rod Pototoo». 
basic io Your Many». This 
low Prico Evorydoy. 


I 
SAFE WAY'S YOUR BEST PLACE TO SAVE 1 
> Tomato So 
Dinners- 


P * 1 
1 1 
Kitchen C raft 
I | 
1 Plain or Self-Rising FI 
Popcorn;;;;:: 
Tomato Ju 
Green Bet 
Chunk Tui 


lUCe«.:: 19* 


7 * 0 , . 
A1 
i and Cheese . . . Pkgs. 
f 
1 
5-79* 
QIC 
ouse Yellow Popcorn 
1 Lb. 
I 
t Price Everyday 
Pkg. M 0 
■ 


I 
l 
f 
A 
Town 
Qt., 14 Oi. CO ^ 
f 
| 
House Tin 
J f 
1 n C 
Town Hou l. 9Q( 
M m I 
Fancy C u t ...........Mm I 


% 
Sea Trader 
Qi. 
^ 
1 
w hy Pay M ore? Tin 
e J % W 


Grapefruit B' .a.1 o>>.». 


Tangelos Wh, Bo, l.i.l 


Orange Juice 


Fancy Walnuts C r o p 


Lucerne Cole Slaw 


Assorted Party Dips 


Lucerne Yogurt Everyday 


T o w n 


M o u l# 
lu C # -r# 


vs Oal * 1 0 7 
••I 


...these Low Price» Everyday 


Grapefruit Juice 


Applesauce 


Pineapple 


Sweet Potatoes Em?'" 


^ 
M i» or M a tc h ! Turn,p. 
U r e 0n S M u l'a r d . #r C o llo rd 


Yellow Onions S f i S S i 


Red Potatoes A ll B . r p o t , 


Wild Birdseed Wfc" ,,MW 


$lary Hartman 
producer comes 
i|p with new show 


I’LOS ANGELES (AP) - After 
♦He success of “Mary Hartman, 
Mary Hartman” in syndication, 
it seemed only logical for pro­ 
ducer Norman Lear to come up 
with another five-day-a-week 
show. And he has. 
It’s “All That Glitters,” a 
five-family series that airs next 
April. It concerns what would 
happen — or is happening — 
when sex roles are reversed 
and women, not men, dominate 
in life, love and business. 
Lear is executive producer of 
the new. 30-minute show, which 
his company says he cocreated 
with a lady writer, Ann Mar­ 
cus, who was one of the cocrea­ 
tors of “ M ary Hartman,” now 
in its second season. 
“ Hopefully, the stories will be 
as compelling as the scenes in 
‘Mary Hartman’ have been,” 
Lear said. “ But the big differ­ 
ence is that it takes the male- 
female role and turns it around 
180 degrees. 
“ It’s 1976, not 1986, but you’ll 
find, say, a corporate board 
room with eight women and 
one token male. Or that one of 
the young men in the show 
want? desperately to get mar­ 
ried, but it’s the young woman 
who doesn’t wish the com­ 
mitment." 
He conceded in an interview 
that 
“ Glitters” 
basically 
is 
what some might call the old 
switcheroo, but says “ there’s so 
much detail there’s no one-joke 
thing about it.” 
Sure, he said, part of it dra­ 
matizes what life would be like 
with traditional sex roles re­ 
versed, but “ the other part is 
what’s happening with the roles 
as they exist today. 
“ In other words, by reversing 
it you’re not only able to see 
what would happen, you’re get­ 
ting a better look at what is 
happening.” 
He said he took the show to 
NBC as a nighttime prospect, 
but found they couldn’t air it as 
a five-night-a-week series. So 
he looked elsewhere for sales 
All three networks turned 
down “ Mary Hartman" as a 
daytime show, but Lear says he 
didn’t even try that route with 
“Glitters.” He says he went 
directly to what he calls “ the 
fourth market" — the local sta­ 
tion market for new series or 
reruns of old network series 


Job figures 
sho\y increase 


JEFFER SO N 
CITY, ^*Mo 
(API — Prelim inary job fig­ 
ures show an increase in Mis­ 
souri employment, but not to 
the extent of predictions made 
last month by Gov Christopher 
S Bond and the Missouri Divi­ 
sion of Employment Security. 
The 
division’s 
preliminary 
statistics released today show a 
31,809-job increase in the state 
in September, promising an 
unemployment rate of about 4.6 
per cent for the month. The Au­ 
gust rate was 5 per cent 
But Bond, in releasing his 
economic position paper in St. 
Louis last Tuesday, said the 
September rate would hit 4.3 
per cent—a two-year low 
John F. Meystrik, division di­ 
rector, said his office had been 
“ crystal balling it a little bit, 
as far as unemployment pre­ 
dictions. 
He said his office had fore­ 
cast a rate of between 4.3 per 
cent and 4.5 per cent for Sep­ 
tember, but that the predictions 
missed the mark because of a 
shortfall in expected increases 
in manufacturing and auto pro­ 
duction jobs 


Allstate to 
announce new 
insurance rates 


NORTHBROOK. Ill <AP) - 
Allstate Insurance Co. has an­ 
nounced adjustments to its au­ 
tomobile insurance rates that it 
says will take into account how 
damageable 
and 
repairable 
specific car models are and 
how likely they are to be sto­ 
len. 
Allstate said the new rates, 
made public Sunday, are effec­ 
tive today in 23 states and the 
District of Columbia on new 
policies and those renewed dur­ 
ing the next 12 months. 
Rates of collision and com­ 
prehensive coverage for cars of 
model years 1974 to 1976 will be 
affected, with reductions going 
to 22.4 per cent and increases 
to 13.5 per cent, according to 
the company. 
The new rating system is “ an 
attempt to more equitably dis­ 
tribute 
collision 
and 
com­ 
prehensive 
coverage 
pre­ 
miums,” a company spokes­ 
man said, adding it was “ a 
first step ... to secure better 
bumpers and improved occu­ 
pant 
protection through 
air 
bags and other passenger re­ 
straint systems.” 
Rates will be adjusted for 
some 569,000 cars, resulting in 
an estimated loss of $511,000 
this year in premium income 
paid to the company, Allstate 


Close Trimmed for Better Value! 
Excess Eat & Bone Removed Before 
Weighing. 


Chuck 
Roast 


USOA Choice lO)(0)C 
This Low Price 
/ iS B S 
u ( O / f j J 


D a k D m 
c 
I USDA Choice Beef 
$141 
M ID M D u 5 ¥ Whole or large End C u t........... 
lb. 
■ 
Boneless Roast £5cSSSL« . 
u> . M " 


D b U 
L a I 
USDA Choice Boneless 
$141 
D r i S K O T K O Q S T Cook In liquid.............. 
lb. 
■ 


D _ _ L Q _ _ _ a Boston Blade Cut 
O O c 
r O l K K O Q S T Braise or Roast..................... 
lb 
O O 


Cut from USÜA Grade kA 
Meaty Fryers ! 


■ 
■Liver 
59*. 


Fresh 


Chili& 
Crackers 


Serve Town House Chili With 
Beans and Crisp Busy Baker Saltine 


Crackers for a Tasty 


Lunch Treat. Goes 


Great Together. 


Check These Values. 


C 
3fCHILM 
W k COM CARNI 


rm Busy Baker Crackers 


' 
¡ a s s * 


Chicken 
Liver 


69c u 


C ! J a |h C Ia n L usda Choic# 
* 1 5* 
d in o in ) l 6 Q K Broil or Barbecue 
lb. 
■ 


D a k ( I a n L USDA Choice Beef 
$17$ 
M ID 5 T B Q K Panbroil or Panfry.................... 
lb. 
* 


C | * m L Shoulder Blode Steak 
$101 
r O r K J ie a K Greatto Barbecue 
lb. 
I 
Pork Neck Bones &EJ*".... * 39* 
Corn 
Flakes 


Ground 


Safeway. 
Quality. 
Regular 
Grind. 


Lb. 


Meat Wieners 
Sterling Bologna 
Lunch Meats 


Mixed Parts 
Cut From 
USDA 
Grade A' 
Meaty Fryers. 


Lb 


Safe w ay Brand 
M eat or Beef . . 


Safeway Quality 
By-the-Piece 
. . 


Safew ay Aijorted 
W afer S lic e d ............. 


’C 69- 


Hot Links 


i 


Safeway Brand Breakfast Cereal. 
Compare and See How You Can 


Save With Quality 


Safeway Brands. 


This Low 


Price Everyday. 
" CORN 
FLAKES 


Lowfat Milk 


lucerne 
V i % M ilk f a t . 
Save Everyday— G allon Carton 
S 1 37 


Ajsorted Meats 


Check This Value 
Nice Chonge of Menu . . 


^ 
Check the W id e Selection 
^ / y S l C l S 
r f Seafoods at Safeway 
Catfish Steaks FrCii.n lot Fr.ihnei, 
Fish Sticks 
Captain's Choice 
Heat & Serve . . , 
FishCakes c“p'0,n'ch°l‘“ 
Heat and Serve 


lb. 


3 Oi. 
Pkg. 


6 Ox 
Pkg 


Lb. 


lOOx 
Jar 


lb. 


lb 


12 Ox 
Pkg 


89- 
47- 
49' 
79- 


$ J 49 


$"| 29 


99- 
59- 


Fryer Thighs 


Turkey Hindquarter 


Hen Turkeys 
Baking Hens < 
Smoked Ham 
Sliced Bacon 
Pork Sausage 


or Drumsticks 
From G rad e 'A 'F ry e rs. 
lb. 


From G rade 
A 


Turkeys 


M a n o r House 


G ra d e A ' 10-14 Lbs 


Frozen Fresh G ro d e A 


■7 lb . W t. Range 
. 


Fully Cooked Shank 


Portion. W a te r Added 


Smok-o-Roma 
(2 lo Pkg. S 1 95) 


S o ‘ ew ay W h o 'e Hog 


2 lb. Pkg S2.57; 
Beef Liver M°"°Mo " 
Frozen Fresh 


Lb 


lb. 


lb 


1 lb. 
Pkg. 


1 lb. 
Pkg 


lb 


Lucerne Evaporated 
See How You Can Save. 
Can Milk 
Tomato Soup 
Detergent 
Bleach 
Towels 


13 Oi. 
Tin 


79* 
39- 
39- 
59* 
49* 
78* 
98- 
S-JJt 


59- 


Town 
103a Oz. 
House Tins 


White Magic 
Save Everyday 
3 Lb., 
1 Oz. Ctn 


White Magic 
2 Lb., 8 Oz. 
Gentle Dry Bleach.................... 
Carton 


Truly Fine Large Roll 
100 Sq. Foot 


Strong & Absorbent Paper Towels 
r0|| 


35 
6/M 
M” 
89 
49 


< 


SAVE EVERY DAY AT SAFEWAY ^ 
..iftOUfFOOtUIEarPept. 


Bathroom Tissue 
Tomato Catsup 
Flaky Biscuits 
Margarine 
Cream Cheese 
Shortening 
Crisco Oil 


M angold 


650 Sheet Rolls 


Town House 


Thick i Rich 


M rs W right s Conned 


flaky Butterm ilk. . 


Marola 
Tou Con Save Everyday 


Kraft 


Philadelphia 


Crisco. This low 


Price Everydoy 


Compare Our low 


Everyday Shelf Price 


4 C t. 
Pkg. 
7 3 * 


Q u art 
Btl 
79* 


lO O z . 
Pkg. 
2 3 * 


1 Lb. 
Pkg. 
7 8 * 


3 Oz. 
Pkg. 
2 9* 


3 Lb. 
Tin 
$ J 69 


Qt., 6 Oz. 
Bottle 
$141 


Safaw ay Brand Canvas 
Footwear. W hy Pay M ore? 


Coast Soap 


Coast Regular Size. Why Pay More? 31? Oz 
(Coast 5 Oz. Bath Size...3/$1)......... B°r 4/M 


SAFEWAY COUPON NI SAFEWAY COUPON 


^ P la in or Self Rising 
GOLD MEDAL 
FLOUR 


With Coupon 
at Safeway 
S 
Pound 


N 
LIMIT 1 COUPON 
PIR FAMILY 


Seed Thrv 
Nev. 7 ,19 74 
Coth Vatu* I 10th •( I Can' 


^ O range Concentrate 
£2* 
MINUTE 
MAID 


With Coupon 
at Safeway 
59 
LIMIT 1 COUPON 
PER FAMILY 
Good thru 
Nov 7. 1974 


Ui» »•'«• I H'» •' 0« (Hi 


SAFEWAY COUPON 


Assorted Fruit 
Hl-C 
DRINKS 


LIMIT I COUPON 
PIX FAMILY 
« 


Good Thro 
f 
Nev. 7, 1974 
(£ 


Cash Valu« I /20th al I Ctnt 


all-purpose variety selection 


Sayelle Yarn SSSttT*. 
99* 


Safaway Ragulor or Mint 
7 Ox. 
CQ< 
I OOTnpGSTO Why Pay M o ra ?...................... 
Tuba <77 
Mouthwash 
59- 


¡.a E Safaway 200 I.U. 
100 Ct. $049 
V l i a m 
m 
C Compare Our low P rice............. 
Btl 
" 
Safeway Aspirin Sav# Everyday 
Battle 69- 


Baby Shampoo Why Pay More?. . . . . . . 
Bottle 1 


Q - L . . A ¡1 Truly Fine 
Pint Q Q ( 
D Q D y wll Compare Price & Quality.................... 
Bottle 77 
Bowl Cleaner Toilet Bowl Cleaner . . 
V? 69‘ 


Bel-Air Frozen 
Concentrate. Finest 
Safeway Quality. 
(Grape Juice— 3 $ 1.) 


6 Oz. 
Tin 


enjoy these fine frozen foods 


Bel-Air 
Frozen Frt»h 


Bol-Air 
Tender 


Bo- Air 
T ryEm Friea 


Bel-A.r Potato«! 
Our low Price 


Broccoli Spears 
Cut Corn Golden G oodneii 
Sweet Green Peas 
Whole Okra 
French Fries 
Corn Cobbies Froi.n F r . i h . . . . 
Dessert Topping XS3* 
Meat Pies Assorted Meat Piet 
Combination Pizza*!«. 
Bel-Air Waffles1 Perfect 
Cream Pies Flavors. Why Pay More? 
French Fries*1“ 
0" 
Pie Shells 


i Ready-to-Cook 


Bel-Air 
Two 9 Inch Shells. 


10 Ox 
Pkg 


10 Ox 
Pkgs. 


10 Ox 
Pkgs. 


10 Ox 
Pkg 


2 Lb. 
Pkg. 


8 Ct 
Pkg. 


9 Ox 
Pkg. 


80i. 
Pkgt. 


10 O*. 
Pkg. 


5 Of. 
Pkg. 


14 Ot. 
Pkg. 


1 lb., 8 Ox 
Pkg. 


11 Os. 
Pkg. 


39- 
3/M 
3/M 
43- 
79- 


88- 
49- 
4/M 
99- 
4/M 
53- 
69* 
49- 
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IVIarv Hartman 
producer conies 


tip w ¡ih new show 
i: 
;:L0 S A N G E L E S (A P) - After 
♦He success of “ Mary Hartman, 
Mary Hartman" in syndication, 
it seemed only logical for pro­ 
ducer Norman Lear to come up 
with 
another 
five-day-a-week 
show And he has. 
It’s “ All That Glitters,” a 
five-family series that airs next 
April It concerns what would 
happen — or is happening — 
when sex roles are reversed 
and women, not men, dominate 
in life, love and business 
Lear is executive producer of 
the new. 30-minute show, which 
his company says he cocreated 
with a lady writer, Ann M ar­ 
cus, who was one of the cocrea­ 
tors of "M ary Hartman." now 
in its second season 
"Hopefully, the stories will be 
as compelling as the scenes in 
Mary Hartman’ have been," 
Lear said “ But the big differ­ 
ence is that it takes the male- 
female role and turns it around 
180 degrees. 
“ It's 1976, not 1986. but you'll 
find, say, a corporate board 
room with eight women and 
one token male Or that one of 
the young men in the show 
wants desperately to get mar­ 
ried, but it's the young woman 
who doesn't 
wish 
the com­ 
mitment." 
He conceded in an interview 
that 
"G litters" 
basically 
is 
what some might call the old 
switcheroo. but says “ there’s so 
much detail there's no one-joke 
thing about it " 
Sure, he said, part of it dra 
matizes what life would be like 
with traditional sex roles re­ 
versed. but "the other part is 
what’s happening with the roles 
as they exist today 
"In other words, by reversing 
it you're not only able to see 
what would happen, you're get­ 
ting a better look at what is 
happening " 
He said he took the show to 
NBC as a nighttime prospect, 
but found they couldn't air it as 
a five-mght-a-week series 
So 
he looked elsewhere for sales 
All 
three 
networks 
turned 
down “ Mary Hartman" as a 
daytime show , but Lear says he 
didn't even try that route with 
"Glitters ” He says he went 
directly to what he calls "the 
fourth market" 
the local sta­ 
tion market for new series or 
reruns of old network series 


Job figures 
show increase 


JE F F E R S O N 
CITY. 
Mo 
<AP» — Preliminary job fig 
ures show an increase in Mis­ 
souri employment, but not to 
the extent of predictioas made 
last month by Gov Christopher 
S Bond and the Missouri D ivi­ 
sion of Employment Security 
The 
division's 
preliminary 
statistics released today show a 
31,89» job increase in the state 
in 
September, 
promising an 
unemployment rate of about 4 6 
per cent for the month The Au­ 
gust rate was 5 per cent 
But Bond, in releasing his 
economic position paper in St 
Umiis last Tuesday, said the 
Septemt*er rale would hit 4.3 
per cent 
a two-year low 
John E Meystrik. division di­ 
rector. said his office had been 
"crystal balling it a little bit," 
as far as unemployment pre­ 
dictions 
He said his office had fore­ 
cast a rate of between 4 3 per 
cent and 4 5 per cent for Sep 
tember. but that the predictions 
missed the mark because of a 
shortfall m expected increases 
in manufacturing and auto prc* 
duct ion jobs 


Allstate to 
announce new 
insurance rates 


N O R T H B R O O K , H I 
A P » - 
Allstate Insurance Co has an­ 
nounced adjustments to its au 
tomobile insurance rates that it 
says will take into account how 
damageable 
and 
repairable 
specific car models are and 
how likely they are to be slch 
len 
Allstate said the new rates, 
made public Sunday, are effec­ 
tive today in 23 states and the 
District of Columbia on new 
policies and those renewed dur 
nig the next 12 months 
Rales of collision and com 
prehensive coverage for cars of 
model years 1974 to l»7tt will be 
affected, with reductions going 
to 22 4 per cent and increases 
to 13 5 per cent, according to 
the company 
The new rating system is * an 
attempt to more equitably dis­ 
tribute 
collision 
and 
com­ 
prehensive 
coverage 
pre 
mHints,** » company spokes 
man said, adding it was 
a 
first step 
to secure better 
bumpers and improved occu­ 
pant 
protection 
through 
air 
bags and other passenger re­ 
straint systems * 
Rates will tie adjusted for 
some MM.uui cars, resulting m 
an estimated kiss of $511,900 
tins year in premium income 
paid to the company. Allstate 
said* 
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Close Trimmed for Better Value! 
Excess ta t & Hone Removed Before 
If eiffhinf/. 


USDA 
CHOICE 


USD A Choice 
Beef Roast 
M eaty Blade 
Cut Roast. 
This Low Price 
Everyday! 
LB. 


Cut from I SDA Grade ‘A ' 
Meaty Fryers! y j 
^ 


Liver 
59c 


Fresh 


Rib Roast 


USDA Choice Seel 
Wholo or Large End Cut 
lb 


Boneless Roast “s0*"'"'* 


Brisket Roast 
Pork Roast 


Beet Chuck Roo»» 


USDA Choice Bonele»» 
Cook In liquid 


Bo»*on Biade Cut 
Bro'te or Roait 


lb 


lb 


lb 


*P* 


< 1 1, 


M " 


88 ' 


Chili & 
Crackers 


Serve Town House Chili W ith 
Beans and Crisp Busy Baker Saltme 


Crackers for a Tasty 
Lunch Treat. Goes 
G reat Together. 
Check These Values. 


* » Busy Baker Crackers 


C 
C 
< 


Chicken 
Liver 
69c u 


Sirloin Steak S 
Ä 
, 
lb *1 “ 


n ; L f * _ _ L USDA Ch0.ce Beet 
S I 78 


* \ I D J l v Q 
n 
Ponbro.l or Panfry 
lb 
I 


Pork Steak 
«. 51°' 
Pork Neck Bones sc” w ”“ 
u, 39' 


Corn 
Flakes 


Ground 


Safeway. 
Quality. 
Regular 
Grind. 
Lb. 


Mixed Parts 
Cut From 
USDA 
G rade A' 
M eaty Fryers. 


Safew ay Brand Breakfast Cereal. 
Com pare and See How You Can 


_ . . , e r'- v n. 
Save W ith Quality 
Safew ay Brands. 
This Low 
Price Everyday. 


J 
1 
COBN 
f l a k e s 


L o w fa t M ilk 


lu to rn # 
j ° o M .lkfa» 


Sc i.e E v e ry d a y - G a llo n C o rton 


$ I 3 7 


Meat Wieners 


1 2 0 * 
Pkg 
69' 
Sterling Bologna 
’’ 
lb. 


O O 


Lunch Meats wX/CT'" 


3 0 * 
Pkg 
47' 
lunch Meats 
f " 
6 Oi 


Pkg 
49' 


I I _ a I j - L * 
Chock Th.t Voluo 


n O T L i n K S N.ce Chango of Mo«u 
lb 79' 


fT w e t a r e 
Chock »ho W.do Soloct.on 


u 
y s i e r s 
rfSoafo o d t at Safeway 
IO O i 
Jo ' 
» » < * 


Catfish Steaks K£,*n..... 
lb tin 


Fish Sticks 
lb 99 
Eirk 
Copton » Choice 
risn V.QKeS HeotondServe . . 
1 2 0 * 
Pkg, 
59 


Fryer Thighs 


Turkey Hindquarter 


Hen Turkeys 
Baking Hens 
Smoked Ham 
Sliced Bacon 
Pork Sausage 
Beef Liver 


or Drurriticki 
From Grade A Fryer» 


From G raae 


lb 


Turkey» 


Mor or Howto 
G rade A 10-14 ibt 
lb 


Frozen Fre»h Grode A 
4-7 lb. W* Range 
lb . 


Fully Cooked Shank 
Portion. W ater Added 
lb 


Smok o Roma 
1 U>. 
(2 ID Pkg S I 95) 
PWg 


Sa ‘ewOy W ho!e Hog 
t lb . 


2 Lb Pkg S2 S7j 
Pkg 


M oror Houie 
Froier- Fre»h 
Lb 


79' 
39' 
39 


59' 


49' 


78c 
98' 


59‘ 


Lucerne Evaporated 
See How You Can Save . 
Can M ilk 
Tom ato Soup 
Detergent 


Bleach 
Tow els 


13 Oi. 
Tin 


Town 
10J « Oz. 
House Tins 


W hite M agic 
Save Everyday 
3 Lb., 
1 Oz. Ctn. 


2 Lb., B Oz. 
W hite M agic 
Gentle Dry B le a c h ...................... 
Carton 


Truly Fine Large Roll 
100 Sq. Foot 
Strong & Absorbent Paper Towels 
r 0j| 


35' 
6/M 


$ I 19 


89< 
49c 


SAVE EVERY DAY AT SAFEWAY 


B a th ro o m Tissue 


T o m a to Catsup 


Fla k y Biscuits 


M a rg a rin e 


C re a m Cheese 


Shortening 
Crisco O il 


M an gold 
ÒSO ShMi Rolli 


Town Houit 


J h t ik l lu h 


Bel-Air Frozen 
Concentrate. Finest 
Safew ay Quality. 
(G rap e Ju ice— 3 $1.) 
6 Oz. 
Tin 


enjoy these fine frozen foods 


*• Air 
F ro i.n Fro, 


bo A I 
Ton dor 


Broccoli Spears 
Cut Corne d . ' G ood..ot» 
Sweet Green Peas 
Whole Okra fTy'tU.« 
French Fries 
Corn Cobbies froion Froth 
Dessert Topping whipod* 


1 
| . H | 
_ Manor How »o 
n f l c Q I l i e s AttoHodM oOtP Ot 
Combination Pizza 
Bel-Air Waffles'. 


Cream Pies*“ ---- 
French Fries£££££ 
Pie Shells 


too» 
Pkg 


IO O i 
Pkg i 


fO O l 
Pkg» 


IO O i 
Pkg 


2 lb 
Pkg 


• Cl 
Pkg 


9 0* 
Pkg 


• 0* 
Pkg* 


I O O i 
Pkg 
5 0 . 
Pkg 


140*. 
M 


Flavor* W hy Pay M ore?. 
Pkg 
» w 


Boi Air Stook Cut 
1 lb , 8 O * 


Pkg 


Bol Air 
H O « . 


Bol Air 
Dotuao 


ookfaii 
*OC I , . 


39' 
3/M 
3/M 
43' 
79' 


8 8 ' 
49' 


4/M 
99' 


4/M 


69 


Two 9 Inch Shollt 
Pkg 


■Oi 
The spirit of Marlboro in a low tar cigarette 
Ms 


_ 
i 


^ 
I 


InRJ 


And still oilers up 
\ 
the same quality that has 
made Marlboro famous. 
v J 


Marlboro 
LIGHTS 


L O W E R E D TAR & N I C O T I N E 


T T - 


J. 


V 


i 


13 mg! 'tar! ’ 0.8 mg. nicotine av. per cigarette, FTC Report ^pr!76 


#*? 
Warning: The Surgeon General Has Determined 
That Cigarette Smoking Is Dangerous to Your Health. 
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Lighter in taste. Lower in tar. TL 
And still offers up 
V v 
the same quality that has 
made Marlboro famous. 


• i • y ^ ~ * '' i, . 
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4*»# 
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! 
LIGHTS 


L O W E R E D T A R & N I C O T I N E 


h- 
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; 


V i 


13 mg! larL 0.8 mg. nicotine av. per cigarette FTC Report ^pr 76 


Warning: The Surgeon General Has Determined 
That Cigarette Smoking Is Dangerous to Vour Health. 
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7 AM-12 PM 
7 DAYS PER WEEK 


WE RE ALWAYS 
COURTEOUS 
A N D 
APPRECIATIVE 


we welcome 
NOD STUMP 
SHOPPIRS 


MIDTOWNER VILLAGE 
SIKESTON, MISSOURI 


Slkeston's Leading 
Food Store— Home of 
Low Prices and 
Quality Stamps 
presents a Fall 
HARVEST SALI 


FRESH LEAN 


QUALITY STMIfS TOO! 


HAM SANDWICHES 
10* EACH 
FRI & SAT 
10-7 


LIMIT 10 PLEASE 


FRESH LEAN PICNIC 


US CHOICE BEEF SIRLOIN 
STEAK 


US CHOICE BEEF T BONE 
STEAK 


US CHOICE BEEF PORTERHOUSE 
STEAK 


CHICKEN 
LIVERS 


BEEF OR PORK 
LIVER 


REELFOOT SLICEO 
BOLOGNA 


REELFOOT BINNER 
FRANKS 
isozpm 


COUNTRY STYLE HOMEMADE 
SAUSAGE 
»49 


SLICEO 
SMOKED JOWL „89 


KREY ALL MEAT 
BOLOGNA (BY THE PIECE) LB l O 


KREY ALL MEAT 
WIENERS 
,.««,69° 


BRYAN 
BOLOGNA 
BRYAN 
SALAMI 


7 AM-12 PM 
7 DAYS PER WEEK 


W E’RE ALWAYS 
COURTEOUS 
AND 
APPRECIATIVE 


we welcome 
FOOD SUMP 
SHOPPERS 


MIDTOWNER VILLAGE 
SIKESTON, MISSOURI 


FRESH LEAN 


QUALITY STAMPS TOO! 


Sikeston's Leading 
Food Store— Home of 
Low Prices and 
Q uality Stamps- 
present s a Fall 


HAM SANDWICHES 
10* 
EACH 
FRI & SAT 
10-7 


LIMIT 10 PLEASE 


US CHOICE C U E SIRLOIN 
STEAK 
,.*1" 


US CHOICE BEEF T BONE 
S T E A K u 1 " 


US CHOICE BEEF PORTERHOUSE 
STEAK 
u!T 9 


CHICKEN 
LIVERS 


BEEF OR PORK 
LIVER 


REELFOOT SLICED 
BOLOGNA 
.««. 


REELFOOT DINNER 
FRANKS 
is oz pm 


COUNTRY STYLE HOMEMADE 
SAUSAGE 
.4 9 


SLICED 
89° 


KREV ALL MEAT 
BOLOGNA (BY THE PIECE) LB 78 


KREY ALL MEAT 
69° 


BRYAN 


SMOKED JOWL 


WIENERS 
12 OZ PKG 


BOLOGNA 
12 OZ PK6 


BRYAN 
SALAMI 
12 OZ PK6 


Q U A LI T Y 
Q U A L I T Y 


STAMPS 
STAMPS 


Q U A LI TY 
Q U A L I T Y 


STAMPS 
STAMPS 


Good thing s are hap p ening at Big Starl Check 
our low p rices, friend ly service, 
friend ly p eop le p lus valuable Q uality Stamp s. 
Why shop anywhere els»? 
TOWEL* 


IMPORTED ENGLISH 
STAFFORDSHIRE 
Ironstone 
15 WEEK 
PROMOTION 


FEATUfl il 
OF TH: 
WEE ( 


EVERFRESH 
SWEET POTATOES 


2 0 1 
R B 
QUO JTY 
HI 
f 
QUALITY STA 
dMRfe RHMttl 
M&L 
am 
k 
CO M PAN Y,IP 
| 
STAMPS 


WITH THIS COUPON AND 
iiiM 
M 
I 
*10°° ADDITIONAL 
[ranaS 
PURCHASE 
( 
- j J B 


■ 
U " W P \ A r f\ / W \ J 
LIM IT 1 C O U P O N PER C U S T O M E R 


B r u ces QIC STMCOUPON B F ^ 
« ¿ O T M B O S H IN y 


m m 
* 
no i cuejhT 
PUNCH 
W j f \ CHEERIOS 
••z 2/59 ° 
I n i 
ito zmi 7 9 ° 
WITH THIS COUPON 
« E 
WITH THIS COUPON 
LIMIT ONI COUPON PER CUSTOM» 
M f f i 
LIMIT ONE COUPON PER CUSTOMER 
EXPIRES 11-97 6 
MM 
RIO i t MC82259_ _ _ _ _ _ _ _ _ 
EXPIRES 1 )97 6 


QUALITY STAMP 
C O M PA N Y, INC. 
SEALTEST 


P 
j f f MIUCP« 010 STIR COUPO N ^ 
SffiSk 
MNNTY PAPER 
S T 
TOWELS 
H 
JWMMLL 2/48 ° 
mm 
WITH THIS COUPON AND M0M ADDITIONAL 
f | 
PURCHASE EXCLUDING TOBACCO AND MILK 
■ H 
PRODUCTS. 
WT. *0 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
EXPIRES 119 70 


Hotauty do- 
fru*ty 


Si&eätoH et*eu Coco fniceA 


frit aioo frtieudly owutce 
to tuedke you* efrofcfii*ty 


eujoyu6(e~öu* 
one 


tfeauttfuC 
fieoftie A&uouty to 
Ctelfe you 
cuty etttcy ctut. 


@ome ofrane c*t ou* frevweot 


celefru&otd 


Snoots »16 STM con p on T T 
MMMUCF’S BIO STM CWIPOH J 
iimcMun 
HAMBURGER HELPER 
2 toiooim9 9c 
WITH THIS COUPON 
LIMIT ONE COUPON PER CUSTOMER 


R30_ _ _ _ _ _ _ _ _ _ 
MC82256_ _ _ _ _ _ _ _ _ _ 
EXPIRES 11-9-71 


41 2JAR 5 / y r 


WITH THIS COUPON 
LIMIT ONE COUPON PER CUSTOMER 
EXPIRES I 


WITH THIS COUPON 
LIMIT ONE COUPON PER CUSTOMER 
MC9647 3 
EXPIRES 119-7 6 


QUALITY 
QUALITY 


STAMPS 
STAMPS 


QUALITY 
QUALITY 


STAMPS 
STAMPS 


T H E D A I L Y S T A N D A R D , Siikeston, M o. Wed. N ov. 3 , 197« 


IULATED 


G o o d th in g s a re happening a t Big Star! Check 
o u r low prices, frie n d ly service, 
frie n d ly p e o p le plus valuable Q u a lity Stamps, 
W hy shop a n y w h e re else? 
TOUlElS 


IMPORTED ENGLISH 
STAFFORDSHIRE 
Ironstone 
15 WEEK 
PROMOTION 


FRUIT I DESSERT 
FEATUH 
OF TH 
WEE 


QUALITY STAMPS 


t 
TOO! 
^ 


strained foods 


QUALITY STAMTS 


EVERFRESH 
SWEET POTATOES 


STEWART’S 
CHEESE KISSES 


io a l it v ST A M P 
O M P A N V .IN C 


SEÂLTEST 


WITH THIS C O U PO N A N D 
'10°° ADDITIONAL 
PURCHASE 


CUSTOMER'S RIME 


IOORESS 
______ 


LIMIT 1 COUPON PER CUSTOMER 
CODE: HQS 
EXP. 11-0-7A 


i a l i t y s t a m p 
J M P A N Y .IN C 


SSBRUCE'S BIG STAR COUPOR«» 


A 
BOUNTT PIPED 
TOWELS 


JUMIO ROLL 2/48* 


WITH THIS CO UPO N AN D MO“ ADDITIONAL 
PURCHASE EXCLUDING TOBACCO AN D MILK 
PRODUCTS. 
L 
.EXPIRES 11.9-7» 


BRUCES BIG STAR COUPON, 


PAM 


BRNCES BIG STAR COUPONu s 


■I« I CEREAL 
E 


WITH THIS COUPON 
LIMIT ONE CO UPO N PE* CUSTOMER 


MCB22S9 
EXPIRES 11 -97» 


WITH THIS COUPON 
LIMIT ONE CO U PO N PER CUSTOMER 


EXPIRES I I 9-70 


BRUCES BIG STAR COUPON 


•ETTT CROCKER «NELL FOOD 
CAKE MIX 


^ 
BETTI CROCKER 
HAMBURGER HELPER 


/ 1 OZ BOIES 3 3 


WITH THIS COUPON 
LIMIT ONE CO U PO N PER CUSTOMER 


M C82236 
EXPIRES 119 7« 


WITH THIS COUPON 
LIMIT ONE CO UPO N PER CUSTOMER 


M C96473 
EXPIRES II 9 76 


WITH THIS COUPON 
LIMIT ONE CO UPO N PER CUSTOMER 


EXPIRE! 


TTTTTT 


TEXASWEET 


LOADED WITH JUICE 
FRESH EARLY MORHIHG EYE- OPEHER 
RED OR WHITE 


Fresh produce at Big 
* 
Star is our specialty. We 
' 
are proud of the 
11 
department and the two 
p. 
friendly people who 
f 
bring you the area's 
p 
largest selection in 
[ 
fresh fruits and 
^ 
vegetables- 
( 
Larry Carter and 
j 
Ray Rodgers. . therefore 
1 
it gives us great 
pleasure in bringing 
here extra savings to 
youl 
GREAT OL' FASHION SALE 


FLORIDA FRESH- TRY A HOT BOTTERED EAR 
CELERY CABBA6E 


FRESH AND FLAVORFUL TURNIP 
OR MUSTARD 
* 
WE ARE HAVING AN OLD 
FASHION HARVEST 
CELEBRATION WITH PRICES 
'GRANNY" CAN REMEMBER! 


EYE SAVERS WITH FLA VOR 
CARROTS 2 LB BAG 


JUICY SWEET 
FLORIDA 


JUICY-GREAT 
FOR FRUIT SALADS 
TANGELOS 


OREAT FOR FOOTBALL GAME SNACKS! 
12 OZ ROASTED PEANUTS 
12 OZ SALTED/ROASTED PEANUTS 
12 OZ SHELLED RAW PEANUTS 


/ 


CRISPY FRESH 


QUALITY STAMPS TOO 


fT CAN YOU \ 
IMAGINE A 6 0 0 1 3 ^ 
STEW OR POT RtOAST 
WITHOUT AN OIIION? 


QUALITY STAMPS 


i r t e U M I L I a i A I I U H H U , M K W I W l i n w . n v u . i « w . . », > , , » 


SAVINGS 
!■ 


Fresh produce at B i g 
Star is our specialty. We 
are proud of the 
departm ent and the two 
friendly people who 
bring you the area's 
largest selection in 
fresh fruits and 
vegetables- 
Larry Carter and 
Ray Rodgers..therefore 
it gives us great 
pleasure in bringing 
here extra savings to 
youl 


GREAT FOR 
WALDORF 
SALADS 


GREAT OL' FASHIO N SALE 


FLORIDA FRESH-TRY A HOT OUTTERED EAR 
GREAT FOR SALADS 
CHINESE 
CELERY CABBAGE 
BUNCH 


FLORIDA FRESH-TRY A HOT BUTTERED EAR 
_ _ 
_ 
YELLOW CORN 
5 / 7 9 


CALIFORNIA FLAME TOKAY RE 
GRAPES 


FRESH EARLY MORNING EYE-OPENER 
RED OR WHITE 


TEXASWEET 


LOADED WITH JUICE 
GRAPEFRUIT 
ORANGES 


FRESH PURPLE TOP 
TURNIPS 


LOS FOR 69 


EYE SAVERS WITH FLAVOR 
CARROTS 2 ILB BAG 


WE ARE H A V IN G A N OLD 
FASH IO N HARVEST 
CELEBRATION WITH PRICES 
"G R A N N Y " CA N REMEMBER! 


FRESH AND FLAVORFUL TURNIP 
OR MUSTARD 
GREENS 


JUICY SWEET 
FLORIDA 


RED 
GOOD AMERICAN 
FROM OUR 
SOIL 
TANGERINES 


"f II c 


JUICY-GREAT 
FOR FRUIT SALADS 
TANGELOS 


LARGE SIZE 
20 LB BAG 


GREAT F OR FOOTBALL GAME SNACKS! 
BW 
12 0Z ROASTED PEANUTS 
V A 
12 0Z SALTED/ROASTED PEANUTS 
I D 
19 A7 CUOII Fn RAW PFANIITS 
* 


